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Convair Cuts Marking Time...Proves High Durability... 


Low Cost of “Scotchcal" Film on Supersonic Jet Aircraft 





a 
Ss“ 


Colorful Emblems and markings of "Scotchcal” Film provide long-life 
identification—decoration for commercial and private aircraft. Using silk 
screen printing and special process inks, multi-color designs ore created 
with low initial . . . low application cost and unbelievably long life! 








Mark Your Aircraft 
for Safety with dur- 
able, brilliant Fivores- 
cent “Scotchcal” Film. 
It's extremely visible 
and extremely simple 
to apply—no prime 
coats, no brushes— 
goes on just as easily 
as “Scotchcal”™ Film. 





PMiianesora [fining ann ]ffamuracrurine company E> 


St. Paul 6, Minnesota 


D-2 


REG. U. S. PAT. OFF. 


BRAND 


FILM 


OTCHCAL 


The term SCOTCHCAL is a 3M Company trademark, 





On Convair F-102A “Delta Dagger” and 
Convair F-106A “‘Delta Dart” supersonic, all 
weather interceptors, new “Scotchcal” Film 
provides super tough aircraft marking mate- 
rial of unequalled quality. 

“Scotchcal’”’ Film, with a pressure-sensitive 
adhesive, applies so easily and so much faster 
than painted markings that one manufacturer 
cut marking time over 100 man hours per 
plane. Once in place, durable ‘“Scotchcal” 
Film emblems, numerals and _ instructional 
markings resist abrasion, scuffing . . . the 
effects of supersonic speeds and temperature 
extremes. They’re unaffected by oil, chemical, 
fuel or solvent spillage—will not fade, crack 
or peel. ‘“‘Scotchcal” Film has passed severe 
wind tunnel and emersion tests—is the only 
material of its kind that is approved by the 
USAF for use on jet aircraft! Investigate 
this time, money-saving marking material . . . 
send coupon below. 


Minnesota Mining and Manufacturing Company 

Dept. QC-59, St. Paul 6, Minnesota 

Please have your representative call with information on fast, 
low-cost aircraft marking using () “Scotchcal” Film 

CJ Fluorescent “Scotchcal” Film 





Company. 
Address 
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ACTUATORS, HYDRAULIC 


Minneapolis-Honeywell Regulater Co., Aeronautical 
Div., 2600 Ridgway, Minneapolis 13, Minn. 

Moog Valve Co., Inc., Promer Airport, East Aurora, 
N. Y. 

National Water Lift 
peg Inc., 


NEWBROOK ay Ag tk 
Creek, N. Y. SEE A 

New Hudson Mfg _ 
Hudson, Michigan 
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PROTOTYPE RESEARCH, INC., 13148 Raymer St., 
od, Calif. SEE ADV. D-201 
RANDALL ENGINEERING CORP., 5933 Sowcroft St. 
os Angeles 16, Calif. SEE "ADV. D-203 
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Downey, Calif 


i 0 


t Industries, 4935 Firestone Bivd., South Gate, 
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1661 Franklin Ave., E! Segundo, Calif. 
Sanders Associates, Inc., 95 Canal St.. Nashua, N. H 
Sesco Mfg., Inc., 4th & Prospect Sts., Bridgeport, Pa. 
Sierra-Schroeder Controls Div., Idaho Maryland Mines 
Corp., 2919 E. Victoria, Compton, Calif. 
A. 0. Smith Corp., Aero Products, Western Div., 900 
E. Ball Rd.. Anaheim, Calif 
Smit on thewvls Corp., 825 Myrtle St., 
M 
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Box 868, Pittsburgh 30, Pa. 
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10918 Burbank Bivd., North Hollywood, Calif 

WHITTAKER CONTROLS DIV., TELECOMPUTING 
CORP., 915 N. Citrus Ave., Los Angeles 38, Calif 
SEE ADV. B- 1 
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land il, Ohio 


Borg-Warner Corp., 


13801 Triskett Rd., Cleve- 


Actuators, Electric Motor 


Actuation Research Corp., 416 WN. Glendale Ave., 
Glendale 6, Calif. 

Aeroflex Corporation, The, 
Isiand City 1, N. Y. 

Aeroproducts Operations, Allison Div., General Motors 
Corp., Municipal Airport, Dayton 1, Ohio 

Aerotech Specialties, Inc., 122 Nawbuc Ave., 
bury, Conn 

AIRBORNE ACCESSORIES CORP., 1414 
Ave., Hillside 5, N. J. SEE ADV. C-72 

AiResearch Mfg. Div., The Garrett Corp., 
Sepulveda Bivd., Los Angeles 45, Calif. 
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Los Angeles 15, Calif. 
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Box 149, 1385 Clay St., Santa Clara, Ca 
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Gate, Calif. 

The Digitran Co., 45 W 

Electrical Engineering 
Jefferson Bivd., Los 

Electronic Communicat ons, Inc 
North, St. Petersburg, Florida 

Foote Bros. Manufacturing Co 
Ave., Chicago, Il! 

Garwin, Inc., 1326 Walnut St., 

General Controls Co., 801 Allen Ave., 
Calif. 

General Riveters, Inc Electro-Mechanica 
Hertel Ave Buffalo 7, N. Y 
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Kelsey-Hayes Co., 3600 Military Ave., 
Mich. 

Lear, Inc., 3171 S. Bundy 

Leland Electric Co., P 

Lucas-Rotax Ltd., Box 115 
Ontario, Canada 
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Lyndon Aircraft, Inc., 140 
N. J. 
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32 Nashua St., Woburn, Mass 
Mechanics Res. Div., American Machine & Foundry Co., 

1104 S. Wabash Ave., Chicago 5, I/! 

Mu nneapolis- Honeywell Regulator Co Aeronaut ical 
Div., 2600 Ridgway, Minneapolis 13, Minn 

Min nnsapotie- Honeywell Regulator Co., Industrial Prod- 
- a Wayne & Windrim Aves., Philadelphia 


NEWBROOK MACHINE mr. 
Creek, N. Y. SEE ADV. B- 

Norwood Controls — 
Washington St orwood, Mas 

JOHN OSTER MANUFACTURING S. AVIONIC DIV., 
1 Main St., Racine, Wis. SEE ADV. C-84 

Overload Control Co., 260-11 Rot Ave., Glen 
Oaks, Floral Park, N. Y 

Peacock Engineering & Mfg. Co., 
Los Angeles 1, Calif 

Pesco Products Div., Borg-Warner Corp., 
Miles Rd., Bedford, Ohio 

J. R. Robbins Co., 9046 Sunset Bivd., 
Calif 

Robertshaw-Fulton Controls Co., Aeronautical & In- 
strument Div., Santa Ana Freeway at Euclid Ave., 
Anaheim, Calif. 

Ss. M. S. Instrument & Acc —s- ™” Inc., N. Y. 
International Airport, Jamaica 30, Y. 

SERVO-TEK PRODUCTS CO. 1086 ‘Goffe Rd., 
thorne 1, N. J. SEE ADV. C-103 

Sierra-Schroeder Controls Div., Idaho Maryland Mines 
Corp., 2919 E. Victoria, Compton, Calif 

Stair Instrument Co., The, P. 0. Box 341, 
North Hollywood, Calif 

Talco Engineering Co., 2685 State St., 

Talley Corp., The, Newbury Park 

Townsend Engineered Products, Inc., 
St., Santa Ana, Calif. 

Universal Match Corp., Armament Div., 
5841, St. Louis 21, Mo 

Vard, Inc., 2981 E. Colorado St., Pasadena 8, Calif. 

Western Design & Mfg. Corp. Div., United States 
Industries, Inc., Santa Barbara Airport, Goleta, 
Calif. 

Western Design & Mfg. Corp. Div., U. S. Industries, 
Inc., Bidg. 344, Santa Barbara Airport, Goleta, 
Calif. 

Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 
Hwy., Lynwood, Calif. 
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Hamden, Conn. 
Calif. 
805 S. McClay 


P. 0. Box 


Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, omer 30, Pa. 
WHEATON ENGINEERING ae Manchester Rd., 


it. SEE ADV. D- 
WHITTAKER CONTROLS ODIV., TELECOMPUTING 
CORP., 915 N. Citrus Ave., Los Angeles 38, Calif 
SEE ADV. 8-41 
WHITTAKER tyme DIV., TELECOMPUTING CORP., 
on? Lindbergh St., Van Nuys, Calif. SEE ADV. 
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Actuators, Pneumatic 


Actuation Research Corp., 416 N. Glendale Ave., 
dale 6, Calif 
Aerojet-Generail Corp., 
Azusa, California 
Aeroproducts Operations, Allison Div., General Motors 
Corp., Municipal Airport, Dayton 1, Ohio 
AiResearch Mfg. Div., The Garrett Corp., 
St., Phoenix, Ariz. 
Aqualite Corp., 1660 Tenth St., 
Arkwin Industries, Inc., 648 Main St., 
Barber-Colman Co., Rockford, II! 
Bendix Aviation Corp., Utica Div., 
Bobrick Mfg. Corp., 1839 Blake Ave., 
Calif. 
Bristol Co., The, P. 0 


20, Conn. 

BRUNING CO., THE, 601 
Neb. SEE ADV. 0-183 

Cadillac Gage Co., P. 0. Box 3806, Detroit 5, Mich 

Century Controls Corp., 80 E. Montauk Highway, 
Lindenhurst, N. Y 

Chaico Engr. Corp., 15126 South Broadway, 
Calif. 

Clemco Aero Products, Inc., 
Compton, Calif 

Cleveland Pneumatic Industries, Inc., 
Street, Cleveland 5, Ohio 

Com. Air Products Div., A. S. R. Products Corp., 
Rio Vista Ave., Los Angeles 23, Calif 

Consolidated Controls Corp., Bethel, Conn. 

CORNELIUS CO., THE, 550 39 Ave. N. E., 
apolis 21, Minn. SEE ADV. 0-188 

Curtiss-Wright Corp., Marquette Div., 
Dr., Cleveland 10, Ohio 

Dalmo Victor Co. Div., Textron, Inc., 
Way, Belmont, Calif 

Darco Industries, inc., 
Segundo, Calif. 

Defense Products Group 
Co., Broadway & Kennedy Rd., 


Glen- 


6352 North Irwindale Ave., 


Santa Monica, Cal 
Westbury, N. 


Utica, N. Y. 
Los Angeles 39, 


Box 1790-A. W., Waterbury 


South Ninth St., Lincoln, 


Gardena, 


210 E. Manville St., 


3781 East 77th 


1201 


Minne- 
1145 Galewood 
1515 Industria 


2151 E. Rosecrans Ave., E! 

American Machine & Foundry 

Cheektowaga, Buffalo 
N.Y 

Dowty Equipment of Canada Ltd., Ajax, Ontario, 
Canada 

Aviation Assocs., 1401 Freeman Ave., P. 0 

Box “4087, Long Beach 4, Calif 

Ex-Cell-O Corp., 1200 Oakman Bivd., Detroit 32, Mich 
ecte Bros. Manufacturing Co., 4545 South Western 
Ave., Chicago, Il! 

Gwwin, Inc., 1326 Walnut St., Wichita, Kansas 

Gee Controls Co., 801 Allen Ave., Glendale 1, Calif. 

Gerwal Electric Co., Aircraft Accessory Turbine Dept., 
West Lynn, Mass 

Gladden Products Corp., 
Glendale, Calif 

Gray & Huleguard, Inc., 
Los Angeles 46, Calif. 

Great Lakes Mfg. Corp., 
Cleveland 21, Ohio 

B. H. Hadley, Inc., 1427 Garey Ave., 

Hagan Chemicals & Controls, Inc., Hagan 
1346, Pittsburgh 30, Pa 

Hamilton Standard Div., United Aircraft Corp., 
Locks, Conn 

Haskel Engineering & Supply Co., 
Ave., Glendale 4, Calif. 

Houdaille 754 Inc., 
Buffalo 11, 

F s ng t & AS Waldorf Instrument Co., 


Y 

HYDRO-AIRE, INC., 3000 Winona 
Calif. SEE ADV. D-175 

Hydra Power Corp., Pine Court, New Rochelle, N. Y 

Hydrodyne Corp., Skinner Seal Div., 7350 Coldwater 
Canyon Ave., North Hollywood, Calif 

Interstate Engineering Corp., 600 East Vermont Ave., 
Anaheim, Calif. 

Jack & Heintz, Inc., 
Ohio 

Kahn & Co., Inc., 

KEARFOTT cO., INC. 
SION EQUIPMENT CORP., 1378 Main Ave., 
Nn. J. SEE ADV. C-83 

Kelsey-Hayes Co., 3600 Military Ave., 


635 West Colorado Bivd., 


930 North Hancock Ave., 


4223 Monticello Bivd., 
Pomona, Calif 


Bidg.-Box 
Windsor 
1236 South Central 
537 East Delavan Ave., 
Hunt- 


Ave., Burbank, 


17600 Broadway, Cleveland 1, 
541 Windsor St., Hartford, Conn 

SUB. OF, GENERAL PRECI- 
Clifton, 


Detroit 32, 


Mich 

Walter Kidde & Co., Inc., 256 Main St., Belleville 9, 
N. J. 

Kidde, Walter & Co. of Canada, Ltd., 5500 Royal- 
mount Ave., Montreal 9, Quebec, Canada 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif. 

Ledeen Manufacturing Co., Gilman Rd. & Garvey Ave., 
El Monte, Calif. 

H. W. Loud Machine Works, 
Pomona, Calif. 
ucas-Rotax Ltd., 
Ontario, Canada 
indy Mfg. Corp., 

M-D Blowers, Inc., 
consin 

Marquardt Aircraft Co., 
Calif. 

Massachusetts Gear & Tool Co., Div., Geartronics Corp., 
32 Nashua St., Woburn, Mass. 


Inc., 969 E. Second St., 


Box 115, Station H., Toronto 13, 


Glen Head, N. Y. 
100 Fourth Street, Racine, Wis- 


16555 Saticoy St., Van Nuys, 
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Menasco Mfg. Co., 
bank, Calif 
Texas 

Minneapolis-Honeywe!| Regulator Co Industria! Prod- 
ucts Group, Wayne & Windrim Aves., Philadelphia 
44. Pa 

Moog Valve Co., Inc., Proner Airport, East Aurora, N. Y 

National Water L - Co., Div., Cleveland Pneumatic 
Industries, Inc 220 Paimer Ave., Kalam 

NEWBROOK MACHINE CORP., 16 Mechani 
Creek, N.Y. SEE ADV. B-39 

wigs ange veering Corp., 545 N 


orDco DIV., BERMITE POWDER CO., 11120 Cumpston 
St., North Hollywood, Calif. SEE AD B-40. 

Ozone Meta Products Corp., 101-32 101 St., Ozone 
Park 16, N. Y 

Parker Aircraft Co 
Angeles 45, Calif 

Peacock Engineering & Mfg o 1673 East 82 
Los Angeles 1, Calif 

Pesco Products Div., Borg-Warner Cor 24700 
Miles Rd., Bedford, Ohio 

Petrometer Corp., 43-22 Tent 


805 S. San Fernando Bivd., Bur- 
Box 7397, Sylvania Station, Ft. Worth, 


Second Ave., Covina 


5728 West Century Bivd 


h Ave Long Isiar 


N 
PROTOTYPE —— ye INC 1314 
North Ho f. SEE ADV *D. 201 
RANDALL ENGINEERING CORP., 5933 Bo 0 
Los Angeles 16, Calif SEE ADV. D- 203 
J. R. Robbins Co., 9046 Sunset Bivd., Los Angeles 
Calif 
Ronson Hydra 


Pasadena, C 


Div s a Machin 
th St.. Rock? 
TACTAIR VaLve DIV., AIRCRAFT PRODUCTS CO 
2 h Rd. Br dgeport Pa ee ADV. 0-176 


Tal 0 Engineer p Ge. .... tate St amden, Conn 


Sundstr = 


ry Park ca 

THOMPSON prooucTs, INC., Genera! Offices 

and 17, Ohio SEE ADV. 0-170 

og-Lo if C 3 Wash 
Townsend 


United Meta 
hio 


Vapor Heating C 
Chicago 4, | 

Vickers, In 
& Engrg. Center, Det 

Vinson Mfg In 8044 Woodley 


WEATHERHEAD CO., THE, 300 E. 131 St 
8, Ohio SEE ADV. A-43, 0-186 

Weba, Inc 3 Fourth Ave New Hyde Park 

Western Design & Mfg. Corp . United 
Industries, In Santa bien Airpor 
a 

Western Design & Mfg. Corp. Div.. U. S 

In Bidg. 344 Barbara 

Calif 

Western Gear Corp., P 
Hwy Lynwood, Calif 

Western Sky Industries 
Calif 

Westinghouse Electric Corp., 3 Gateway Center, P 
Box 868, Pittsburgh 30 a 

Weston Hydraulics, Ltd. Sub Borg-Warner Corp 
10918 Burbank Bivd., North Hollywood, Calif 

WHITTAKER CONTROLS ODIV., TELECOMPUTING 
ORP.. 915 N trus Ave., Los Angeles 38, Ca 
SEE ADV. B-41 


Wise Aer 


Santa 


21301 Cloud Way, Hayward 


13601 Triskett Rd. Cleveland 


Actuators, Rotary 


Actuation Research C 
Glendale 6 f 

Aerojet-Genera or orth 
Azusa, California 


Glendale Ave 
Irwindale Ave 


Aeroproducts Operatic Allison Div 
orp Municipal Airport, Dayton 

AIRBORNE ACCESSORIES CORP., 1414 Chestnut Ave., 
Hillside 5, N. J. SEE ADV. C-72 

AiResearch Mfg. Div., The Garrett Corp 
veda Bivd., Los Angeles 45, Calif 


Genera! Motors 


9851 Sep 


Caldwe N. J 


Aviquipo of Canada Ltd 636 St. Paul St. W, 
Montreal, Quebec, Canada 


Barber-Coiman Co 


Bendix-Pacific Div 
Sherman Way, 


Brandstrom Electric Co 
Breeze Corporations, Inc., 700 
N. J 


American Transmission Corp., Box 73 


Rockford, ! 

Bendix Aviation Corp., 
N. Hollywood, Calif 
Westport, Conn 
Liberty Ave. 


11600 


Union, 


Cadillac Gage Co., P. 0. Box 3806, Detroit 5, Mich 
Carma Mfg. Co., 1879 Millin Ave., Torrance, Calif. 


Chalco Engr. Corp., 15126 South Broadway, Gardena, 
Calif. 


Ciemco Aero Products 
Compton, Calif 
Cleveland Pneumatic Indust 
Street, Cleveland 5 
Com. Air Products Div 
1201 Rio Vista Ave 
rtiss-Wright Corp Pr 
Daimo Victor Co. Div., T 
Way, Belmont, Ca 
r 


aSstries, Inc 
El Segund 
Davidson & Associates 
sate, Calif 
7 45 W 
EASTERN ‘TNOUSTRIES INC 
14, Co SEE ADV. 0-177 
trical Engineering & Mfg re 
$s Angeles 1 


A w “WAYDON CO., THE, 232 
f SEE ADV. C-91 
HOOVER “ELECTRI c co., 


Angeles 


HYDRO-AIRE, INC 
SEE ADV D-17 _ 


aiser Enginee s 
KEARFOTT CO "Inc. suB. “OF GENERAL PRECISION 
EQUIPMENT CORP., 1378 Main Av 
SEE ADV. C-83 


Sey- Mayes 


EWBROOK MACHINE CORP é 
eek N y SEE ADV. 6- 39 
ne Metal P 


Park 


Pe 


Mv 
RANDALL ENGINEERING a 4 
1 a EE 


5933 Bow 
ADV. 0-203 


SERVO: Te PRODUCTS CO., 108% 
‘SEE ADV. C-103 


The, Newbury Park 
0 + E Union St 
Universal Match Corp Armament 
5841, St. Louis 1, Mo 
2981 E. Colorado St 
Vickers, Inc., Electric Products Div., 181 
St. Louis 3, Missouri 
Vickers, Inc. Div., Sperry Rand Corp 
& Engrg. Center, Detroit 32, Mich 
Weba, Inc., 1301 Fourth Ave., New Hyde Park 


Vard, Inc Pasadena 8 


N.Y 
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Administrative 


ACTUATORS, SOLENOID 


Western Design & Mfg. Corp. Div., United states 
Industries In ta Airport G 


Carbara 


2ateway 


Box 868 Pittst 9 Pa 

WHEATON ENGINEERING CORP. 920 Manchester Ra 
Wheator SEE ADV. 0-203 

WHITTAKER CONTROLS DIV 
CORP. 915 N t Ave., Los 
SEE ADV. 8-41 


TELECOMPUTING 
Angeles 38 a 


Actuators, Solenoid 


Machir 


Cheektowaga, Buffa 


HOOVER. ELECTRIC co 
L A geles 
" SEE ADV C-97 
HYDRO- AIRE, INC 
f SEE - 0- 175 


Ha 


NEWBROOK MACHINE CORP., 1¢ 
eek, N. Y. SEE ADV. 8-39 


Borg-Warner 
Oh 


ontrol Corp., 59 West Washington St., Joliet, 


PROTOTYPE RESEARCH, INC. 13148 Raymer St 
North Hollywood, Calif SEE ADV. D-20) 


RANDALL ENGINEERING CORP., 5933 Bowcroft St, 
Los Angeles 16, Calif. SEE ADV. 0-203 


D-5 





ACTUATORS, SOLENOID 


Resitron Labs., 2908 Nebraska, Santa Monica, Calif. 
J. R. Robbins Co, 9046 Sunset Bivd., Los Angeles 


46, Calif. 
Corp., 1313 Lincoln 


Ronson Hydraulic 
Pasadena, Calif. 

Sterer Engineering & Mfg. Co., 11423 Van Owen St., 
North Hollywood, Calif 

Michael W. Stolimack, 67 Dorchester Rd., 
N.J 

Talley Corp., The, 

Townsend Engineered Products, Inc., 
St., Santa Ana, Calif 

UNITED AIRCRAFT PRODUCTS, INC., P. 0. Box 1035, 
Dayton, Ohio. SEE ADV. 8-43 

United Metallic O Ring Corp., Box 1035, 
Ohio 

Vapor Heating Corp., Vap-Air Div., 80 E. Jackson St., 
Chicago 4, Ii! 

Co., Inc., 
, Calif 

Weba, Inc., 1301 Fourth Ave., New Hyde Park, N. Y 

Western Design & Mfg. Corp. Div., U. S. Industries, 
Inc., Bidg. 344, Santa Barbara Airport, Goleta, 
Calif 

Western Corp., P. 0. Box 192, 
Imperial Hwy., Lynwood, Calif 

WHITTAKER CONTROLS ODIV., TELECOMPUTING 
CORP., 915 WN. Citrus Ave., Los Angeles 38, Calif. 
SEE ADV. B-41 


Units Ave., 


Emerson, 


Newbury Park, Calif 
805 S. McClay 


Dayton 1, 


8044 Woodley Ave., Van 


Gear 2600 €E. 


Acetylene 


Air Reduction Sales 
17, N.Y 


Co., 150 E. 42nd St., New York 


4201 W. Peterson Ave., 


Lin nion Carbide Corp., 30 E. 42 St., 


New York 17, N. Y. 


Adapters 


Aeroquip Corp 300 South East Ave., Jackson 

Aeroquip (Canada (td 287 Bridgeland Ave 
9, Ontario, Canada 

Aeroquip Corp Western Div., 
Burbank, Calif 

Airconductors, 367 East Olive, Gardena, Calif 

Amphenol Canada Ltd 300 Campbe Ave., 
9, Ontario, Canada 

Artwin Industries inc., 
N.Y 

The Bastian-Blessing C 


Chicage 46, Ii 
BUCKEYE IRON & BRASS WORKS, P. 0 
Dayton 1, Ohio. SEE ADV. D-197 
Capewell Mfg. C 60 Governor St., Hartford 2, Conn 
The J. C. Carter 671 West 17 St., Costa Mesa 
calif 
Collins Engineering Corp., 


Mich 
Toronto 


3015 Winona Ave., 


Toronto 


648 Main St., Westbury 


Peterson Ave., 


Box 883 


9050 Washington Bivd 
Sulver City 
Dyna-Empire 


1075 Stewart Ave., Garden City, 


440 E. Manchester Ave., Los Angeles 


Engineering Research Assoc., 3475 E. Nine Mile Rd., 
Warren, Mich 
Federal Mfg. & 
Garden City, 

Gabb Special 0 Inc., Windsor Locks, Conn 
Greiner Co., 22 N. Moore St.. New York, N. Y 
Massachusetts Gear & Too! Co., Div., Geartronics Corp., 
32 Nashua St., Woburn, Mass 
Polytechnic Res. & Dev. Co., Inc., 

Brooklyn 1, N.Y 
Prodelin, Inc 307 Bergen Ave., Kearny, N. J 
SCHULZ TOOL & MFG. CO., 425 S. Pine St., San 
Gabriel, Calif. SEE ADV. A-2 
Pp. A Addison 1, Ill 
K. Sweeney Mfg. Co., 6300 East 44 Ave., Denver 
16, Colo 
tor Electronic Co., 3352 San 
Angeles 65, Calif 
Weatherhead Co. of Canada Ltd., The, 109 Inkerman 
St., St. Thomas, Ontario, Canada 
WEATHERHEAD CO., THE, 300 E. 131 St., Cleveland 
8, Ohio. SEE ADV. A-43, D-186 


Engrg. Co., 1055 Stewart Ave., 


202 Tillary St., 


Sturtevant Co., 


Fernando Rd., Los 


Ve 


Adhesives, Gasket 


Adhesives Coatings & Sealers Div., Minnesota Mining 
& Mfg. Co., 411 Piquette St., Detroit 2, Mich 
Aero Gasket Co 763 Hanover Rd., Meriden, Conn. 
Allied Internat al Co., 230 Park Ave., New York 17, 

Y 


Lancaster, Pa 
Mon- 


Armstrong Cork Co., West Liberty St., 

Aviquipo of Canada Ltd., 636 St. Paul St. W., 
treal, Quebec, Canada 

Be & Gossett Co., 8200 N. Austin Ave. 
Grove, Il! 

Car! H. Biggs Co., 
Los Angeles 64, California 

Samuel Cabot, Inc., 141 Milk St., Boston, Mass 

Philip Garey Mfg. Co., The, Lockland, Cincinnati 15, 
Ohio 


Morton 


Biggs Bidg., 2255 Barry Ave., 


Dayton Rubber Co., The, Dayton, Ohio 
Durkee-Atwood Co., 215 Worth East 
Minneapolis 13, Minn. 


Seventh St., 


D-6 


Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 
W. Galloway Co., 220 South First Ave., Arcadia, 
Calif. 
Garlock Packing Co., The, Palymra, N. Y 
General Electric Co., Insulating Materials 
River Rd., Schenectady, N 
B. F. Goodrich Canada, Ltd., 
Canada 

B. F. Goodrich Ind. Prods. Co., 
1l, Ohio 

R. M. Hollingshead Corp Government-Aviation Sales 
Div., 840 Cooper St.. Camden, N. J 

Johns-Manville, 22 East 40 St., New York 16, N. Y. 

Lebec Chemical Corp 14066 Garfield Ave., Para- 
mount, Calif. 

Pep Mfg. Co. Inc., 
36, N.Y 

Reichhold Chemicals, Inc., 525 North Broadway, White 
Plains, N. Y. 

Rubber & Asbestos Corp., 225 Bellev 
field, N. J 

Michael W. Stolimack, 67 Dorchester Rd., 


N. J 

THIOKOL CHEMICAL CORP... 780 N. Clinton, Trenton 
7, N. J. SEE ADV. D-181 

United Shoe Mchy 
Mass 

Zenith Plastics Co., Sub., Minnesota Mining & Mfg. Co., 
1600 West 135 St., Gardena, Calif 


Sect., 24 


Kitchener, Ontario, 


South Main St., Akron 


33 West 42nd St., New York 


e Ave., Bloom- 


Emerson, 


Corp., 140 Federal St., Boston 7 


Coatings 


Adhesives, General Purpose 
& Sealers Div 


Minnesota Mining 
Co., 411 Piquette Detroit 2, Mich 
Engrg. Div Hiller Aircraft Corp., 
Industrial Rd., San Carlos, Calif 
International Co., 23 Park Ave., New York 
N.Y 
The Ame Wire Co., New Haver 
American Cyanamid Co 30 
York 20, New York 
American Latex Products 
Bivd Hawthorne, Calif 
Aries Laboratories, Inc., 45-3 
City 1. N. Y 
Armstrong Cork Co., West L 
Aviquipo of Canada Ltd 636 St. Paul St. W 
Montreal, Quebec, Canada 
Cari H. Biggs Co., Biggs Bidg 
Angeles 64, California 
Bloomingdale Rubber Co., Box 453 
The Borden Chemical Co. Div., The 
Madison Ave., New York 17, N. Y 
Philip Carey Mfg. Co., The, Lockland, Cincinnati 15 
fio 
Cox & Company, Inc., 115 Eas 
Y 
Dayton Rubber Co., The, Da 
Duracote Corp., 350 N. Diamond St 
Durkee-Atwood Co 215 North East 
Minneapolis 13, Minn 
Emerson Cuming, Inc 869 
Mass 
Firestone Tire & Rubber 
Akron 17, Ohio 
G. W. Galloway Co., 220 Sout rst Ave rcadia 
Calif 


Adhesives 


1411 


Long Island 


Lancaster, Pa 


2255 Barr 


Aberdeen, M 
Borden Co., 350 


t 23 t.. New York 


Ravenna, Ohic 
Seventh St 


Washington St., Canton 


1200 Firestone Pkwy., 


General Electric Co Insulating Materials Sect 24 
River Rd. Schenectady, N 

Girder Process, Inc., 102 Hobart St 

B. F. Goodrich Aviation Products, A Div. of The B. F 
Goodrich Co., 500 South Main St., Akron 18, Ohio 

B. F. Goodrich Canada, Ltd Kitchener, Ontz 
Canada 

B. F. Goodrich Ind. Prods. Co., So 
11, Ohio 

Hiller Aircraft Corp 
Calif 

Houghton Laboratories Inc 
N.Y 

Johns-Manville 

Lebec Chemical Corp 
Calif 

David Minkoff Co., 815 
nN. Y 


Hackensack, N. J 


th Main St Akron 
1350 W w Rd Palo Alto 
322 Houghton Ave., Olean 


22 East 40 St., New 
C 14066 Garfield Ave 


York 16, N. Y 
Paramount 
West 18ist St., New York 


Coatings & 
Angeles 22 


Minnesota Mining & Mfg. Co Adhes ives 
Sealers Div., 6411 Randolph St., Los 
Calif. 

Narmco Industries, Inc., Research — Development Di- 
vision, 8125 Aero Drive, San Diego 11, Califorsia 

Narmco Resins & Coatings C 600 Victoria Street, 
Costa Mesa, Calif 

National Starch Prods 

k 17 Y 

Permace New Brunswick, N. J 

Plastics & Coal Chemicals Div., Allied Chemical Corp., 
40 Rector St., New York 5, N. Y 

Reichhold Chemicals, Inc., 525 North Broadway, White 

ns, N. Y 


, Inc., 750 Third Ave., New 


Piai 
Bloom- 


Rubber & Asbestos Corp., 225 Belleville Ave., 
field, J 
Swediow 
Angeles 22, Calif 
THIOKOL CHEMICAL CORP., 780 N. Clinton, Trenton 
81 


Plastics Co., 6986 Bandini Bilvd., Los 


7, N. J. SEE ADV. D-1 

Jnited Shoe Mchy Corp., 140 Federal St., 
Mass 

X-Pando Corporation, 
City 1, New York 

Zenith Plastics Co., Sub., Minnesota Minning & Mfg. 
Co., 1600 West 135 St., Gardena, Calif. 


Boston 7, 


43-15 36th St., Long Island 


Blankets, Electric 


Bobrich Products Corp., 330 Fifth Ave., New York 1, 
N. Y. 


Adhesives, Glues 


Adhesives Coatings & Sealers Div., Minnesota Mining 
& Mfg. Co., 411 Piquette St., Detroit 2, Mich 
American Cyanamid Co., 30 Rockefeller Plaza, New 
York 20, New York 

Armstrong Cork Co., West Liberty St., Lancaster, Pa. 

Cari H. Biggs Co., Biggs Bidg., 2255 Barry Ave., 
Los Angeles 64, California 

Bloomingdale Rubber Co., Box 453, Aberdeen, Md. 

The Borden Chemical Co. Div., The Borden Co., 350 
Madison Ave., New York 17, WN. Y. 

Chemical Sales Div., Shell Chemical Corp., 380 Madi- 
son Avenue, New York 17, N. Y. 

Dayton Rubber Co., The, Dayton, Ohio 

B. F. Goodrich Canada, Ltd., Kitchener, Ontario, Canada 

Lebec Chemical Corp., 14066 Garfield Ave., Para- 
mount, Calif. 

David Minkoff Co., 815 West 18lst St., New York, 
N. Y. 


Narmco Resins & Coatings Co., 600 Victoria Street, 
Costa Mesa, Calif 
National Starch Prods., 
York 17, N. Y. 

Permacel, New Brunswick, N. J. 

Plastics & Coal Chemicals Div., Allied Chemical Corp., 
40 Rector St., New York 5, N. Y. 

Reichhold Chemicals, Inc., 525 North Broadway, White 
Plains, N. Y 

Rubber & Asbestos Corp., 
field, WN. J. 

Swediow 
Angeles 22 

Zenith Plastics Co., Sub., Minnesota Minning & Mfg. 
Co., 1600 West 135 St., Gardena, Calif. 


Inc., 750 Third Ave., New 


225 Belleville Ave., Bloom- 


6986 Bandini Bivd., Los 


Adhesives, High Temperature 


Adhesive Engrg. Div., Hiller Aircraft Corp., 1411 
Industrial Rd., San Carlos, Calif. 

Adhestives Coatings & Sealers Div., Minnesota Mining 
& Mfg. Co., 411 Piquette St., Detroit 2, Mich 

The Ame Wire Co., New Haven, Conn 

American Latex Products Corp., 3341 W. E! Segundo 
Bivd., Hawthorne, Calif. 

Aries Laboratories, Inc., 
Istand City 1, N. Y 

Armstrong Cork Co., West Liberty St., Lancaster, Pa. 

Aviquipo of Canada itd., 636 St. Paul St. W., 
Montreal, Quebec, Canada 

Cari H. Biggs Co., Biggs Bidg., 
Los Angeles 64, California 

Bloomingdale Rubber Co., Box 453, Aberdeen, Md 

The Borden Chemical Co. Div., The Borden Co., 350 
Madison Ave., New York 17, WN. Y 

Samwel Cabot, Inc., 141 Milk St., Boston, Mass 
p Carey Mfg. Co., The, Lockland, Cincinnati 15, 
Ohio 

Chemical Sales Div., Shell Chemical 
Madison Avenue, New York 17, N 

Dayton Rubber Co., The, Dayton, Ohio 

Drilube Co., 723 West Broadway, Glendale 4, 


45-33 Davis St., Long 


2255 Barry Ave, 


Corp., 380 


Cali- 

forn a 

racote Corp., 350 N. Diamond St., Ravenna, Ohio 

merson Cuming, Inc., 869 Washington St., Canton, 
Mass 

Firestone Tire & Rubber Co., 
Akron 17, Ohio 

G. W. Galloway Co., 220 South First Ave., Arcadia, 
ca 

Genera 


1200 Firestone Pkwy. 


Electric Co., Silicone Products Dept., Water- 


ich Canada, Ltd. Kitchener, Ontario, 


Ind. Prods. Co., South Main St., 

Akron 11, Ohio 

Goodyear Aircraft Corp., 1210 Massilon Rd., 
15, Ohio 

Haveg Industries, Inc., 900 Greenbank Rd., Wilming- 
ton 8, Del 

Hiller Aircraft Corp., 1350 Willow Rd., Palo Alto, 
Calif 


Akron 


Houghton Laboratories Inc. 322 Houghton Ave., 
Olean, 

Johns-Manville, 22 East 40 St., New York 16, N. Y. 

Leffingwell Chemical Co., P. 0. Box 1016, Perry 
Annex, Whittier, Calif. 

Lord Mfg. Co., 1635 West 12 St., Erie, Pa 

Minnesota Mining & Mfg. Co., Adhesives, Coatings 
& Sealers Div., 6411 Randolph St., Los Angeles 22, 
Calif. 

Narmco 
Division, 
fornia 


Narr Mfg. Co., 
Calif 


& Development 
Cali- 


Research 
San Diego 11, 


Industries, Inc., 

8125 Aero Drive, 

5159 Baltimore Or., La Mesa, 

Narmco Resins & Coatings Co., 600 Victoria Street, 
Costa Mesa, Calif. 

National Starch Prods., Inc., 
York 17, N. Y. 

Permacel, New Brunswick, N. J. 

Reichold Chemicals, Inc., 525 North Broadway, White 
Plains, WN. Y. 

Rez-Coat of California, 690 
Calif. 


750 Third Ave., New 


N. Lemon St., Orange, 
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Rubber & Asbestos Corp., 225 Belleville Ave., Bloom- 
field, N. J 

W. S. Shamban & Co., 
Vulver City, Calif 

Swediow 
Angeles 22, 

TATNALL MEASURING SYSTEMS CO., A SUBSIDIARY 
pd AY. on Box 245, Phoenixville, Pa. SEE 


11617 West Jefferson Bivd 


Plastics Co., 6986 Bandini Blvd. Los 


am. al Infermation Service, Dow 
Midland, M 
United Shoe Mchy. Corp 
Mass 
Waildale Research 
Monte, Calif 
Zenith Plastics C S Minnesota Mining & Mf 
‘ 


Co., 1600 West 135 t Gardena, Ca 


Corning 
140 Federal St., Bosto 


C In 11626 McBean 


Adhesives, Metal-to-Metal 


Adhesives Coat A 
& Mfg 11 
Adhesive Engrg. Div Hiller 
Industrial Carlos, Ca 
New Haven, Conn 
American Latex Products Corp 3341 W 
Bivd., Hawthorne 


>ealers 


607-65th St 
Davis St 


Armstrong Cor 


Lancaste Pa 
Armstrong Products A 


Warsaw 
of Canada Ltd b36 «St aul St. W 
, Quebec, Canada 
Biggs Co Biggs Bidg 
Los Angeles 64, California 
Bloomingdale Rubber Ce Aberdeen, Mid 
The Borden Chemic Borden C 
350 Madison Ave 
Chemical Sales Div 
Macison Avenue, New 
Cox & Company, In 
10, N. Y 
Dayton Rubber Co., The 
Emerson Cuming, Ir 
Mass 
Firestone 


2255 Barry Ave 


Gallo *) 0 out t Ave 
one Products Dept 
Kitchener Onta 


Goodr | ro South Mair 

Akron 11, Ohic 

Goodyear Aircraft C 1210 Massillon Rd 
15, Ohio 

Hiller Aircraft Corp ow Rd. Palo Alte 
Calif 

Houghton Laboratories 
N. Y 

Johns-Manville, 22 

Lebec Chemica 
Mount, Calif 

Leffingwell Chemical Co 
Annex, Whittier, Calif 

Lord Mfg. Co., 1635 West 12 St rie 

Metais & Controls Corp Genera Piate Div 41 

Forest St Attleboro, Mass 

David Minkoff Cc 15 West 18lst St 
N 

Minnesota Min 


Akron 
322 Houghton Ave. Olean 


New York 16, N. Y 
Core . Garfield Ave Para 


New York 


Coatings & 
Angeles 22 


ng & Mfg. C Adnesives 
6411 Randolph St., Los 


Research & Development 
ve, San Diego 11 E 
fornia 
Narmco 
Ca 
Narmco Resins & Coatings C 
Costa Mesa, Calif 
Wat onal Starch Prods., Inc 
York 17, N 
ORDCO DIV BERMITE POWDER CO 
ton St., North Hollywood, Calif. SEE ADV. B-40 
Permacel, New Brunswick, N. J 
Pyroi! Co., Inc., La Crosse, Wisc 
Reichhold Chemicals In 525 
White Plains, N. Y 
Rubber & Asbestos 
field, N. J 
Sterling Varnish Co., The 
Sewickley, Pe 


Mfg Co 5159 8 


11120 Cumos 


North 


Broadway 
225 Belleville Ave 
Haysville 


Swediow Plastics Co 6986 Bandin 
Angeles 22, Calif 

THIOKOL CHEMICAL CORP. 
7, N. J. SEE ADV. 0-181 

X-Pando Corporation, 43-15 
City 1, New York 

Zenith Plastics C Sub Minnesota Mining & 

f 


Mfg. Co 1600 West 135 St., Gardena, Ca 


780 WN. Cl 


36th St., Long Island 


Aerial Surveying 


Aero Service Corp., 210 E. Courtland St.. Ph 
phia 20, Pa 

Aerofiex Corporation, The 
Isiand City 1 

Fairchild Aeria 
Angeles, Calif 


34-06 Skillman Ave 


Surveys, Inc., 224 E 
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ALUMINUM ALLOY 


Altimeters, Barometric 
Pressure 


Fairchild 
Syosset 
E 


Camera & 


AiRese bh Mfg 


AIRWORK “CORPORATION 
e ‘SEE ADV D-201 
ioe 4 


Air Conditioning, Ground 
Equipment 


COMPONENTS DIV 
SEE ADV. C-68 


FAIRCHILD. CONTROLS CoRP 


k Ave 4ickswille, WN 


A 


AMERICAN AIR FILTER CO., INC., DEFENSE PROD- 
UCTS DIV., 310 rd St., Rock and SEE 
ADV. D- 

AMERICAN AIR FULTER CO., INC. 2 t 

Kentucky. SEE ADV 0-205 
655 . » t Ae . ‘ 

PIONEER-CENTRAL BENDIX AVIATION 

CORPORATION SEE ADV. D “208 


Rosemount Engineering af 4 Lyndale Av 


DIVISION 


M inneapo 
Montrea 
Be & G 
Grove thorne 
Bendix-Pa is ore lle SERVONIC INSTRUMENT 
Sherman Way, N ol lywood f Mesa SEE ADV 
Bobrick Mfg. Corp 1839 Blake Ave c ’ . 


og l - Road. W ‘ 


CONSOLIDATED DIESEL ELEC CORP 

Stamford, Conn. SEE AOV. D- 209 
Convair Div., Genera! Dyna 
CRAIG SYSTEMS, INC. 36 

Mass. SEE ADV. 0-193 
Drayer-Hanson Div Nat 

P Box 2215 

Calif 

smdar Kapple 

nmham- Bush 

& Watts 

The Garrett Mfg 


Rexdale ntario 


H ghlan nd m. 3 neer 9 
Santa 
c. G HOKANSON. ‘to INC.. 2140 Pont 
ngeles 25, Ca SEE ADV. 0-201 
Hussmann A aft Div 4uss n Refrige 
819 East Tavior St t. t v 
INDUSTRIAL TOOL MFG. CORP. SI B., 
TOOL INDUSTRIES. INC fla-br 
tington Pa Calif SEE ADV 0-196 


gy a 


i. wers 
M 4 ne =. C 
Nationa at hist 
WORTH AMERICAN ‘AVIATION INC 
Bivd., Downey SEE ae _D- 166 
Pac ger Engineering 
Monica, Calif 
Pesco Products Div.. Borg-V 
Miles Rd Bedford 
Remington Corp Aub 


hroeder Contr 


2919 £. V 


Steve 


alley Corp The, Newbury Park 
THOMPSON PRODUCTS INC.. GENERAL OFFICES 
eveland SEE ADV D-170 
T phe Air Condit ng Div 
St Brooklyn 15, N 
unrreD AIRCRAFT PRODUCTS, INC. P 
Dayton, Oh SEE ADV. B-43 


nited Metallic 
Dhio 


Aluminum Alloy (Bars, 
Ingots, Pla‘e, Rod, 
Wells Industries Sheeting, Tubing, etc.) 
ale ywoo La 
Westinghouse Electric Corg 3 Gatewa nter t e t ° 
Box 686, Pittsburgh 30 
Engineering & 
Ferry Ave., Camden 4 


Wickes 
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ALUMINUM ALLOY 


Aluminum Limited te Inc., 630 Fifth Ave., New 
York 20, New 
American Silver Ae oe 36-07 Prince St., Flushing, 
Y 
P. 0. Box 


ae “stn 


N. Y. 

Baker Stee! & Tube Co., 1540 yy St, 
23416, Sta. Lugo, Los Angeles 23, 

Bram Metallurgical-Chemicai Co., 
Philadelphia 26, Pa. 

Bridgeport Brass Co., 30 Grand St., 

Canadian Steel Improvement, Ltd., 
Toronto 14, Ontario, Canada 

Dirilyte Co. of America, Inc., 1142 South Main St. 
Kokomo, Ind 

Drummond, McCall & Co., Ltd., 930 Wellington St., 
P. 0. Box 219, Montreal, Quebec, nada 

oe Metals, 41-18 38th St. 

Y 

Eastern Rolling t Inc., 
York 60, N. 

Elienson BB, & Res. Lab., Inc., 
New York 19, WN. Y. 

Federated Metals Div., American Smelting & Refining 
C 120 Broadway, New York, N. Y. 

General Materials Co., 1400 Plaza Ave., 
Park, WN. Y. 
Harvey Aluminum, 
rance, Calif. 
Industria! Products, Bridgeport Brass Co., 30 
St., Bridgeport 2, Conn 
Johnston Foil Mfg. Co., 

Louis, Mo. 

Kaiser Aluminum & Chemicai 
way, Oakland 12, Calif 
Kaiser Aluminum & Chemical Sales, 
Michigan Ave., Chicago 11, I! 
LaPointe Industries, Inc., 155 W. Main St., 


Ave., 


Bridgeport, Conn. 
289 Homes Ave., 


Long Island City, 


1122 E. 180th St., New 


57 W. 57 X&., 


New Hyde 


19200 South Western Ave., Tor- 


Grand 
6106 South Broadway, St. 


Sales, Inc., 1924 Broad- 


Inc., 919 N. 


Rockville 

Metais & Controls Corp., General Plate Div., 41 Forest 
St., Attieboro, Mass. 

Mueller Brass Company, 

National Lead Co., 111 Broadway, 

Olin Mathieson Chemical Corp., Metals Div., 
Ave New York, N 

Ulin Mathieson Chemical Corp., 460 Park Ave., 
York 22, WN. Y 

Pioneer Aluminum, Inc., 5251 West Imperial 
P. O. Box 45367, Los Angeles 45, Calif. 

Precision Tube Co., Inc., Wissahickon Ave. & Church 
Rd., North Wales, Pa. 

Red Seal Metats Co., 10035 Burtis St., 
Calif. 

Revere Copper & Brass, Inc 
17, WN. Y. 
Reynolds Meta s 

Richmond 18, Virginia 
Rodney Metals, P. 0. Box 915, New Bedford, Mass. 
Joseph T. Ryerson & Son, Inc., 16 & Rockwell Sts., 
P. 0. Box 8000A, Chicago 80, Itt. 
1949 North Clybourn Ave., Chicago 


Port Huron, Michigan 
New York 6, N. Y. 
400 Park 


New 


Hwy., 


South Gate, 
, 230 Park Ave., New York 


Company, 6601 West Broad Street, 


M. Seligman Co., 
14, Ii. 

Springfield Brass Co., 
Springfield 12, Ohio 

U. S. Steel Supply Div., U. S. Steel Corp., 208 S. 
La Salle St., Chicago 4, Ill. 

Vosier Aiuminum Corporation, 40-08 Cpl. 
Bayside 61, N. 

R. D. Werner Co., 
16, WN. Y. 


821-827 West Main St., 


Kennedy St., 


Inc., 295 Fifth Ave., New York 


Analyzers, Air 


Gow-Mac Instrument Co., 100 Kings Rd., Madison, 


N. J. 


Anodizing & Plating 
Equipment 
se? Many F 


BAUSCH * Lome rm S. 82159 St 
Rochester 2, N. Y. SEE A B-45 
Colonial Alloys, Ridge Ave. & yi F Philadeiphia, 
Pa 

Continental Can Co., Honeycomb Products, 100 East 42 
St., New York 17, N.Y 

Dallas Airmotive Inc., 6114 Forrest Park Rd., 
Texas 

Division Lead Co., 

Federated Metals Div., 
Co., 120 Broadway, 

Giannini Plasmadyne Corp., 
Ana, Calif 

Hanson-Van Winkie-Munning Co., Church St., 
N. J. 

Lea Mfg. Co., The, 16 
Conn 

McGraw-Edison Co., Elgin, Ill. 

Metal & Thermit Corp., Rahway, N. J. 

Metal Trims, Inc., P. 0. Box 632, Jackson, Miss. 

Metals & Controls Corp., General Plate Div., 41 Forest 
St., Attleboro, Mass. 

NRC Equipment Corp., 
61, Mass. 

George L. Nankervis Co., 
27, Mich. 

Opad Electric Co., 69 Murray St., 

Oro Mfg. Co., 1425 East Michigan St., 


itting Co., 11830 Brookpark Rd., Cleve- 


Paul St., 


Dallas, 

7742 W. 61 Pl., Summit, Ill. 

American Sme! ting & Refining 
» We 


New York, 
3839 S. Main St., Santa 
Matawan, 


Cherry Ave., Waterbury 20, 


160 Charlemont St., Newton 
15300 Fullerton Ave., Detroit 
New York 7, WN. Y. 
Adrian, Mich. 


D-8 


saa ag Plating Co. 129 13 St., Brooklyn 15, 
hemi Metals Company, 6601 West Broad Street, 


—y 18, Virginia 
Sperry Gyroscope Co. of Canada Ltd, 6011 Cote de 


|, Quebec, Canada 
. of America, 261 Madison Ave., New York 


Anti-Corrosives 


Detrex Chemical 
Wilson, P. 0. Box 501, 

Drilube Co., 723 West Broadway, 
fornia 

Electro Chemical Co., 127th St., 
35, WN. Y. 

Enthone, Inc., Sub. of American Smelting & Refining 
Co., 442 Elm St., New Haven, 

Esso Export Corp., Aviation Dept. 
New York 20, Y. 

Federated Metals Div., 
Co., 120 Broadway, 

Flexiliner Corp., 4 

Giannini Plasmadyne Corp., 
Ana, Calif. 

R. M. Hollingshead Corp., Goverament-Aviation Sales 
Div., 840 Cooper St. Camden, N. J. 

E. F. Houghton Co., 303 W. Lehigh Ave., Philadelphia 
33, Pa 

Jociin Mfg. Co., 

Kelite Corp., 81 Industrial Rd., 
Heights, N. J. 

Lehigh Chemical Company, Flatland Road—Kent 
ty, Chestertown, Maryland 

Oakite Products, Inc., 19 Rector St., 
N. Y. 

The Penetone Co., 74 Hudson Ave., Tenafly, N. J. 

Shell Ol Co. of Canada, Ltd. P. 0. Box 400, Tere 
minal A, Toronto 1, Ontario, Canada 

Silicones Div., Union Carbide Corp., 30 E. 42 St., 
New York 17, N. Y 

Zenith Plastics Co., Sub., 
Co., 1600 West 135 St. 


Industries, Inc., 14331 Woodrow 
Detroit 32, Mich. 
Glendale 4, Cali- 


230 €. New York 


Conn. 
, 60 W. 49th St, 


American Smelting & Refining 
New York, N. Y. 

Raymond Ave., Pasadena, Calif. 
3839 S. Main St., Santa 


30 Lufbery Ave., Wallingford, Conn. 
Building 4, Berkeley 


Coun- 


New York 6, 


Minnesota Mining & Mfg. 
Gardena, Calif. 


Anti-Vibration Equipment 


Aeroflex Corporation, pas 34-06 Skiliman Ave., 
Island City 1, N. 

Allied Res. tec ‘Inc., Boston 15, 
Mass. 

American Brass Co., The, American Metal Hose Div., 
P. 0. Box 791, Waterbury 20, 

American Latex Products Corp., 
Bivd., Hawthorne, Calif. 

Applied Design Co. Inc., 1807 Elmwood Ave., Buffalo 7, 
N. Y 


Long 


43 Leon St., 
Conn. 
3341 W. El Segundo 


Jos Davidson & Associates, P. 0. Box 108, South 
Gate, Calif. 
Enfab Corp., 1955 Lafayette Rd., Santa Clara, Calif. 
Epic, Inc., 154 Nassau St., New York, N. Y. 
Finn Aeronautical Div., T. R. Finn & Co., Inc, 
Goffe Rd., Hawthorne, N. J 
B. F. Goodrich Ind. Prods. Co., 
Akron 11, Ohio 
Houdaille Industries Inc., 
Buffalo 11, WN. Y. 
International Research & Dev. Corp., 
P. 0. Box 55, Worthington, Ohio 
Walter Kidde & Co., Inc., 256 Main St., 
N. J 


275 
South Main St., 


537 East Delavan Ave., 


6150 Huntley Rd., 


Belleville 9, 


Lord Mfg. Co., 1635 West 12 St., Erie, Pa 


Antimony 


Belmont Smelting & ss Wks. 
Ave., Brooklyn 7, N. 
Bram Metallurgica!l-Chemical 
Philadelphia 26, Pa. 
Dallas Airmotive Inc., 6114 Forrest 
Texas 
Division Lead Co., 
Federated Metals Div., 
Co., 120 Broadway, 
Flow Corp., 85 Mystic St., 
A. 0. Mackay, Inc., 198 Broadway, 


Ind., 330 Belmont 


Co., 820 65th Ave., 


Park Rd., Dallas, 

7742 W. 61 Pl., Summit, Il. 
American Smelting & Refining 

New York, N. Y. 

Arlington 74, Mass. 

New York 38, 


Y. 
& Thermit Corp., Rahway, N. J. 
11] Broadway, New York 6, N. Y. 


N. 
Metal 
National Lead Co., 


Armor 


ACF Industries, Inc., 750 Third Ave., New York 17, 
N. Y 


American Car & Foundry Div., ACF Inc., 
750 Third Ave., New York 17, 

Garrett Corp., The, Air Cruisers Div., Monmouth County 
Airport, Hwy. 34, Box 180, Belmar, N. J. 

A. 0. Smith Corp., Aero Products—Western Div., 900 
E. Ball Rd., Anaheim, Calif 

Stainless Steel Prods., Inc., 2980 San Fernando Rd., 
Burbank, Calif. 

Thieblot Aircraft Co. Div., Vitro Corp. of America, 
P. 0. Box 481, Martinsburg, West Va. 

U. S. Steel Corp., 525 William Penn PI., 
30, Pa. 


Industries, 
¥. 


Pittsburgh 


Arresting Gear 


All American 4 gens Co., du Pont Airport, Wil- 
mington, Del 

E. W. Bliss Co., 1375 Raff Rd., S..W., Canton, Ohio 

a Harness Co., 303 New York Ave., ‘Des Moines 5, 


writ Aircraft (Western) Ltd. P. 0. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 

Capeweill Mfg. Co., 60 Govermor St., Hartford 2, Conn. 

Cleveland Pneumatic Industries, Inc., 3781 East 77th 
=< Cleveland 5, Ohio 

Loud Machine Works, Inc., 969 E. Second St., 

r-. Calif. 

Miller Research Labs. Div., Miller Metal 
Inc., 2215 Russell St., Baltimore 30, 

Power hemmepeentas Inc., 600 Stokes Ave., 


Products, 
; Trenton, 


Re lant ” Industries, 4935 Firestone Bivd., South Gate, 


Cali 

Stanley Aviation Corp., 2501 Dallas St., 
Cole. 

Thieblot Aircraft Co. Div., Vitro - of America, 
P. 0. Box 481, Martinsburg, West Va. 

Van Zeim Associates, Inc., 7803 Pulaski Hwy., Balti- 
more 6, Md. 

Washington Technological Associates, Inc., 
Ave., Rockville, Md. 

Wheiand Company, The, Signal Mountain Bivd., Chat- 

ja, Tenn. 

Willamette Iron & Steel Co. 2800 N. W. Front Ave., 

Portiand 10, Oregon 


Denver, 


979 Rollins 


Asbestos (Cloth, Paper 
Backing, Sheet, etc.) 


Aero Gasket Corp., 763 Hanover Rd., Meriden, Conn. 
Atlas Asbestos Co., 489 Walnut St., North Wales, Pa. 
Auburn Mfg. Co., Middletown, Conn. 

Bestobell (Canada) Ltd., 4 Bestobell Rd., Toronto 14, 
Ontario, Canada 
Philip Carey Mfg. Co. 

Ohio 
Chicago Gasket Co., 1271 West North Ave., 
22, It. 
Felt Products Mfg. Co., 
Skokie, Ill. 
Greene, Tweed & Co., North Wales, Pa. 
Johns-Manville, 22 East 40 St., New York 16, N. Y. 
Raybestos-Manhattan, Inc., 61 Willett St., Passaic, 


N. J. 
Russell Mfg. Co., The, 400 East Main St., 
1230 Ave. of the Americas, 


The, Lockland, Cincinnati 15, 


Chicago 
7450 N. McCormick Bivd., 


Middletown, 


Conn. 

United States Rubber gee 
New York 20, N. 

Victor Mfg. & LA Co., 5750 West Roosevelt Rd., 
Chicago 50, Ill. 

ary 3 Co., The, 752 S. Pedro St., Los Angeles 
14, Cali 


Babbitt Metal 


Alpha Metals, Inc., 56 Water St., Jersey City, N. J. 

American Brake Shoe Co., 530 Fifth Ave., New York 
36, New York 

Belmont Smelting & Refining Wks. Ind., 330 Belmont 
Ave., Brooklyn 7, WN. Y. 

Division Lead Co., 7742 W. 61 PI., Summit, Iil. 

Federated Metals Div., American Smelting & Refining 
Co., 120 Broadway, New York, N. Y. 

Goldsmith Bros. Smeiting & Refining Co., 
Wabash Ave., Chicago 2, Illinois 

Johnson Bronze Co., New Castle, Pa. 

National Lead Co., 111 Broadway, New York 6, N. Y. 

Joseph T. Ryerson & Son, Inc., 16 & Rockwell Sts., 
P. 0. Box 8000A, Chicago 80, | 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 


Baffles, Air 


Aircraft Precision Products, Inc., 
Ave., Aveoak Park 37, Mich. 

B. H. Aircraft Co., Inc., Farmingdale, N. Y. 

Bristol Aircraft (Western) itd., P. 0. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 

Champion Aircraft Corp., Osceola, Wisc. 

Colonial Aircraft Corp., Sanford, Maine 

Drayer-Hanson Div., National-U. S. Radiator Corp., 
P. 0. Box 2215, Terminal Annex, Los Angeles 54, 
Calif. 

LAVELLE AIRCRAFT CORP., 
Pa. SEE ADV. A-44 

Ledkote Prods. Co., Aircraft Div., 
Long Island City 6, ve 

National U. S. Radiator Corp., Johnstown, Pa. 

Reliant Industries, 4935 Firestone Bivd., South Gate, 
Calif. 

Sierra-Schroeder Controls Div., Idaho Maryland Mines 
Corp., 2919 E. Victoria, Compton, Calif. 

Smith-Morris Corp., 825 Myrtle St., Ferndale 20, 
Mich. 

Washington Aluminum Co., 

Washington Aluminum Co., 
29, Md. 


111 North 


8720 North End 


Newtown, Buck County, 


35-01 Vernon Bivd., 


Inc., Dept. 175, Baltimore 


Inc., Dept. 175, Baltimore 
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BATTERY EQUIPMENT 


Balancing Equipment Dayt 


Alemite Div Stewart Warner Corp 1828 West 
Diversey Bivd., Chicago 14, I! 
American Broach & Machine Co., Ann Arbor, Mich 
R. B. Annis Co., 1101 North Geiaware St Ind an- 
apolis 2, Ind 
Atlantic Airmotive, Inc 107 Vanderbilt Avenue, West 
Hartford 10, Conn 
Cosa Corp., 405 Lexington Ave., New York 17 
The Decker Corp., 45 Monument Rd., Baia-C 
Dynametrics Corp., Northwest Industria! Park 
lington, Mass 
Fiottorp Mfg. Co., Internationa! Airport, St 
burg, Fla 
Gisholt Machine Co 1205 East Washington 
Madison 3, W 
Internationa! Research & Dev. Corp., 6150 Hunt i, 
P. O. Box 55, Worthington, Ohic 
The Marvel M‘g. Co + aed Ave, P. ( Bars & Rolls 
Caldwell, N. J 
Micro Balancing, Inc., 191 Herricks Rd., Garden City Allva 
Park, N.Y 
Micro-Poise Engineering & Sis. Co., 14851 Grand Centr 
Ave Detroit 27, Mich 
sipment Co., Inc., 3500 West Fort 
Mich 
o. of Canada, itd., 6011 Cote de 
trea Quebe Canada 
6300 East 44 Ave Denver 


Meta 


THE ELECTRIC AUTO-LITE CO 
ADV. 0-158 


3 Gateway Cente 


Lindbergh Field 


| Front & Erie Ave 
6731, Philadelphia 32, Pa 


Batteries, Mercury 


Aimo Radic 
PR. Ma 


Barographs 


raft Component Battery Charging & 
Servicing Equipment 


. 


ner 
aven Indust 


S. 0. 


Barometers 


Components, Inc Wood! and 
Benton Harbor, Mich 
Systems 1524 So 
15, Calif 
Askania-Werke A. G U S Branch 
Cardel! Ave.. Bethesda, Md 


BJ Electronics, Borg-Warner Corp 3300 Newport Batteries, Silver-Zinc THE ELECTRIC AUTO-LITE CO 


Ave., P. 0. Box 1679, Santa Ana, Calif ADV. 0-158 


Bendix Aviation Corp Friez instrument Div 1400 
Taylor Ave., Baltimore 4, Md 


Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 


Raleigh Engrg bor " V r d ect age 


Foundr 


A. Biederman, Inc., Precision Instruments Labs., 1045 

Airway, Glendale 1, Calif 
Bristo! Co The, P. 0. Box 1790-A. W Waterbury 

20, Conn 

. . 

Bulova Res. & Devel. Labs., Inc., woodside Batteries, Starting 

Ave., Woodside 77, N. Y 
Compass Instr. & Optical Co 104 25th St., Allied Internat 

New York 10, N. Y N.Y 

Ama!gamated 
Toron é an 


Dynametrics Corp., Northwest Industrial Park, Bur- 
lington, Mass 0 as 
Eberbach Corp., 200 East Ann Arbor, Bowers Battery & 
Mich Reading, Pa 
E. Greiner Co., 22 N. Moore St., New York, N. Y Dakota Aviation Box 1 
Hass Instrument Corp., The, 6173 Branch Ave i = THE ELECTRIC AUTO-LITE CO., Tole 
Washington 23, D. C ADV 58 
Kolisman Instrument Corp., Subsidiary, of Standard Electr wore Battery 
Coil Prods. Co., Inc., 80-08 45 Ave., Elmhurst 73, 42 South t., Philadeipt 
N.Y Gould National Batteries 
Petrometer Corp., 43-22 Tenth Ave., Long Island City, Bidg., St. Paul 1, Minr 
Y Gould-Nationa! Batteries 


Strata Instrument Co., 323 Snyder Ave. Berkeley Gulton Industries, 
Heights, N. J N. J 


Trimount Instrument Co., 3119 West Lake St., Chicago Guiton Industries, Inc., Alki 
12, I Durham Ave.. Metuchen, N 
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0. Box 1060, Dayton, Ohio 
50 South Gray St., Indian- 


Leland Electric Co., P 

P. R. Mallory & Co., Inc., 
apolis 6, Ind 

Marquette Mfg. Co Inc., 
Minneapolis 14, Minn 

McGraw-Edison Co., Elgin, Ill 

Meteor Production ~~ hg Inc., 


Vandevanter, St. Lou 
MOTOR GENERATOR coRP. * (HOBART —. att 
Ohio. SEE ADV. F-1 


Jackson at Water St., Troy, 

Northeastern Engineering, Inc., P. 0. Box 150 Sedioe 
St., Manchester, N. H 

D. W. Onan & Sons In 
Minneapolis 14, Minn 

Opad Electric Co., 69 Murray St., New York 7, N. Y. 

Republic Aviation Corp., Farmingdale, N 

Stewart & Stevens Services, inc 4516 Harr 
Bivd., Houston 11, Texas 

Telectro Industries Corp., 36-16 37th St., 
City 1, %. Y 

Vickers, Inc 


St. Louis 3 


397 E. Hennepin Ave., 


1465 South 


2515 University Ave., S. E. 


sburg 
Long Isiand 


Electric Products Div.. 1815 Locust St., 
Missou 
Western Design & Mfg 

Inc Bidg. 344, Santa 


Industries. 
Goleta, 


Corp. Div.. U. S 

Barbara Airport, 
Calif 

Westinghouse Electric Corp 

Pittsburgh 30 
Corp., 40- > Leonard St., 


2 p Gaeae Center, P. 0 
Box 868 
Yardney Ciect 
3, N.Y 


New York 


Beading Machines 


ORDCO DIV., BERMITE POWDER CO 
ston St.. North Hollywood, Calif 
Resitron Labs., 2908 Nebraska, Santa Monica, 


11120 Cumo- 
SEE ADV. 8-40 


Calif. 


Bearings, Ball 


Allied International Co., 230 Park Ave., New York 17, 
N.Y 
Andrew Parts Manufacturing Co., 
Istand City 6, New York 
Aviquipo of Canada, itd 
Montrea!, Quebec, Canada 
Barden Corp., The, E. Franklin St., Danbury, Conn 
Canadian SKF Company, Ltd., 2201 Eglinton Av., East, 

Scarboro, Ontario, Canada 
R. S. Chr 175 Fifth Ave 
N.Y 
Exports, In 
Fafnir Bearing Co., The, 37 


32-70 31 St., Long 


636 St. Paul St.. W., 


New York 10, 

?. O. Box 2122, Alexandria, Va 

Booth St., New Britain, 

Conn 

Garron Aircraft 
York 3, N 

GENERAL MOTORS CORP., NEW DEPARTURE DIV., 
Bristol, Conn. SEE ADV. D-160 

D. R. Grossman Co., 155 East 44 St., New York, N. Y. 

Halax Corp. P. 0. Box 425, Los Gatos, Calif 

Hoover Bai! & Bearing Co., P. O. Box 607, Ann Arbor, 
Mich 

Industria 

Industria 
Arbor, Mich 

Kaydon Engineering Corp., McCracken St., 
Mich 

Link-Belt 


Supply, Inc., 5 Union Square, New 


Tecton Inc., Compton, Calif. 
Tectonics, Inc., 3686 Jackson Rd., Ann 


Muskegon, 


Company, Dept. AWGL-58, Prudential Plaza, 


Inc., 45 W. 45th St., New York 36, 


Marlin-Rockwei! Corp., 402 Chandler St., Jamestown, 
N.Y. 

McGill Mfg. Co., Inc., 
Ind 

Messinger Bear 
deiphia, Pa 

Monarch Aircraft Sales, 
Huntington Park, Calif 

Nice Ba Bearing Co., 
Philadelphia 40, Pa 

Norma-Hoffmann Bearings Corp., Stamford, Conn 

Raway Bearing Co., 4 Forsyth St., New York 2, N. Y. 

Reed Instrument Bearing Co., 4241 Redwood Ave., Los 
Angeles 66, Calif 

SKF Industries, Inc., Front 
6731, Philadelphia 32, Pa. 

Specialties, Inc., P. 0. Box 

Split Balibearing Div., Highway Four, Lebanon, N. H 

Torrington Co., The, 59 Field St., Torrington, Conn 

United Supply Co., 3676 S. Broadway Pi., Los Angeles 
7, Calif 

E. R. Wagner Mfg. Co., 
waukee 9, Wisc. 

a 


909 N. Lafayette, Valparaiso, 


ngs Inc., D St. Above Erie Ave., Phila- 


Inc., 3311 East Gage Ave., 


30 & Hunting Park Ave., 


& Erie Ave., P. 0. Box 


2062, Alexandria, Va 


4611 North 32nd St., Mil- 


Bearings, Ball (Miniature) 


Allied International Co., 230 Park Ave., New York 17, 
N.Y 

Andrew Parts Manufacturing Co., 
Island City 6, New York 

Barden Corp., The, E£. Franklin St., Danbury, 

Exports, Inc., P. O. Box 2122, Alexandria, Va. 


Fafnir Bearing Co., The, 37 Booth St., New Britain, 
Conn 


32-70 31 St., Long 


Conn 


GENERAL MOTORS CORP., 
Bristol, Conn. SEE ADV 
Goldsmith Bros. Smeiting & Refining Co., 
Wabash Ave., Chicago 2, Iliinois 
D. R. Grossman Co., 155 East 44 St., 


NEW DEPARTURE DIV., 
."D-160 
111 North 


New York, N. Y. 


D-10 


—_— & Gyr, Inc., 45 W. 45th St., New York 36, 


marae. Rockwell Corp., 402 Chandler St., Jamestown, 
N.Y 


Miniature Precision Bearings, Inc., Precision Park, 
Keene, N. H 

Monarch Aircraft Sales, Inc 
Huntington Park, Calif 

New Hampshire Bal Bearings Inc., 
N.H 

PiC Design Corp Sub. of Benrus Watch Co Inc., 
477 Atlantic Ave. East Rockaway, N. Y 

Raway Bearing Co 4 Forsyth St., New 
N.Y 


3311 East Gage Ave., 


Peterborough, 


York 2, 


Reed Instrument Bearing Co., 4241 Redwood Ave., 
Los Angeles 66, Calif 
Specialties, Inc., P. 0. Box 
United Supply Co., 3676 S 

Calif 


2062, Alexandria, Va 
Broadway Pi., Los Angeles 


Bearings, Jewel 


Bulowa Res. & Devel. Labs 
Ave., Woodside 77, WN. Y 
Exports, Inc., P. 0. Box 2122 
General Electric Co., Apparatus Sis. Div., 
Schenectady 5, N. Y 

Gilfillan Brothers, Inc., 1815 Venice Bivd 
6, Calif 

Hugo P. Keller, 
N.Y 

Moser 
N. J 

se — 

Un Supply Co., 

ca f. 


62-10 Woodside 


Alexandria, Va 
1 River Rd. 


Los Angeles 
Jr, 50 East 42 St., New York 17, 


Jewel Co. 444 Fayette St., Perth Amboy 
Alexandria, Va 
Los Angeles 


Inc., P. 0. Box 2062 
3676 S. Broadway P 


Bearings, Needle 


Andrew Parts Manufacturing Co., 
Isiand City 6, New York 
Exports, Inc., P. 0. Box 2122 
Kaydon Engineering Corp., M 
Mich 
McGill 
Ind 
Monarch Aircraft Sales, Inc., 
Huntington Park, Calif 
Orange Roller Bearing Co., 
N. J 
Raway 
N 


32-70 31 St., Long 
Alexandria, Va 

Cracken St., Muskegon, 

909 N Valparaiso, 


Mfg. Co., Inc., Lafayette, 


3311 East Gage Ave., 


557 Main St., Orange 


Bearing 4 Forsyth St., New York 2, 


Smith Bearing Co., Inc., The, P. 0. Box 1119, 
Trenton, WN. J 

Specialties, Inc., P. 0. Box 2062, Alexandria, Va 

Torrington Co., The, 59 Field St., Torrington, Conn 

United Supply Co., 3676 S. Broadway Pi., Los Angeles 


7, Calif. 


Bearings, Oilless 


Andrew Parts Manufacturing Co 
Island City 6, New York 
co Sintering Corp., 7799 Telegraph Rd., 
Calif 

Atias Brass Fundry, 
21, Calif 

Bearium Metals Corp., Mill & 
Rochester 14, WN. Y. 

Beemer Engineereing Co., 401 
deiphia 8, Pa 

The Bunting Brass 
Toledo 1, Ohio 

Chrysler Corp., Amplex Div., P. 0 
31, Mich 

Cleveland Graphite Bronze Div Clevite, 17000 St. 
Clair Ave., Cleveland 10, Ohio 

Crane Packing Co., 6400 
It, 

Dixon Corp., 7-21 

Emerson Plastics 
N. Y. 

Exports, Inc., P. 0. Box 2122, ~~ a 

F.A.B. Mfg. Co., 1249 67 St Ca 

GENERAL MOTORS CORP., New DEPARTURE DIV., 
Bristo!, Conn. SEE ADV. ‘D-160 

International Powder Metallurgy Co., 439 W. Main St., 
Ridgway, Pa 

Joclin Mfg. Co., 30 Lufbery Ave., Wallingford, Conn 

Johnson Bronze Co., New Castle, Pa 

Micro-Precision Div., Micromatic Hone 
Grande Vista, Los Angeles, Calif. 

Mueller Brass Company, Port Huron, Michigan 

National Carbon Co. Div., Union Carbide Corp., 30 E. 
42 St., New York 17, N. Y 

PIC Design Corp., Sub of Benrus Watch Co 
Atlantic Ave., East Rockaway, N. Y. 

Polymer Corp., The, Reading, Pa 

Pure Carbon Co., Inc., 441 Hall Ave., St. Marys, Pa 

Randall Graphite Bearings, Inc P. 0. Box 839, 
Greenlawn & Lake Sts., Lima, Ohio 

St. Mary’s Carbon Co., State Rd., St. Marys, Pa. 

SOUTHWEST PRODUCTS CO., 1705 South Mountain 
Ave., Monrovia, Calif. SEE ADV. A-54, B-44 

Specialities, Inc., P. 0. Box 2062, Alexandria, Va 

Stein Seal Co., 20th Street & Indiana Ave., Phila- 
delphia 32, Pa. 


32-70 31 St., Long 


Los Angeles, 


1901 Santa Fe Ave., Los Angeles 


Commercial Sts., 
North Broad St., Phila- 
& Bronze Co., 715 Spencer St., 


Box 2718, Detroit 


Oakton St., Morton Grove, 


Bristol, R. I 
Bronx 61, 


Burnside St 
Corp., 1383 Seabury Ave., 


Corp., 1535 


Inc., 477 


U. S. Gasket Co. Div., Garlock tative Co., The, 608 
N. Tenth St., Camden 1, WN. 

U. S. Graphite Co., Div., The Wicks Corp., Saginaw, 
Mic 


3676 S. Broadway Pi., Los Angeles 


United "Supply Co, 
7, Calif. 


Bearings, Plain 


American Brake Shoe Co., 
36, New York 

Asco Sintering Corp., 
Angeles, Calif 

Atias Brass Foundry, 1901 
Angeles 21, Calif 

Aviaparts, Inc., P. 0. Box 65, Miami 

Beckett Bronze Co., 106 East 20 St 

The Bunting Grass & Bronze Co., 715 
Toledo 1, Ohio 

Centrifugaily Cast Products Div., 
nace Co., Dover, Ohio 

Cleveland Graphite Bronze Div., 
Clair Ave., Cleveland 10, Ohio 

CONTINENTAL MOTORS CORP 
DIV., Muskegon, Mich. SEE A 

Exports, Inc., P. 0. Box 2122, ae Va 

B. H. Hadley, Inc., 1427 Garey Ave., Pomona, 

Johnson Bronze Co., New Castle, Pa. 

Micro-Precision Div., Micromatic Hone 
Grande Vista, Los Angeles, Calif 

PIC Design Corp., Sub. of Benrus Watch Co., Inc., 
477 Atlantic Ave., East Rockaway, N. Y 

Randall Graphite Bearings, Inc., P. 0. Box 839, 
Greenlawn & Lake Sts., Lima, Ohio 

Raway Bearing Co., 4 Forsyth St., 


N.Y 
SOUTHWEST PRODUCTS CO., 1705 South Mountain 
Ave., Monrovia, Calif. SEE ADV. A-54, B-44 
Special Corp., The, 870 Essex St., Brooklyn 8, N. Y. 
Specialties, Inc., P. 0. Box 2062, Alexandria, Va 
Springfield Brass Co., 821-827 West Main St., Spring- 
field 12, Ohio 
True Alloys, Inc., 
Mich 
uU. S 
Mic 


530 Fifth Ave. New York 


7799 Telegraph Rd., Los 


Santa Fe Ave., Los 
48, Fila 

Muncie, Ind 
Spencer St., 


The Shenango Fur- 


Clevite, 17000 St. 


Te ad ENGINE 
A-52 


Calif. 


1535 


Corp., 


New York 2, 


284 South Summit Ave., Detroit 9, 


Graphite Co., Div. The Wickes Corp., Saginaw, 


Supply Co 3676 S. Broadway Pl., Los 
Calif 
Ltd., 825 


Canada 


Caledonia Rd., Toronto 19, 


Bearings, Rod End 


Aviaparts, Inc., P. 0. Box 65, 
Cleveland Graphite Bronze Div., 
Clair Ave., Cleveland 10, Ohio 
Exports, Inc., P. 0. Box 2122, Alexandria, Va. 
F.A.B. Mfg. Co., 1249 67 St., Oakland, Calif 
Fafnie Bearing Co., The, 37 Booth St., New Britain, 
Conn 
Industrial Tectonics, Inc., 
Industrial Tectonics, Inc., 
Arbor, Mich. 
Marlin-Rockwell Corp., 402 
N. Y. 
Micro-Precision Div., 
Grande Vista, Los 
Monarch Aircraft Sales, Inc., 
Huntington Park, Calif. 
a Bearing Co., 4 Forsyth St. New 


A 
SOUTHWEST PRODUCTS CO., 1705 South Mountain 
Ave., Monrovia, Calif. SE E ADV. A-54, B-44 
Specialties, Inc., P. O. Box 2062, Alexandria, Va 
Stephens-Adamson Mfg. Co., 82 Ridgeway Ave., 
Aurora, Ill. 
United Supply Co., 
7, Calif. 


Miami 48, Fila 
Clevite, 17000 St. 


Compton, Calif 
3686 Jackson Rd. An 


Chandler St., Jamestown, 


Micromatic Hone Corp., 1535 
Angeles, Calif 
3311 East Gage Ave., 


York 2, 


3676 S. Broadway P Los Angeles 


Bearings, Roller 


230 Park Ave, New York 


Allied 
17, 
Altitude, Inc 
Andrew Parts Manufacturing Co., 
Island City 6, New York 
Aviquipo of Canada Ltd., 636 St. Pau! St. 
treal, Quebec, Canada 
Bower Roller Bearing Div., 
13, Mich 
Chain Belt Co., 
1, Wisc. 
Canadian SKF Co. Ltd., 2201 
Scarboro, Ontario, Canada 
Chain Belt Co., Shafer Bearing Div., 
th 


International Co., 
N.Y 


Calif. 
Long 


113 Sheldon St., E! Segundo, 
32-70 31 St., 


W., Mon- 
3040 Hart Ave., Detroit 
4701 West Greenfield Ave., Milwaukee 
Eglinton Ave. East, 
Downers Grove, 


P. 0. Box 2122, Alexandria, Va. 
37 Booth St., New Britain, 


Exports, Inc., 
Fafnir Bearing Co., The, 
Conn. 


D. R. Grossman Co., 155 East 44 St., New York, N. Y. 

HYATT BEARINGS DIV., GENERAL MOTORS CORP., 
Harrison, N. J. SEE ADV. D-162, D-163 

Industrial Tectonics, Inc., Compton, Calif. 

Industrial Tectonics, Inc., 3686 Jackson Rd. Ann 
Arbor, Mich. 


Kaydon Engineering Corp., McCracken St., Muskegon, 
Mich. 
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Landis & Gyr, Inc., New York 36, 
N 


45 W. 45th St., 
Y 
Link-Belt Company 
Chicago 1, | 
Marlin-Rockwe rp 402 


p 02 
y 


Mfg 


Dept. AWGL-58, Prudentia 


Chandler St 


N 
McG 
Ind 
Messinger Bearings 
Philadelphia, f 
Monarch A 
Huntington Park 
Norma- Hoff manr 
Orange Roller Bea 
N. J 
Raway Bearing 
Rollway Bearing 
4, N.Y 
SKF Industries 
6731, Pt e 
Smith Bearing C 
tor N. J 
Specialties 
Split 


9 N 


Lafayette, 


rcraft 
cra 


Torrir 


Bearings, Roller (Taper) 


p ‘ 


xport x Box 2122, Alexand va 
HYATT BEARINGS DIV., GENERAL MOTORS CORP., 
S N. J. SEE ADV D-162, 0-163 


Compton, 


Har 


Bearings, Special Purpose 


inter 2 Park 


Ave 


Vixon Corp., 

Exports, In 

FA.B. Mfg 

Fafnir Bearing 

J. W. Fecker 
Pa 

Federal Machine 


City N 
GENERAL MOTORS CORP., NEW DEPARTURE DIV., 
Bristol, Conn. SEE ADV. D-160 
General Stee! Fittings Co., 1321 21 t 
Wisc 
R. Grossman C 155 
N. Y 
Halax Corg P Box 425, Los Gatos a 
HYATT BEARINGS DIV., GENERAL MOTORS 
Harrison, N SEE ADV. D-162, D-163 
Industrial Tectonics nc., Compton calif 
Industrial Tector 3686 Jacks 
Arbor, Mich 
Joclin Mfg. C 30 fbery 
Johnson Bronze New 
Kaydon Engineering Corp., 
Mich 
Hugo P 
N.Y 
Landis & Gyr, Ir 
N.Y 


East 44 


‘ 


CORP., 


Ave.. Wa 
Castile, Pa 
McCracker 


Keller r., 50 


45 W 


45th 


Marlin-Rockwell Corp., 402 Chandler 
nN. Y 

McGill 
Ind 

Messinger Bearings 
Philadelphia, Pa 

Micro-Precision Div., 
Grande Vista, Los Angeles, 


Mfg. Co., Inc., 909 N. Lafayette 


Inc, D St., Above 


Micromatic Hone Corp., 
Calif. 


1535 


Miniature Precision Bearings, 
Keene, N 

Monarch Aircraft Sales, Inc 
Huntington Park, Calif 

Mueller Brass Company, Port 

Orange Roller Bearing Co., 
N. J 

Pesco Product 

North Mile 

ymer re 

Randal! Graphite Bez 
awn & ake St 

Raway Bearing 


Russe Mfg 


Rd 


Pp The 


6731, Philadeipt 
th Sea j 
ton, N. J 
SOUTHWEST PRODUCTS CO., 17 
Ave., Monrovia, Calif. SEE ADV 
dighway F 


2°07 


Bellcranks 


Advance Gear & 
s Angeles 
Mfg. C 
an Grake 

vow Y 
Engr 


se 
Industr 
efense Products Grout e 
Broadway & Kennedy Rd 
N. Y 
kheed Air 


s ranch 


raft dr 
aft 


Mariet 


Bellows 


Airconduct 
Aircraft 


rs 147 East 
Precision Products 

Ave., Aveoak Park 37, Mict 

ARROWHEAD PRODUCTS, A DIV. OF FEDERAL-MOGUL- 

BOWER BEARINGS, INC Z y } 

Beach § lif. SEE ADV. D-187 

Avica 


End 


: Canada 
mtario, Canada 
Boont Moiding Co., 32¢ 


Ltd 


Breeze 
N. J 
Bridgeport-Thermostat Div 
trols Co., 155 Hill St., 


Corporations, In 
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BELLOWS ASSEMBLIES 


ORDCO 


flex 
) 


SOLAR AIRCRAFT 


cn 


DIV., BERMITE POWDER CO 
ask ‘ E 


f. SEE ADV. A-58 


F Box 791 
ARROWHEAD PROC 
BOWER BEARI 


DUCTS, A 


NGS INC 
SEE ADV 


DIV. OF 


FEDERAL -MOGUL 


D-187 


Newport, ® 





BELLOWS ASSEMBLIES 


Schaevitz Engineering, Route 130 & Schaevitz Bivd., 
Pennsauken, N. J 


Smith-Morris Corp., 


ich 

SOLAR AIRCRAFT CO., 2200 Pacific Hwy. 
12, Calif. SEE ADV. A-58 

Sperry Gyroscope Co. of Canada Ltd. 6011 Cote de 
Liesse Road, Montreal, Quebec, Canada 

Stainless Stee! Prods., Inc., 2980 San Fernando Rd., 
Burbank, Calif 

Standard Thomson Corp., Clifford Mfg. Co. Div., 
152 Grove St., Waltham 54, Mass 

Sterling Precision Corp 17 Matinecock Ave., Port 
Washington, N. Y 

Roland Teiner Co., Inc., 134 
Mass 

U. S. Chemical Milling Corp 
Manhattan Beach, California 

Universal Metal Products 331 
Puente, Calif 

Variety Aircraft 
Ohio 


825 Myrtle St., Ferndale 20, 


San Diego 


Tremont St., Everett 


1700 Rosecrans Ave., 
Vineland Ave la 


2901 W. Third St Dayton, 


Bellows Assemblies 
(Nonmetallic) 


Actionfiex Div., Orchard Industries, Inc., 912 West 
State St., Hastings, Mich 

a Cont Corp 763 Hanover a, - den, Conn 

onduct 36 f 

ARROWHEAD: propucts DIVISION: FEDERAL- MOGUL- 
BOWER BEARINGS, INC., 2300 Curry Street, Long 
Beach 5, Calif. SEE ADV. D-187 

Auburn Mfg. Co 


Middletown, Conn 
- lofram Corp., Bia 
C hicago Gasket Co 


Mass 
Chicago 


nchard Rd Burlington 
1271 West North Ave 
7856 Salt Lake Ave., Huntington Park, 
30 Lufbery Ave, Wa 
Brea, Calif 

5159 Baltimore Dr La 


ngford, Conn 
Mesa 


Res ‘istofien Corp., Roseland 

Rubber Teck Inc., 19115 
Gardena, Calif 

U. S. Gasket Co. Div Garloc 
608 N. Tenth St., Camden 

Westport Development &* Mfg 
Post Rd., Milford, Conn 


Belting (Composition, Leather, 
Rubber, etc.) 


American Latex Products Corp., 
Bivd., Hawthorne, Ca 

Auburn Mfg. Co Middletown 

Connecticut Hard Rubber Co., The, 
Haven, Conn 

C. R. Daniels, Inc., Daniels, Md 

Gates Rubber Co., The, 999 South Broadway 
17, Colo 

8. F. Goodrich Canada, Ltd., Kitchener rio, Canada 

Goodyear Aircraft Corp., 1210 Mass.lio A«ror 
15, Ohio 


3341 W. E! Segundo 
Conn 
407 East St., New 


Denver 


Co., 356 Franklin St.. Worcester 4, 
& Rubber, Ltd 114 O'Hara Ave 
Ontario, Canada 
I Glenbrook P. O., Stamford 

303 W. Lehigh Ave 

Inc., 34-44 


Hubert St New 


ensteir 1007, Church St., Sta. 

New York 6, WN. Y. 

Mechanical Rubber Products 

Raybestos-Manhattan, Inc., 
N. J 

Republic Rubber Div. Lee Rubber & Tire Corp., 
St., Youngstowr. 1, Ohio 

Russell Mfg. Co., The, 400 East 
town, Conn 

M. L. Snyder & Son, Inc., 
Philadeiphia 25, Pa 

United States Rubber Co., 1230 Ave 
New York 20, N. Y 


N. Y 
Passaic, 


61 Willett St 


Albert 


Main St., Middie- 


2413 No. Jasper St., 


of the Americas, 


Belts & Straps 


Aeroquip (Canada Ltd), 
9, Ontario, Canada 
Aerial Machine & Too! Corp., 

Island City 1, Y 
Arbeka Webbing Co., 
R. I 


287 Bridgeland Ave., Toronto 


38-27 30th St., Long 


1135 Roosevelt Ave., Pawtucket, 


Associated Technical Sales Co., 1926 E. Siebenthaler 
Ave., Dayton, Ohio 

Aviquipo of Canada 
Montreal, Quebec, Canada 

Auburn Mfg. Co., Middletown, Conn 

Boyt Harness Co., Box 1355, Des Moines, lowa 

111 Main St, El Segundo, Calif. 


113-125 North Green St., 


Ltd., 636 St. Paul St. W, 


Brown-Line Corp., 

Chicago Allis Mfg. Co., 
Chicago 7, Ili 

Chicago Belting Co., 1112 
it 


N. Green St., Chicago 7, 


D-12 


Connecticut Hard Rubber Co., The, 407 East St., 
New Haven, Conn 

C. R. Daniels, Inc., Daniels, Md 

Davis Aircraft Products, Inc., 
Bronx 59, N. Y 

General Logistics Div., 
St., Burbank, Calif 

Graton & Knight Co., 356 Franklin St., 
Mass 

Gutta Percha & Rubber, Ltd., 
Toronto 3, Ontario, Canada 

Fred H. Lowenstein, P. O. Box 
Sta., New York 8, WN. Y 

Meteor Aircraft Prods., Inc., 
mont 1, West Va 

Republic Rubber Div. Lee Rubber & Tire Corp., Albert 
St., Youngstown 1, Ohio 

Russell Mfg. Co., The, 400 East 
town, Conn 

Schiege! Mfg. Co 
N. Y 

Security Parachute Co 295 West 141 Ave. San 
Leandro, Calif 

United States Rubber Co., 1230 Ave. of the Americas, 
New York 20, N. Y 

Wichita Ponca Canvas Products Co 
Ave., P. 0. Box 2177 chita 1, 


1195 Spofford Ave., 


Aeroquip Corp., 2929 Floyd 


Worcester 4, 
114 O'Hara Ave, 


1007, Church St., 


P. 0. Box 787, Fair- 


Main St., Middie- 


1555 Jefferson Road, Rochester 23, 


611 East Central 
Kansas 


Belts, Transmission 


lis A Co 113-125 North Green St., 
7 1 


111 N. Green St., Chicago 7, 
Daniels, Md 
The, 999 South Broadway, Denver 


Canada Ltd., Kitchener, Ontario, 


ds. Co., South Main St., 


1210 Massilion Rd., Akron 


Graton & Knight Co 356 Franklin St., Worcester 4, 
Mass 

Gutta Percha & Rubber, Ltd, 114 O'Hara Ave., 
Toronto 3, Ontario, Canad 

Hewitt-Robins Glenbrook P. 0., 

Johason Belting Co Inc 34-44 
York 13, N. Y 

Link-Belt Company Dept 

Chicago 1 

Fred H. Lowenstein ). 31007 
New York 8 WN. Y 

H. K. Porter Co., Inc., Quaker Rubber Div 
Comly Sts., Philadeiphia 24, Pa 

Raybestos-Manhattan, In 61 Willett St 
N. J 

Republic Rubber Div 
St oungstown 1, Ohic 

Russel! Mfg Co., The, 400 East 
town, Conn 


Stamford, Conn. 


Hubert St., New 


AWGL-58, Prudential Plaza, 


Church St., Sta 
Tacony & 
Passaic, 


Lee Rubber & Tire Corp., Albert 


Main St., Middle- 


United States Rubber Co., 1230 Ave. of the Americas, 


New York 20, N. Y 


Belts, V- 

AllisChaimers Mfg. Co 0. Box 512, Milwaukee 1, 
Wisc 

American Latex Products Corp., 3341 W. E 
Bivd., Hawthorne 


Segundo 

American Pulley Co 00 cken Ave., Phila- 
deiphia 29, Pa 

Chicago Allis: Mfg. Co., 113-125 
Chicago 7, I 

Chicago Belting Co, 111 N 

Durkee-Atwood Co., 215 
Minneapolis 13, Minn 

Firestone Tire & Rubber Co., 1200 
Akron 17, Ohio 

Gates Rubber Co., The, 
1? 


North Green St., 


Green St., Chicago 7, 


North East Seventh St., 


Firestone Pkwy., 
999 South Eroadway, Denver 
Colo 


B. F. Goodrich Canada, Ltd., Kitchener, Ontario, 
Canada 

B. F. Goodrich Ind 
Akron 11, Ohio 


Goodyear Aircraft 
15, Ohio 


Prods. Co., South Main St., 


Corp., 1210 Massillon Rd., Akron 


Graton & Knight Co., 356 Franklin St., Worcester 4, 
Mass 

Gutta Percha & Rubber, Ltd, 114 O'Hara Ave., 
Toronto 3, Ontario, Canada 

Fred H. Lowenstein, P. 0. 1007 
New York 8, N. Y 

H. K. Porter Co. Inc., Quaker Rubber Div., 
& Comly Sts., Philadeiphia 24, Pa 


Raybestos-Manhattan, Inc., 61 Willett St., 
N. J 


Church St., Sta., 
Tacony 
Passaic, 


States Rubber Co., 1230 Ave. of the 
New York 20, N.Y. 


United 
Americas, 


Benches, Work 


Accessories Manufacturers, Ltd., 
St., W., Montreal, Canada 

Challenge Machinery Co., Grand Haven, Mich. 

The Frick-Gallagher Mfg. Co., Michigan Ave. at First 
St., Wellston, Ohio 


641-645 St. James 


Industrial Handling Equip. Co., 1231 W. Monroe St., 
Chicago 7, Ill 

Car! N. Soule Co., 700 Xenia Ave., Dayton 10, Ohio 

Special Corp., The, 870 Essex St., Brooklyn 8, N. Y 

Western Iron & Foundry Co., 702 E. Second St 
Wichita 2, Kansas 


Beryllium and Beryllium 
Copper 


AVCO MANUFACTURING CORP., RESEARCH AND AD- 
VANCED DEVELOPMENT DIV., 201 Lowel! Street 
Wilmington, Mass. SEE ADV. 3RD COVER 

Belmont Smelting & ——, Wks. Ind., 330 Be'- 
mont Ave., Brooklyn 7, WN 

The Beryllium Corp., P. 0 ad 1462, Reading, Pa 

Bram Metallurgical-Chemical Co., 820 65th Ave 
Philadelphia 26, Pa 

The Brush Beryliium Co 
3, Ohio 

G. W. Galloway Co., 
Calif 

A. OD. Mackay, Inc., 
N.Y 


4301 Perkins Ave., Cleveland 


220 South First Ave., Arcadia 


198 Broadway, New York 38 


P. R. Mallory & Co., Inc., 50 South Gray St 
Indianapolis 6, ind 
Mallory Sharon Metals Corp., 
Metals & Controls Corp General 
Forest St., Attleboro, Mass 
Mueller Brass Company, Port Huron, Michigan 
Rodney Metals, P. 0. Box 915, New Bedford, Mass 


Niles, Ohio 
Pilate Div, 41 


BAUSCH & LOMB OPTICAL CO., 82159 St. Pau! St 
Rochester 2, N. Y. SEE ADV. 8-45 

Compass Instr. & Optical Co., Inc., 104 E. 25th St 
New York 10, W. Y. 

Edmund Scientific Cor 
Barrington 3, WN. J 

Farrand Optical Co., Inc., East 238th St 
Bivd New York 70 N. Y 

J. W. Fecker, Inc., 6592 Hailton Ave., 
Pa 

Gordon Enterprises 


506 East Gloucester Pike 


& Bron 
Pittsburgh 6 


5362 North Cahuenga Bivd., North 


Hollywood, Calif 

KOLLMORGEN OPTICAL CORP., 347 King St., North- 
ampton, Mass. SEE ADV. D-194, D-1 135 

Kolisman Instrument Corp Subsidiary of Standarc 
Coil Prods. Co., Inc., 80-08 45 Ave., Elmhurst 73 
N.Y 

Medo Photo Supply, 

Pacific Optical Corp., 120 
Inglewood 1, Calif 

United Supply Co., 3676 S 
Angeles 7, Ca 

W. Wallin Associates, 
Tarzana, Ca 

Weems System of Navigation, 
St., Annapolis, Md 

Wollensak Optical Co., 850 Hudson Ave., 
N.Y 


902 Broadway, N. Y. 10, N. Y 
South Glasgow Ave 


Broadway Pi., Los 


18670 Ventura Bivd., Suite 1, 


Inc., 229 Prince George 


Rochester, 


Bins, Storage 


Accessories Manufacturers, Ltd., 
St w Montrea Canada 
Acme Stee 134 & Perry 
Aiuminum Co. of America, 1501 

burg 19, Pa 

Bekins Van & Storage Co., Industrial Packaging Div., 
12512 Inglewood Ave., Hawthorne, Calif. 

Borroughs Manufacturing Co. Sub. of American Metal 
Products Co. of Detroit, 3000 WN. Burdick St., 
Kalamazoo, Mich 

Bristol Aircraft (Western) Ltd, P. O. Box 874 
Stevenson Field, Winnipeg, Manitoba, Canada 

Buffalo Meta! Container Corp., 35 Roetzer St., 
11, N. Y 

Faistrom Co 

Fibre Products Mfg. Co., 
York 11, N.Y 

The Frick-Gallagher Mfg. Co., 
St., Wellston, Ohio 

Genera! Metals, Inc., 
N 

Industria! Handling Eugip. Co., 
Chicago 7, Iil 

Lockheed Aircraft Corp., Georgia Div., 
Branch, Marietta, Ga 

Longren Aircraft Co., Inc., 
Torrance, Calif. 

R. C. Mahon Co., 

Padbloc Co., Inc., 
Kansas 

Penco Metal 
Oaks, Pa 

Remington Rand Division of qe! Rand Corp., 315 
Fourth Avenue, New York 10, N 

SPACE CORP., Texas. SEE 
ADV. 0-161 

United States Steel Corp., 
Stee! Div., P. 0. Box 2015, 
Angeles 54, Calif 

U. S. Steel Corp., 525 William Penn Pi., 
30, Pa 


Blanks, Wheel 


Aluminum Co. of America, 1501 Alcoa Bidg., Pittsburgh 
19, Pa 


641-645 St. James 


Chicago 27, | 
Alcoa Bidg., Pitts- 


Buffalo 


72 Falstrom Court, Passaic, N. J 
30-32 West 13 St., New 


Michigan Ave. at First 
858 Goldsboro St., Greensboro, 
1231 W. Monroe St., 
Special Products 
24751 Crenshaw Blvd., 


P. 0. Box 4666, Detroit 34, Mich 
2573 Hillside Station, Wichita, 


Products Div., Alan Wood Stee! Co., 
P. 0. Box 5175, Daites, 


Consolidated Western 
Terminal Annex, Los 


Pittsburgh 


1959 AVIATION WEEK/SPACE TECHNOLOGY BUYERS’ GUIDE ISSUE 





Cleveland Welding Div., American Machine & Foundry 
Co., West 117 & Berea Rd., Cleveland 11, Ohic 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 

King Fifth Wheel Co., 

Special Products Dept., 
Ave., Bradford, Pa 

U. S. Steel Corp, 525 Wil 
30, Pa. 


Box 759, Wilkes Barre, Pa 
Dresser Mfg. Co., 41 Fisher 


liam Penn Pi., Pittsburgh 


Blowers & Fans (See Also 
Fans) 


AiResearch Mfg Div., The 
Sepulveda Bivd., L Ar 
-_ P Engineering Co., 
Itt 
AMERICAN AIR FILTER CO., INC., DEFENSE PROD- 
UCTS DIV., 310 Third Rock Island SEE 
ADV. 0-205 
AMERICAN AIR FILTER CO. INC., 215 tra 
Louisville 8, Kentucky. SEE ADV D-205. 
American Electronics 655 W. Washingto 
Los Angeles 15, Calif 
American Electronics 
Los Angeles 17, Calif 
B & B Distributors, 221 
N. Y 


Garrett. 
geles 45 


33 West Ains 


Joe Davidson 
Gate, Calif 
Dean & Ben 
fton, N. J 
Defense Product p, American Machine & 
Co., Broadway & Kennedy Rd.—Cheektowaga, B 
N.Y 
DeVilbis Co., The, Phillips Ave., Toledo 1 + 
Orayer-Hanson Div ational- S. Radiator 
P. ©. Box 2215, Ter al Annex, Los Angele 
DYNAMIC AIR ENGINEERING, INC., 7412 Maie 
Los Angeles 1, Ca E ADV er. 
Eastern Air Device Inc 385 Centra 


N.H 

EASTERN INDUSTRIES, INC., 100 
14, Conn. SEE ADV 0-177 

Eicor Div. 4059 W. N Ave., Chicago 

General Controls Co., 1 Allen Ave 
Calif 

General Meta ] oidsboro 


Skiff 


Greenbank Rd 


Eimwood Ave Cleveland 

HOOVER | ELECTRIC CO., 100 South Stoner Ave., Los 
Angeles 25, Ca tern Sis. & Serv., Hangar 2 
Port Columbus Airport Columbus 19, Ohio. SEE 
ADV. C-97 _ 

HYDRO-AIRE, INC., 3000 W 
SEE ADV. D- 175 

Induction Motors re 570 Main St 
N.Y 

Joy Mfg. Co 


na Ave. Burbank, Calif 


33 Oliver Bidg 

Laurie & Lamb, 30 Grosvenor St., Toronto 

Mamco Corp 32-542 Fourth St.. Racine, Wis 

McLEAN ENGINEERING LABORATORIES, P. 0. Box 
228, Princeton, N. J. SEE ADV. D-190 

Miehie-Dexter Supercharger Div 
Fourth St., Ra 


Pittsburgh 22, Pa 
Canada 


Christensen Co 100 


t C nc., 2990 
Burbank, “Calif 
Div Borg-Warner Corp., 
Bedford, Ohio 
wosso, Mich 
9046 Sunset Bivd., Los Angeles 46 


es Rd 


J. R. Robbins C 
Calif 

Roton Manufacturing Co., Schoonmaker Lane, 
stock, N. Y 

Sanders Associates, Inc., 95 Canal St., Nashua, N. H 

Smalil Motors c., 2076 Elston Ave., Chicago 14, | 

Stair Instrument Co., The, P. 0. Box 341, Station 1, 


Wood- 


North Hollywood, Calif 
STALKER DEVELOPMENT CO., 903 Woodside Ave., 
Essexville, Mich. SEE ADV. B-44 
Sutorbilt Corp., 2966 E. Victoria St., Compton, 
Talley Corp., The, Newbury Park, Calif 
Task Corp., 1009 E. Vermont Ave., Anaheim, Ca 
= | seen Inc 12177 Montague St., 


UNITED AIRCRAFT PRODUCTS, INC., P. 0 
Dayton, Oh SEE ADV. 8-43 

United Metallic O Ring Corp., 
Ohio 

Western Design & Mfg 
Inc Bidg. 344, S$ 
Calif. 

Western Gear Corp., P 
Hwy., Lynwood, Calif 

Westingh 
Box 868, Pit 


Calif. 


se Electr Gateway Center, 


‘sburgh 30, Pa. 
Boards, Bulletin 


Company, 104 Morrell St., Elizabeth 4, N. J. 
P. 0. Box 96, Stanley, 


Acromark 
Aero Supply & Equipment Co., 
Kansas 


James H. Matthews & Co., 3831 F 
burgh 13, Pa , hio 
Technical Ply-Woods Sales, 6756 Crand we tern 
STANDARD "ae ae STEEL co 
wn, Pa. SEE A 78, 0-179 


Boats, Emergency a 


*] 


4 


Cory Brothers & Co anada) Ltd 
Montreal 6, P. Q., Canada 
Firestone Tire & Rubber 
Akron 17 
Garrett 
amty A 
Washingtor 
29, Md. 


Bolts, Explosive 


Boats, Parachute SEE” ADV. 8. 


Mat 


BERMI 


ORDCO DIV., 


PROPELLEX CHEMICA 
ALLOY CORP 
SEE ADV. 8-40 


‘ 


Bolts, External Wrenching 


STANDARD PRESSED STEEL CO. : 
town, Pa. SEE ADV. 0-178, 0-179 
ane 


mae 
Phe Mig 


Bethlehem Stee! Co Bethieher 
Biand Burner The, Precis 
D 83 Woodbine St 
Camcar Screw & Mfg Div 
600 Eighteenth Ave R 
ose tfor rd, Western Divs and 
2701 Washington Bivd.. Bellwood 
CONTINENTAL MOTORS CORP AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE AD ov A- 52 
rbin Products Div Dhison 
ent Plaza Bidg., Long 
5224 


Hartf 


Internat 


Wester 
STANDARD PRESSED 
wn, Pa. SEE ADV 


r me 
: V 


N. Y 
Mfg. & 


Bolts, Internal Wrenching 


eveland 9 
Lucas Aircraft Supply Co 
dena, Calif 
ury Air Parts Supply 
P. 0. Box 135 ver 
Morrow Screw & Nut C 
Canada 
National Screw & Mfg 
Cleveland 4, Ohio 
Nylok Corp., 611 
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BOLTS 


Aviquipo of Canada Ltd t aul St 
rea ede Lanada 
Biand er Co The 


W., Mort- 


Threaded Products 
odbine ann 
rew & Mfg. C 


ghteenth 


1 ndustr 


CHERRY RIVET DIV 
Dethi Rd ta A 


Ny Corp 611 
wr al Snow 


gundo alif : 

STANDARD PRESSED STEEL CO., Box 
town, Pa. SEE ADV. 0-178 Ls 179 
~Shan Mfg Div., Phe 


ver t calif 


Bolts, Shear 


Aircraft 8 


kford 
Chardor 


CHERRY "RIVET DIV., TOWNSEND CO 
Deihi Rd., Santa Anz f. SEE ADV 
orbin Products Div rf 
Crescent Plaza Bidg 

Aviation Assocs 

Box 4087, Long Beach 

Garron Aircraft 
York 3, N. Y 

H. M. Harper Co., 8200 

Hi-Shear Rivet T Co 
Calif 

Walter K Jaros 
Astoria, N 

Kasar Mfg. & 

Bivd., Culver 

Lamson & Sess 
Cleveland 9 

Lucas Aircraft 
Ca 

Mercury Air 
P. 0. Box 135, C 

Nat Screw & Mfg 
Cleveland 4, Ohio 

Nylok Corp 

ORDCO DIV 
At St yw we Ca 

estern 7 Bivd., Santa Ana 

STANDARD PRESSED STEEL CO., Box 3 
town, Pa. SEE aay D-178, 0-179 
uted Supply C 36 Broadwe 
7, Calif 

Shan Mfg. Co., CO 8463 Higuera 
St., Culver City 


Cleveland 
1224 East 
A-49 


Dumont 
K. Too 
Suse < . ORDCO DIV 

ie : . ston St., Ne “ 
Progressive Mig C 
Norwood 


Dev 


Lehigh Ave., Mo 
2600 W. 247th 


Parts S 
ona 


*BERMITE POWDER CO. 1112 
North (SEE ADV. 8. 40 
Ca Sterling 


54, Jenkin- 


STAN Dako PRESSED 


Pre 


Angeles and 17, Oh 


Fabr 


Arnprio ’ 
-Shan Mfg 
Higuera St 


Bolts, Special (To 
Specifications) 


Products, In 50 


Weber Sales & j 
Bivd., Los Angeles 
Abbott 12 Ave., Whitest York Gears 
N.Y Ontar 
Accessories Manufacturers, Ltd 641-645 St. James 
St., W., Montreal, Canada 
Advance Gear & Machine Corp 
Los Angeles 1 


Aerial Mac To orp 30th t Lon 
“send Cl 2 a *> Bomb Racks, 


Aerojet-Genera Co 6352 North Ave 
Azusa, California 
a t ore 701 W 


5851 Holmes Ave., 


Irwindale 
Airtek Dynamics 
Angeles 7, Calif 
Aiton Iron Works 
Ave 18, N. Y 
Associated Co. Inc 
East, Toronto 13, Kans 


Garvey Bivd., E! Monte, 
All Screw Products Co 
N.Y 
~ Sales Ltd 
Canada 
A'ltor orks, In 


821 Stewart 


18] Fleet Street 


1205 38th Street, Brooklyn DIVISION, 1329 Ari 


Ohio. SEE A 
Bristo! Aircraft 
Stevenson Field 


Aluminum Co. of America, 1501 Pitts- 
burgh 19, Pa 

American Screw Co., Wiliiamantic 

American Standard Prods., inc., 
ford, Conn 


Alcoa Bidg., 


Conn 


3030 Hart- Burner-Hollomen Mfg 


Hyattsville, Md 


Main St 


D-14 


Washington, N 
THOMPSON PRODUCTS 


1441 $ 


AVCO MANUFACTURING CORPORATION, 


30 River Rd., Castieton- 


al Ave., Little Ferry, 


TOWNSEND CO af 
lif. SEE ADV. A-49 


ew & 


Garg > 


Astoria Blvd., 
West Jefferson 
Tiedeman Rd., 


St Gar- 


Ave., 


Ave 


stria _ Paramus, N 


Milford, N 


BERMITE BOWDER co 1120 Cump 


ywood, Calif. SEE ADV 8-40 
_ The Torrington Co., 52 


gden Ave ago 10 


Box 844 


STEEL CO 


Box 354 


town, Pa. SE ADV O- 178, D-179 


atinecock 


INC., General Offices 
ADV. D-170 


3906 Cohasset, Burb 


Torringt 


Arnorior 


La 


Shackles, etc. 


222 


South Figueroa St., Los 


1205 38th Street, Brooklyn 


S Bivd., Wichita 


McLean 


CROSLEY 


ington Street, Cincinnati 25, 


B-2 
Western) Ltd P. 0. Box 
Winnipeg, Manitoba 
Corp., 4706 Rhode Isiand Ave., 


874, 
Canada 


Aircraft & Missile 1010 Philadel- 


In Val-Aer Div 15] Rose- 


Segund alif 
Products Group, America 
Broadway & Kennedy Rd 


vel MAR bay LABORAT rORIES, 


Machine & 
waga 


8-42 


dank 
Houda Delava Ave 
Buffa 1 
INDUSTRIAL Too. MFG. CORP SuB. 
TOOL INDUSTRIES, INC. 815 
gton Park S 
Ledkote Prods 
Long Island City 
W. Loud Mach 
Pomona, Calif 
McLean Developm 
etal Fabricate 


PENDLETON 


Nationa 
New — 


Hudson 
OROCO bIV. 


Pn 56849 
“BERMITE POWDER 
ston St., North Hollywood, Calif 
Regent Jack Mfg. Co Inc 1905 
Downey, Calif 
A. 0. Smith Corp., Aero 
Bal! Rd., Anaheim 
Standard Armament, inc 631 en Ave 
- ‘ 


11120 Cump- 
SEE ADV. 8-40 
Regentview Ave 


Western Div., 900 


Newbu 


The 
In way- 


rcraft 
Gear 
Hwy 

Company 


tanooga, Tenn 


Western 
peria 
Wheiand 


Boosters, Ammunition 


Ai a 


HOOVER ELECTRIC CO., 


Los’ Ange les 25, Calif 
2, Port Columbus Airport 
A C-97 

wghes Tool Co., Air 
"ie City, Calif 
w. gone Corp 


orDco DIV., BERMITE POWDER CO., 11120 C 
ston St., North Holl ywood, Ca SEE ADV B- "0 

Pes Prods. Div Borg-Warner = 247 North 
Miles Rd., Bedford 

tandard Armament, Inc 
Calif 
ownsend 


raft Div., Florence & 


The, 475 10 Ave., New 


Ohio 
631 Allen Ave slendale, 


Engineered Prods., Inc., 805 S. M 
Santa Ana, Calif 
ted States Stee 
Div P. 0. Box 


geles 54, Calif. 


dated Western 
Terminal Annex, Lo 


Boring Machines 


Barnes Drill Co 
i 


814-830 Chestnut 


Conn 
Postal Station 


The 
Company 
Detroit 5 
Corp. of Canada, Ltd., 120 
Ontario, Canada 
Ex-Cell-O Corp., 1200 Oakman Bivd., 
G & L Hypro Div., Giddings & Lewis Machine 
Co., 142 Doty St., Fond du La, Wisc 
Giddings & Lewis Machine Tool Co 
Too! Div., Fond du Lac, Wisc 
G. A. Gray Co., The, 3611 Woodburn Ave 
nati 7, Ohio 


Bridgeport 9 
Park Grove 
Mich 

Westor 


Detroit 32 


Davis Bor 
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BRONZE 


Greenlee Bros. & Co., 2136 12 St., Rockford, Ill. LAVELLE AIRCRAFT CORP., Newtown, Bucks 
Hardinge Brothers Inc., 1420 College Ave., Elmira, Pa. SEE ADV. A-44 
N. Y Lear, Inc.; 3171 S. Bundy Or ta M 
Heald Machine Co., The, 10 New Bond St., Worcester, Lockheed Aircraft Corp., Georgia e 
Branch, Marietta, Ga 
707 Fulton Ave., Mooriee Mfg. Co., 120 W 


3, Calif 


Milling Machine Co 


American Steel Foundries, Nationa 
ncinnati 29, Ohio Nelson € 
Magna Mill ducts 533 Sessier St., South t 5 
California . 
Moline Tool 
Production & 7 
St., Detroit 1 


Boxes, Battery 


Aero Metal Products Corp 787 Passaic Ave 
Caldwell, N. J 
Aircraft Mechanics Inc., 3200 North Nevada 


lorade Springs, Colo T . k 
Air-Ex eel A aie a meee & -, Brackets, Pulley 


Inc., Montrea rport, Dorval, Quebec 


Airline Products 5536 Satsuma Ave Ind f 
Hollywood, Calif ty 1 N y 
Associated Co. Inc., 1441 S. McLean Bivd ta TEMPLET INDUSTRIES INC ? 
8 3 N.Y SEE ADV. 0-204 


13, Kans rookly 
Bristol Aircraft Western) Ltd Ns 874 Thiet 
Stevenson Field n ; 
Champion Aircraft 
Dakota Aviation Co., § Huron, S. C 
Dayton T. Brown, In 1305 Strong Ave 
i oe:  ¥ 
Engineering & Manufacturing Co., 611 Nort! 
Philadeiphia 4, Pa 
Eubanks Industries, | Fiberglass Prods 
ll Ave., Hialeah, Fila 
— ry = Rubber Co 1708 Englew 
ron , Une 
C. B. KAUPP & SONS, INC. 8-10 New Nay Brass (Bars, Rods, 
Maplewood, N. J. SEE ADV. B-34 Stri 
Lockheed Aircraft Corp., Georgia Div., Special Product : ; tri 7 etc.) 
wom Ag wm gy Boxes, Radio Jack & Station P 
Luen Laminates, In akwood t 1 t , 
Huntington Stat N y 
McGraw-Edison Co n 
Moortee Mfg. Co., 120 W 
3, Calif 
Reinhold 


Corp., Rio Grande 

Santa Anita Engineering Co 

Pasadena 8, Calif 
Stewart & Stevens Services 

Bivd., Houston 11, Texas 
Telectro Industries Corp., 36-16 

ty 1, N.Y 
Waco Aircraft Co., The, Peters Ave., Troy, 


Boxes, Junction & Panels 


Abaion Precision Mfg. Corp 540 Casa 
9, N.Y 3 e 434 t t ¥ 
Aero Metal Products Corp., 787 Passaic West V ™ m 
caldwell, N. J Sequoia Wire & Ca 2950 N Broaching Machines 
AEROTEST LABORATORIES, INC., 129-1 Ave 3urba aalif 
College Point, N. Y. SEE ADV. D-194 : 
Aircraft Radio Corp., Boonton, N. J 
Air-Ex Inc., Montreal Airport, Dorval, Quebec 
Airline Products O©o., 5536 Satsuma Ave 
Hollywood, Calif. 
American Electronics, Inc., 025 West 
Los Angeles 17, Calif 
Associated Co. Inc., 
13, Kans 
Aviquipo of Canada Ltd 
Montreal, Quebec, Canada 
The Barth Corp., 12650 Brookpark Rd 


Yhio . . om Mme r: 
Bernco Engineering Corp., 2320 S. Tibbs alon Pre vifg $4 Bronze (Bars, Rods, Sheet, 
Box 41037, Indianapolis 41, Ind - : ™ ; ; . 
Bristol Aircraft (Western) Ltd. P. 0. Box 874 essor rers, 641-¢ Strips, etc.) 
Stevenson Field, Winnipeg, Manitoba t trea 
& Perkins, Inc., 1950 West Fort 
Mich 
Bud Radio, Inc., 2118 East 55 St., C 
CROUSE-HINDS COMPANY, Syracuse 1 
ADV. E- 
Defense Products Group, American Machine & 
Broadway & Kennedy Rd.,-Cheektowaga 
N 
Drayer-Hanson Div., National-U. S. Radiator 
P. O. Box 2215, Terminal Anmex, Los Angels 
calif 
Engineering & Manufacturing Co., 611 North 40 
Philadelphia 4, Pa 
General Metals, Inc., 858 Goldsboro St., Green 
N. C 
Globe Industries, Inc. 525 Main St., Be 
N. J 


Gordon Enterprises, 5362 North Cahuenga Bivd., North 7, Unio 
Hollywood, Calif eneral Metals, Inc., 858 G 
Greenleaf Mfg. Co., 7814 Maplewood Industrial Court, N.C 
St. Louis 17, Mo. East 42 St. New York © Steiner Co., 22 W. Moore St., New ’ 
we —"¥ Products Co, 60 Sas vie ve Hathaway, Kraemer Ltd. 125 Whitney Pl., tche ederat ewe mew ¥ *  Y 
Kolton Electric Mfg. Co., 123 New Jersey Railroad Ontario, Canada d 
Ave. Newark 5, N. J Industrial Handling Equip. Co., 1 
Javex, P. @. Box 646, Redlands, Calif. * I 


Chicago 7, ill. 
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Pheips Dodge opper Products Corp., 300 Park Ave., 
New Yor 

Randa t Bear Inc., ©. 0. Box 839, 
Greenlawn S Ohio 

Revere Copper rass, Ir Park Ave 


N 
oy etal C Porter Co 
N 


ngfield Grass Co., 821-827 West Main St 
field 12, Ohio 


Buckles (Safety Belt & Strap) 


Aerial Machine & Tool Co 30th St ong 
Island City 1, N. Y 
Associated Technical Sales 

Ave Dayton, Ohio 
Capewe 


Siebenthaler 


Angeles 7, 


Buffing vi iilaianta 


Wink .e-Munning 
J 
Hargreaves Industria 120 
and 9, Orego 
Lea Mfg. Co The 
Conn 
Schiege! Mfg 
N.Y 
Ss. & 


2 Electrica 
cinnati 23, Ohio 


Bumpers, Protective 


Colson Corp., Jonesboro, Ark 
Darnell! Corporation, Ltd. Downey > 37-28 61 
St., Woodside 77, N. Y.; 36 N. Clint Chicago 


6, | 

THE ELECTRIC AUTO-LITE CO., 0 SEE 
ADV. D-158 

Firestone Tire & Rubber Co 


Akron 17, Ohio 
INDUSTRIAL TOOL MFG. CORP., SUB., 
Tool | n 
Park, Ca 


Mechanica! Rubber 


Bushings, Drill 


Ace Or Bushing Co 
Los Angeles 29 alif 

Acme Industria o., 217 WN. Lafflin St., Chicago 7 

ARROWHEAD PRODUCTS, 2350 Curry St., Long Beach, 
Calif. SEE ADV. 0-187 

Corbin Products Div Ohison Inter Co 
Crescent Plaza Bidg., Long Isiand C 1 WN. Y 

Ex-Cell-O Corp., 1200 Oakman Bivd., Detroit 32, Mic 

Ex-Cell-O Corp. of Canada, Ltd., 120 Weston St 
London, Ontario, Canada 

General Electric Co Metaliurgica! Products Dept 
11107 E. Eight Mile Dr., Detroit 32, Mich 

Hi-Shear Rivet Too! Co., 2600 W. 247th St., Torrance, 
Calif 

Honti Engrg. & Mfg. Co 
Los Angeles 23, Calif 

Jig Bushing Co., 454 North Cass Ave., Pontiac, Mich 

Mueller Brass Company, Port Huron, Michiga 

Weich Tool Mfg. Co. & Weich Too! Sis. Inc., 3011 
Verdugo Rd., Los Angeles 65, Calif. 


Cc Inc 5401 Fountain Ave., 


rp., 


1410 De La Torre Way 


Bushings, Metallic 


Abbott Products, c 50-50 12 Ave., Whitestone 
57, N. Y . 

Acme Industrial Co., 217 N. Laflin St 
Ii. 

All-Power Mfg. Co 
Calif 

American Standard Prods., Inc., 3030 Main St., 
ford, Conn. 

Ampco Metal, Inc., 
Wisc. 

Andrew Parts Manufacturing Co., 
Island City 6, New York 


Arnav Fitting Corp., 32 Industrial Ave., 
N. J. 


Chicago 7 


202 Roosevelt Ave., Montebello, 
Hart- 
1745 South 38th, Milwaukee 46, 
32-70 31 St., Long 
Little Ferry, 


Asco Sintering Corp., 7799 Telegraph Rd., Los Angeles, 
Cc 


alif. 


D-16 


Atlas Brass Foundry, 1901 Santa Fe Ave., Los Angeles 
21, Calif 
Bearium Metals Corp M & 
Rochester 14, N. Y 
Beckett Bronze Co., 106 East St., Muncie, Ind 
Beemer Engineering Co., 401 North Broad St., Phila- 
delphia 8, Pa 
siting Brass & Bronze 715 
1, Ohio 
gaily Cast Prod 
West Third St 
Cleveland Graphite 6ronz 
air Ave., Cleveland 1 C 
c s Engineer no Corp 9050 


Commercia Sts., 


Spencer St 
The Shenango Furnace 
Clevite, 17000 St 
Washington Bivd 


Culver City, Ca 
CONTINENTAL MOTORS , AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SE E ADV. A-52 
Products Div hiso International Corp., 
Plaza Bidg Long Island City 1, N. Y 
aknan Bivd., Detroit 32, Mic 
0 Canada, Ltd 120 Weston 
», Canada 
co. | 809 Garfield Ave 


rd Ave 


Office & Works, 

HELI-COIL CORP. 
SEE ADV. D-202 

Engrg. & Mfg. Co 

23, Calif 

454 No 

New 


Kokomo 
She!ter 


Box 839, Green- 


gden Ave., Chicag 


9046 Sunset Bivd s Angeles 46 


roe St edo 
State Rd St. Marys, Pa 
CO.. 1705 suth Mount 
see ADV. A- 54 B- 4. 
Main St Spr ing- 


9115 George Ave 


Ave 


Washer 
waukee 7, Wis 


Bushings, Nonmetallic 


wctors, 3 E : ardena, Calif 
ower Mfg ' sevelt Ave Monteve:.0 
Calif 
merican Brake Shoe 
36, New York 
Arti-Corrosive Meta! Product 3 
hudson, N 


Arnav Fitting 


30 Fifth Ave, New York 


River Rd., Castleton- 
Auburn Mfg 
Ca ne Corp 

ag Gasket Co 12 


Chapel 


con TINENTAL- DIAMOND FIBRE CORP, 70 S 
SEE 


Newar k 


ADV. A-48 


Cher 
Decatur, | 
z Bivd 
Goshen 
Stratford 
worth 20 
La Torre Way 


d Wallingford, Conn 

Kirk Rubber Co., 

Louthan Mfg 

Mercury Air Parts Supply Co. Inc 
P. ©. Box 135, Culver City, Calif 

Mica Insulator Div., Minnesota Mining & Mfg. Co., 
797 Broadway, Schenectady 1, N. Y 

Micro-Precision Div 
Grande Vista, Los " Angeles, 


Co., P. © 781, East Liverpool, Ohio 
3826 Willat Ave., 


Micromatic 1535 


Calif. 


Hone Corp. 


National Vulcanized Fibre Co., P. 0. Box 311, Wil- 
mington 99, Del 
Osborne Electric Co., Lt 95 Wesley Street 
coke, Toronto 14, Ontario, Canada 
Pennsylvania Fiuorocarbon Company, inc., 
38th St., Philadelphia 4, Penna 
Polymer Corp., The, Reading, Pa 
s Co., 9046 Sunset Bivd 


Etobi- 


1115 North 


Los Angeles 46, 


State Rd., St. Marys, Pa 
2162 Piedmont Rd, N. E., 


610 Fayette St., Mamaroneck, 


Inc 9115 George Ave, 
Cleveland 5, Ohio 
Superior Steatite & Ceramic Corp. 
Ave., Englewood, N. J 
Synthane Corp Oaks, Pa 
U. S. Gasket Co. Div., Garlock Packing Co., The, 608 
Te amden 1, N. J 
C Dd The Wickes Corp 


LC Ow 


83-19 W. Forest 


eh St 
Saginaw 
n Fibre Specialty Co New Castle, De 
Washer Mfg. Co., 2278 S. Bay St., Mil- 
waukee 7, Wis. 


Business Systems & Machines 


San Leandro, Calif 
1 Rd., Waltham 54, Mass 


N. W Albuquerque 


Sunnyside Bivd Plair 
vie N 
THOMOSP O>ANHICTS, INC., Coneral Offices, Cleve- 


SEE ADV. D- 170 


17 


land 1 hio 


Cable Assemblies, 
Mechanical 


Aeria! Mach 38-27 30th St Long 


North Holly- 


West Pacifi 
Coast Highway C 
Amalgamated Electr Sor . Ek St 
Ontario, Canada 
American Chain | Cable 
raft Div., 601 Stephenson 
American Missile Products 
Lawndale, C 
Ampheno Canadé 00 me Ave 


Ottawa 


Automotive & Air- 
Detroit 2, Mich 
15233 Grevillea Ave., 
Toronto 9 
AMPHENOL ‘ELECTRONICS CORP., 1830 South 54th 

Ave SEE ADV. C-106 
Arnav Fittin ' l trial Ave., Little Ferry 


McLean Bivd Wichita 


Rope C 6 Gregg St Of Route 1 
Company, 3429 Glendale Bivd Los Angeles 

Calif 

ole Electric Co., 8439 Steller Or., Culver City 

Consolidated Controls Corp., Bethel, Conn 

Convair Div., General Dynamics Corp., Fort Worth, Tex 

Dominior 800 Bender 
N lagaré 


Calif 


Ave., Los Angeles 


San Fernando Rd 
Los Ange es 
< 12 Durham Ave.. Metuchen, N. J 
WACKENSACK CABLE CORP., 99 Orchard St., Hacken 
SEE ADV. 0-199 
HALLAMORE ELECTRONICS co rae 
Ave. Anaheim, Ca SEE ADV. C-9 
INDUSTRIAL TOOL MFG core. SUB PENDLETON 
TOOL INDUSTRIES, INC. 8150 Marbrisa Ave 
Huntington Park, Calif. SEE ADV. D-196 
Kennedy Aircraft Supply Ce 43-10 162 St., F 
SQN Y 


Brookhurst 


ushing 


Kenyon Brewster, N 


Instrument 


Land-Air, In 7444 West Wilson 


Binghamton, N. Y 
2905 14 Ave., Kenosha, 


Linke Aviation, Inc H rest 
MACWHYTE WIRE ROPE CO 
Wis SEE ADV. 0-165 

Me Inc., 1401 S. Marsha Paris, | 

Network Industries Inc Pp Box 397, Bayonne, 
N. J 

Peck & Hale, Inc., Sayville Y 

Radiaphone Co I ) East Evergreen, Monrovia, 
Calif 

Sequoia Wire & Cable Co., 2950 N. Ontario St. 
Burbank alif 

Servwell Products Co., 6541 Euclid Ave., 
Ohio 

SOUTHWEST PRODUCTS CO., 1705 South Mountain 
Ave., Monrovia, Calif SEE ADV. A-54, B-44 

James S. Spivey, Inc., 4908 Hampden Lane, Wash- 
ington 14, 0. C 

Stark Electronic Instruments Ltd., 
670, Ajax, Ontario, Canada 

Weatherhead Co. of Canada Ltd., 
St., St. Thomas, Ontario, Canada 


Cleveland 3, 


Stark Bidg., Box 


The, 109 Inkerman 


1959 AVIATION WEEK/SPACE TECHNOLOGY BUYERS’ GUIDE ISSUE 





Western Design & Mfg 
as Bidg. 344, 


Corp. Div., U. S. Industries, 
Santa Barbara Airport, Goleta, 


;. “WHITE DENTAL MFG. CO., THE, INDUSTRIAL 
Side E. 40 St., New York le, N.Y. SEE ADV 


Cable, Control 


Aerial Machine & Tool 
Island City 1, N. Y 
Airline Products Co., 5536 Satsur 
wood, Calif 
All American Aircraft 
Pacific Coast Highway 
Amalgamated Electric ore 
Ontario, Canada 
American Chain & Cable 
Bidg., Detroit, Mich 
American Chain & Cable Co., 
craft Div., 601 Stephenson 
American Stee! & Wire 
orp., Rockefeller B dg 
Arnav Fitting Corp., 32 |! 
N. J. 


Corp., 38-27 30th 


a Ave., 


Associated C 


Bethlehem Ste Bett em, Pa 
William Brand & ] Valley 
ns A 


Conn 
Bristol 


St Ww 


Aircraft Western) Ltd P B 
stevenson Field, Winnipeg, Manitoba, Canada 
Chester Cable Corp., Sub. of Miami Copper Co., Chester 

N. Y 
Consolidated Cor 
General Electr 


Bethel, Conn 
c C 1285 Boston Ave., 


onn 
HACKENSACK CABLE CORP., 99 
sack, N. J. SEE ADV. 0-199 
Kaiser Al um inurr & Lnerr J 
way, Oakland 
MACWHYTE WIRE ROPE co 
Wisc SEE ADV. D-165 
> Inc., 1401 S. Marsha 
North Electr 553 
k & Hale 
ps Dodge 
New York 22 
Rochester Rope 
R kbestos Pr 
Haven 4 
Rome Cable 
Sequoia Wire 
bank 3 
pa WwW 


Orchard St 


Sales 


2905 14 Ave., Kenosha 


i Ave 


SOUTHWEST PRODUCTS CO., 1705 South 
’ SEE ADV a5 8-44 
¥ 
Barbara Air; 


orado Fue 


Cable, Mechanical 


Airline Pr 


A 


Montreal 32 ede "Gar Ja 
HACKENSACK CABLE cor. aa 
sack, N. J. SEE ADV. 0-199 
MACWHYTE WIRE ROPE CO. 
Wisc SEE ADV. D-165 
New England Elect al Wo 
sbon, N. H 
Phelps Dodge Copper 
New York 22, N. Y 
Rochester Ropes V 
Servwell Products 1 d Ave 
hio 
SOUTHWEST PRODUCTS CO., 1705 South Mountain 
Ave., Monrovia SEE ADV A-54 B-44 
Western Design & Mfg f 
In Bidg. 344, Santa 
Calif. 


Cleveland 3 


ndustrie< 


Cameras, Aer 

Aero Service Corp., 210 E. Courtland St., Philadelphia 
20, Pa 

Aeroflex Corporat ion, The, 
Island City 1, N 


34-06 Skillman Ave., Long 


Benson-Lehner Corp., 11930 Olympic Bivd., Los 
64, Calif. 
Bulova Res. & Devel 
Woodside 77, N. Y 
Canadian Applied Research Ltd, 
Toronto 16, Ontario, Canada 
Chicago Aerial Industries, In 
rose Park, Ill 
Defense Products Div., Fairch 
Robbins Lane, Syosset, L 
Edmund Scientific Corp., 
Harrington 3, N. J 
hild Camera & Instr 
yosset, N. Y 
d Data Devices Corporat 


Labs., Inc., 62-1 


ee ses, 5362 North 
HALLAMORE “ELECTRONICS 
CORP., THE, 8352 Br 
SEE ADV. C-79 
Charlies A. Hulcher 
Virgrma 
Itek 
La 


? 


Cameras, Recording 


B DuMont Lab 
N 
Askania-Werke, A. G., | B 
Ave Bethesda, Mad 
AVCO MANUFACTURING CORP 
ADVANCED DEVELOPMENT DIV 
’ Mass SEE _ADV 


RESEARCH 


ngtor 


3RD COVER 


Research Corp 
Cocoa Beach, Fila 
Defense Products Div., Fairch 
Robbins Lane, Syosset, | 
Eastman Kodak Co., 343 State 
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0 Woodside Ave 


Angeles 


HALLAMORE ELECTRON 


CORP. THE 
SEE ADV. C-91 
rginia 

KOLLMORGEN 


PTICAL 


Cams, Metallic 


CONTINENTAL MOTOR 


v 


AND 


Canvas 





CAPS 


Industries, Inc 4 St., Tonawanda, 


Clover 
N 

Dayton Rubber Co., The, y 

Kickhaefer Manufacturing 3 
Milwaukee 4, Wisc 

Kirkill Rubber Co., Brea, Calif 

Roylyn, Inc., 1706 Standard Ave., Glendale 1,, Calif 

Specialty Plug & Cap Co., 5422 Fairlawn Ave. Baiti- 
more 15, Md 

Wollensak Optical Co, 850 Huds Ave R 


N. Y. 


Second St, 


chester, 


Caps, Filler 


Airaterra, 620 Pax Ave 

Arnav Fitting Corp 
N. J 

The J. C. Carter C 671 West 17 St 
Calif 

Collins Washington 


Culver City, Calif 

CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Dumont Aviation Assocs., 1401 Freeman Ave., P 
Box 4087, Long Beach 4, Calif 

Engineering & Manufacturing C 
Philadelphia 4, Pa 

Federal Mfg. & Engrg 
Garden City, N. Y 

Fletcher Aviation Core 
Calif 

Gabb Specia 

Reliant Industries 
Ca 

Ross & Amann, Inc 

Roylyn, Inc., 1706 Standard Ave 
Santa Anita Bae neer mg Co., 2451 
Pasadena 

SCHULZ Toot 4 MFG CO., 425 
Gabriel, Calif. SEE ADV. A-2 

Technical Development Co 305 South 
Glenoiden, Pa 

Universal Metal Products 331 
Puente, Calif 


Costa Messa 


Engineering Corp 9050 Bivd., 


611 North 40 


1055 Stewart 


Products Windsor Locks, Cor 
4935 Firestone Blvd., So 


3434 Merrick Rd., Seafor 
Glendale 


Cheste 


Vineland Ave 


Caps, Filter 


Carbon 


Carbone Corp Myrtle e Ave., Boont 
A. D. Mackay oadway, New 
National Carbon Co. D nion Carbide 
2 St New Yo 1 

arbon Co Inc b Ave., St 
St. Mary's Carbon C Sta St 
Stackpole Carbon E 3 

Marys, Pa 


super io Carbon 


West North Ave 


St Ravenna 
500 South Main 


adway P 


Cartridge, Starter 


AiResearch Mfg. Div., The 
Phoenix, Ariz 

Bendix Aviation Corp 

E 1. du Pont de Ner s in Explosives 
Dept., Wilmington 98 

General Tire & Rubber C 1708 
Akron 9, Ohio 

Lucas-Rotax Ltd. Box 115 
Ontario, Canada 

Mechanics Res. Div., American Machine & F 
1104 S. Wabash Ave hicago 5 

Olin Mathieson Chemica! Corp., 460 
York 22, N. Y 

ORDCO DIV., BERMITE POWDER co, 
ton St., North Hollywood, Ca EE ADV. B-40 

otro A ew CORP. A DIV OF CHROM- 
ALLOY CORP. Box 187, Edwardsville, | 
SEE AoW. 8-40 

Sundstrand Aviation Div., Sundstrand Machine Too! Co 
2421 ith St., Rockford, Ii! 

Talco Engineering Co., 2685 State St., Hamden, Conn 

THIOKOL CHEMICAL CORP... 780 N. Clinton 
7, N. J. SEE ADV. D-181 


>arret 


Englewood Ave., 
Station H Toronto 
oundry Co 


Park Ave., New 


11120 Cumps- 


Trento 


D-18 


Case Hardening Equipment 


Goodyear Aircraft Corp., 1210 Massilon Rd., Akron 15, 


Ohio 


Cum, | Data & Map 


Newark 5, N. J 
Niagara 


tham orp., 2 Johnson St 

BELL AIRCRAFT ‘CORP., Niagara Falls Bivd 
Falls, N. Y. SEE ADV. A-46 

Boyt Harness Co 303 New York Ave., 
lowa 

Bristol Aircraft Western Ltd P. 0. Box 874 
Stevenson Fieia, Winnipeg, Manitoba, Canada 

Buffalo Metal Container Corp., 35 Roetzer St., Buf- 


Des Moines 5, 


Wisc 


Ind 
2 West 13 St., New 
orth Cahuenga Bivd 


0. Box 25825 


Angeles 


Angeles 


Washington S 


- 


hic 


North Garvin 


ockfor 


Castings, Centrifugal 
(Ferrous) 


Hawthorne Ave 
The Shenango 


The Shena 
Dover, Ohio 
N. J 
Henry W. Oliver Bidg 
Pa 
d-Ridge, N. J 


Processing Div Buffalo 


Boston 27 


Lebanon, Pa 
Harney DOr. 


Castings, Centrifugal 
(Nonferrous) 


Alton Iron Works, Ir 1205 38th Street, Brooklyn 


18, N. Y 
Amaigamated Stee i Broadway 
Cleveland 5, Ohio 


& Wire Ave. 


American Brake Shoe Cc 530 Fifth Ave., New York 


36, New York 
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American Non-Gran Bronze Co., Old Lancaster Rd 
Berwyn, Pa 

Ampco Metal, inc. 
Wisc 

Buckeye Brass & Mfg. Co., 
Cleveland 3, Ohio 

Centrifugaily Cast Products Div., The 
Furnace Co., West Third St., Dover, Ohio 

Curtiss-Wright Corp., Wood-Ridge, N. J 

Division Lead Co., 7742 W. 61 Pi., Summit, | 

Haynes Stellite Co. Div., Union Carbide Corps., Gen 
eral Office & Works, Kokomo, Ind 

Homalite Corp., 11-13 Brookside Or 
Del 

International Nickel C Inc The, 67 
New York 5, N. Y 

Mueller Brass Company, Port Huron, Michigan 

Oregon Metallurgica! Corp., Albany, Ore 

Propulsion Development Labs., 1120 Ei Segundo Bivd 
Et Segundo, Calif 

Randall Graphite Bearings, Inc P. 0. Box 
Greenlawn & Lake Sts., Lima, Ohio 

Stoody Co., 11928 East Slauson Ave., Whittier 

True Alloys, Inc., 284 South Summit Ave., Detro 
Mich 

Wheel Craft Co 
1120 W. Foot 


1745 South 38th, Mitwavkee 46 


6412 Hawthorne Ave 


Shenang 


Wilmington 16¢ 


Wal! t 


Corp. Div Monarch Silver King, 
hn Bivd., Azusa, Calif. 


Castings, Die (Ferrous) 


ACF Industries, In 750 Third Ave., New York 

N. Y 

Alton iron Works 
18, N. Y 

Amaigamated S Corp Broadway 


Lieveiang 5 
Bendix Aviation 


1205 38th Street, Brookly 
& Wire Ave 


Detroit 2, M 
Uliver & 


Ave Ar 


Cahuenga Bivd., North 


50 South Gray 
Wesiey Street, Et 
Harney 
George Ave 
Pittsburg 


3 Gateway Center 


Ave N.Y. 17, N 
38th Street, Brooklyn 


Alcoa Bidg., Pitts- 


dway & Wire 


Be 


Homes Ave 
Mtg. Ce Be 
outh Ma 


mmit 
he Dow hemica *) Mid 3, Mich 
THE ELECTRIC AUTO-LITE CO., Toledo 1, Ohio. SEE 
ADV. 0-158 
>. W. Galloway Co., 220 South First Ave., Arcadia, 
Calif 
ordc Enterprises, 5362 North Cahuenga Bivd., N 
Hollywoo Calif 
dustrial! Products, Bridgeport 
St., Bridgeport 2, Conn 
R. Mallory & C Inc South Gray 
Indianapolis 6, Ind 
1361 S. Broadway, Denver 10, Colo 
2800 Tyler Rd Willow R 


Brass Co., 30 Gra 


Mich 
Nationa ac 11 Br 
New Piast t 102¢ 

Angeles 38 


adway, New York 6, WN. Y 
North Sycamore Ave 
Osborne Electric G Ltd. 95 Wesley Street, Etob 
coke, Toronto 14, Ontario, Canada 
Pabcast, In 355 West 0 St 0. Box 403, 
Gardena, Calif 
_ arb r) 
Cleveland 5, Ohio 
THOMPSON PRODU TS, INC, Genera 
and 17, Ohio. SEE ADV. D-170 
West inghc t r 3 Gateway Center, P. ¢ 
Box 868 * Pittsburgh 30, Pa 


George Ave 


Cleve- 


Offices 


Castings, Investment 


Arwood Precision Castings Corp., 321 West 44 
New York 36, N. Y 


BUYERS’ GUIDE ISSUE 





CEMENT 


Du-Co Ceramics Box 587, Butler 8, Pa cast, Inc., t t B 4 s a C 4644 V T y Ave 
Investment Casting Co., 60 Brown Ave pringfield, C 
N. J. 


Castings, Precision (Ferrous) By 
THOMPSON PRODUCTS, INC GENERAL OFFICES 

ACF Industries, Inc., 750 Third Ave., New York 17, eveland 17, Ot SEE ADV. D-170 

N.Y r I 26 t t Av etroit 9 
The Advanced dry Co., 1 Seminary Ave., Dayton 

3, Ohio 
Airtron, Inc., 101 Elizabeth Ave., Linden, N. J 
Alloy Prec.s C f Ce 3855 W 15 t, Cleve- 


1205 38th Street, Brooklyn 


Brake Shoe Co., 530 Fifth Ave. New York 
New York 

Austena Inc 224 E. 39 St., New York 
Morris Bean & Ceo Hyde Rd Yellow Spring 
Bendix Aviation p., Fisher Bidg., Detroit 2, WN ’ . ‘ 
Buckeye Grass & Mfg. C 6412 Hawthorne d bustries Ave., New 

Cleveland 3 hio 7 
Consolidated Foundries & Mfg. Core Micro Pre 

Castings C Div., 116 West Gibbs St., Whiteha 

Mich 
Crucible Stee! Co. of America, Henry W 

Mellon Sq., Pittsburgh 30, Pa 
Curtiss-Wright orp Wood-Ridge, N 
urtiss-Wright Corp., Metals Process 


Div, F-R Mac 
Woodside 77 


THE ELECTRIC AUTO-LITE CO 
ADV. 0-158 


Mfg 

haw Proces f 

Washinaton. N. Y 

THOMPSON PRODUCTS, INC. GENERAL OFFICES 


evela l SEE ADV. 0-170 


steway Ce 


Castings, Precision 
(Nonferrous) 


va zZ “ 
WEATHERHEAD CO., THE 
SEE ADV. A-43 


BUCKEYE IRON & BRASS WORKS 
ayt 1, OF SEE ADV. 0-197 


Hayes Industries 
Mich 
Hayres Stellite C Div., Union Carbide 
Office & Works, Kokomo, Ind 
Homalite Corp 11-13 Brookside Or r © Dow Chemical ¢ v 
166, De THE ELECTRIC AUTO-LITE 
Internationa Inc., ‘ S ADV. 0-158 
New York ‘ 
P. R. Ma Co., Inc., 50 South Gray St 
apolis 6, | 


e 


Morr is ’ 7 Hyde Rd., Yellow Springs, Ohio 

Morse Instrument Cc The, 21 Clinton St Hudson, 
Ohio 

National Precision Casting Corp. Div. The Beryllium 
Corp., P. 0. Box 396, Pao Pa 

New Plastic Corp 1026 North Sycamore Ave., Los Haynes Steilite C c 
Angeles 38, Caiif era fice & Works 
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CEMENT 
Cement, Pipe-Joint 


The Ame Wire Co., New Haven, Conan 
The, 7301 Bessemer Ave., Cleveland 27, 


Arco Co., 
Ohio 
Aviquipo of Canada Ltd. 636 St. Paul 
Montreal, Quebec, Canada 

Cart H. Biggs Co., Biggs Bidg., 2255 Barry Ave, 
Los Angeles 64, California 

Philip Carey Mfg. Co., The, Lockland, Cincinnati 15, 
Ohio 

Dixon Corp., 7-21 Burnside St., Bristol, R. 

The Hallemite Mfg. Co., 2446 West 25 St., 
13, Ohio 

Haveg Industries, Inc., 
ton 8, Del. 

R. M. Hollingshead 2. aay acne Sales 
Div., 840 Cooper S Camden, N. 
David Minkoff Co., as West 18lst ‘x. 

y 


St. W, 


1. 
Cleveland 


900 Greenbank Rd., Wilming- 


New York, 


N 

United Shoe Mchy. 
Mass. 

X-Pando Corporation, 
City 1, New York 


Corp., 140 Federal St., Boston 7, 


43-15 36th St. Long Island 


Cement, Plastic (See Also 
Adhesives) 


American Latex Products Corp., 3341 W. El Segundo 
Bivd., Hawthorne, Calif 

Aries Laboratories, Inc., 45-33 Davis St. 
City 1, WN. Y. 
Cari H. Biggs Co., Biggs Bidg., 
Los Angeles 64, California 
The Borden Chemical Co. Div., The Borden Co., 350 
Madison Ave., New York 17, 
Cadillac Plastic & Chemical Co., 
Detroit 3, Mich. 

Chemical Sales Div., Shell Chemical Corp., 380 Madi- 
son Avenue, New York 17, N. Y. 

Cooper Industries, Inc., 3722 West North Ave., Chi- 
cago 39, Ill. 

Dayton Rubber Co., The, Dayton, Ohio 

Emerson Cuming, Inc., 869 Washington St., 
Mass. 

Firestone Tire & Rubber Co., 
Akron 17, Ohio 

G. W. Galloway Co., 
Calif. 
B. F. Goodrich Ind. 
Akron 11, Ohio 
The Hallemite Mfg. Co., 
13, Ohio 

Haveg Industries, 
8, De 

R. M. Hollingshead Corp., Ser age) Aviation Sales 
Div., 840 Cooper St., Camden, ‘ 

Houghton Laboratories inc., 322 \esustace Ave., Olean, 
N.Y 


22 East 40 St., New York 16, N. Y. 
14066 Garfield Ave., Paramount, 


Long Island 
2255 Barry Ave., 


N. Y. 
15111 Second Ave., 


Canton, 
1200 Firestone Pkwy., 


220 South First Ave., Arcadia, 


Prods. ‘Co., South Main St. 


2446 West 25 St., Cleveland 


Inc., 900 Greenbank Rd., Wilmington 


Johns-Manvi lle, 

Lebec Chemica! Corp., 
Calif. 

Market 
Cedar Ave., 

David Minkoff Co., 
N. Y. 

Narmco Industries, Inc., Research & Development Divi- 
sion, 8125 Aero Drive, San Diego 11, California 
Narmco Resins & Coatings Co., 600 Victoria Street, 
Costa Mesa, Calif. 
National Starch ae 
York 17, WN. Y. 

Permacel, New Brunswick, N. J. 

Reichhold —— cals, Inc., 525 North Broadway, White 
Plains, WN. 

THIOKOL commen yx 
7, N. J. SEE ADV. 

United Shoe Mchy. — ,- Federal St., 
Mass. 

X-Pando Corporation, 43-15 36th St., 
City 1, New York 

Zippertubing Co., The, 752 S. San Pedro St., Los 
Angeles 14, Calif. 


Service Dept., Rem Plastics, Inc. 5144 S. 
Lansing 9, Mich 


815 West 18lst St., New York 11, 


Inc., 750 Third Ave., New 


780 N. Clinton, Trenton 
Boston 7, 


Long Island 


Cement, Rivet 


United Shoe Mchy. Corp., 140 Federal St., Boston 7, 
Mass. 


Cement, Rubber 


American Latex Products Corp., 3341 W. E! Segundo 
Bivd., Hawthorne, Calif. 

Armstrong Cork Co., West Liberty St., Lancaster, Pa. 

Aviquipo of Canada Ltd, 636 St. Paul St. W., 
Montreal, Quebec, Canada 

The Borden Chemical Co. Div., The Borden Co., 350 
Madison Ave., New York 17, N. Y. 

Samuel Cabot, Inc., 141 Milk St., Boston, Mass. 

Connecticut Hard Rubber Co., The, 407 East St., New 
Haven, Conn. 

Dayton Rubber Co., The, Dayton, Ohio 
Durkee-Atwood Co., 215 Worth East Seventh St., 
Minneapolis 13, Minn. 
Firestone Tire & Rubber Co., 

Akron 17, Ohio 


1200 Firestone Pkwy., 


D-20 


General poate Co., Silicone Products Dept., Water- 
¥. 
Tire & Rubber Co., 
Akron 9%, Ohio 
F. Goodrich Canada, Ltd., 
Canada 
B. F. Goodrich Aviation Products, 500 South Main 
St., Akron, Ohio 
B. F. Ind. Prods. Co., 


1708 Englewood Ave., 
Kitchener, Ontario, 


South Main St., 


New York, N. Y 
Erie St., Stratford, 


E. Greiner Co., 22 N. Moore St., 

Griffith, G. L. & Sons Ltd., 341 
Ontario, Canada 

Gutta Percha & Rubber, Ltd., 
Toronto 3, Ontario, Canada 

R. M. Hollingshead Corp., Government-Aviation Sales 
Div., 840 Cooper St., Camden, N. J 

Johns-Manville, 22 East 40 St., New York 16, N.Y. 

Lebec Chemical Corp., 14066 Garfield Ave., Paramount, 
Calif. 

National Starch | poe. Inc., 750 
York 17, 

Permacel, New } N. J 

THIOKOL CHEMICAL CORP.. 780 N.C 
7, N. J. SEE ADV. D-181 

United Shoe Mchy. Corp., 140 Federal St 
Mass. 

United States Rubber Co., 
New York 20, N.Y 
Zenith Plastics Co., Sub., Minnesota Mining & Mfg. 

Co., 1600 West 135 St., Gardena, Calif. 


114 O'Hara Ave., 


Third Ave., New 


nton, Trenton 


Boston 7, 


1230 Ave. of the Americas, 


Cement, Rubber-to-Metal 


American Latex Products Corp., 3341 W. El! Segundo 
Bivd., Hawthorne, Calif 

Armstrong Cork Co., West Liberty St., 

Aviquipo of Canada Ltd. 636 St 
Montreal, Quebec, Canada 

Car! H. Biggs Co., Biggs Bidg., 
Les Angeles 64, California 

The Borden Chemical Co. Div., The Borden Co., 350 
Madison Ave., New York 17, N 

Samuel Cabot, Inc. 141 Milk St. 

Connecticut Hard Rubber Co., The, 
New Haven, Conn 

Dayton Rubber Co., The, Dayton, Ohio 

Emerson Cuming, Inc., 869 Washington St 
Mass. 

Firestone Tire & 
Akron 17, Ohio 

Gates Engineering 
99, Del 

B. F. Goodrich 
Canada 

B. F. Goodrich Ind 
Akron 11, Ohio 

Hewitt-Robins, inc., 

Houghton Laboratories 
Olean, N. Y. 

Johns-Manville, 22 East 40 St 

Lebec Chemical Corp., 14066 
mount, Calif 

David Minkoff Co., 815 
N.Y 

National Starch Prods., 
York 17, Y 

Permacel, New Brunswick, N. J 

Technical Information Service, Dow 
Midland, Mich. 

United Shoe Mchy. 
Mass 

United States Rubber Co., 1230 Ave 
New York 20, N.Y 

X-Pando Corporation, 
City 1, Y. 

Zenith Plastics Co., Sub., 
Co., 1600 West 135 St., 


Lancaster, Pa. 
Paul St. W., 


2255 Barry Ave., 


Boston, Mass 
407 East St., 


Canton, 


Rubber Co., 1200 Firestone Pkwy., 


West St., Wilmington 


Canada, Ltd., Kitchener, Ontario, 


Prods Co., South Main St., 
Glenbrook P 


Inc., 322 


Stamford, Conn. 
Houghton Ave., 


New York 16, N. Y 
Garfield Ave., Para- 


West 18lst St., New York, 


Inc., 750 Third Ave., New 


Corning Corp., 


Corp., 140 Federal St., Boston 7, 


of the Americas, 
Island 


43-15 36th St., Long 


Minnesota Mining & Mfg. 
Gardena, Calif. 


Cement, Wood 


West Liberty St., Lancaster, Pa. 
Paul St. W., Mont- 


Armstrong Cork Co., 

Aviquipo of Canada Ltd., 636 St. 
real, Quebec, Canada 

Dayton Rubber Co., The, Dayton, Ohio 

Emerson Cuming, Inc., 869 Washington St., 
Mass. 

Firestone Tire & Rubber Co., 
Akron 17, Ohio 
Houghton Laboratories 

Olean, 
Johns-Manville, 22 East 40 St., New York 16, 
Lebec Chemical Corp., 14066 Garfield Ave., 

mount, Calif. 
David Minkoff Co., 
N.Y 


Canton, 
1200 Firestone Pkwy., 


Inc., 322 Houghton Ave., 


N.Y. 
Para- 


6815 West 18lst St., New York, 


National Starch Prods., Inc., 750 Third Ave, New 
Y. 


York 17, 
Permacel, New Brunswick, N. J. 
Electrolizing Sales, Inc, 1406 East 

Angeles 21, Calif. 


15 St. Los 


Ceramics (See Also Coatings) 


ACF Electronics, ACF Industries, Inc., 1332 North 
Henry St., Alexandria, Va. 
Aerophysics Development Corp., P. 0. Box 689, Santa 


Barbara, Calif. 


Andrew Parts Manufacturing Co., 32-70 31 St., Long 
Island City 6, New York 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 

The Borden Chemical Co. Div., The Borden Co., 350 
Madison Ave., New York 17, N.Y 

The Brush Beryllium Co., 4301 Perkins Ave., Cleve- 
land 3, Ohio 

California Metal Enameling Co., 
Ave., Los Angeles 22, Calif 

Columbia Research Laboratories, 
Buliens Lane, Woodlyn, Pa 

Consolidated Electrodynamics Corp., 
Madrevilla, Pasadena 15, Calif. 

Cooper Development Corp., 2626 S. Peck Rd., Monrovia 
Calif 

Dbm Research Cor 
Cocoa Beach, Fla 

Del’s Tumbling Service, 
Mich 

Du-Co Ceramics Co., Box 587 

THE ELECTRIC AUTO-LITE CO., 
ADV. 0-158 

Electro Metallurgical Co. Div 
30 E. 42 St New York 17 

Emerson Cuming, Inc., 869 Washington St., 
Mass 

Chas. Engelhard, Inc 
ark, N.J 

General Ceramics Corp., Keasbey, N 

General Electri Co Metallurgica 
11107 E. Eight Mile Dr., Detroit 32 

General Electric Co SEC Dept., West 
Auburn, N. Y 

Gladding, McBean & Co., Ol Los Feliz 
Angeles, Calif 

Goodyear Aircraft 
15, Ohio 

Gulton Industries 12 Du m Ave., Metuchen, WN. J 

v Kirchberger & ) 83-91 West Forest 
Avenue, Englewood oN 

Lodge Aviation Spark Plugs 
Burbank, Calif 

Louthan Mfg. Co., . 781 
Ohio 

Marquardt Aircraft Co., 555 Saticoy St., Van 
Nuys, Calif 

Metal & Thermit Corp., 

Metallizireg Engineering 
Ave., Westbury, L . 

Minneapolis-Honeywei! Regulator Co Aeronautica! 
Div., 2600 Ridgway, Minneapolis 13, Minn 

ao heon Mfg Gs Ceramic Sales, Waltham 54, Mass 

rs Corp., Rogers, Conn 

SOLAR AIRCRAFT CO., 2200 
12, Calif. SEE ADV. A-58 

Technical Research Group, Inc., 2 Aerial Way, 
N.Y. 

Tronex Inc., 

Vitro 


6904 E. Slauson 


Macdade Blvd. & 


300 WN. Sierra 


Stoddard Bidg., P. 0. Box 521 


232 N. Rosemary, Dearborn 
Butler 8 


Pa. 
Toledo 1, Ohio. SEE 


Union Carbide Corp 
N.Y 
Canton 


850 Passaic Ave., East New- 


J. 
Products Dept., 
Mich. 
Genesee St 


Bivd., Los 


Massilon Rd., Akron 


4315 Riverside Drive 


East Liverpoo 


1101 Prospect 


‘e) 


Pacific Hwy., San Diego 


Syosset, 


Ninth & G St 

Corp. of America, 
York 16, N. Y 

Western Gold & Platinu o., 525 
Belmont, Calif 

Westinghouse Electric Cor 
Box 868, P ttsburgh i 

Zenith Plastics C Sub Ainnesota Min 
Co., 1600 West 135 St. "Gar dena, 


e, N. J 
Madison Ave. New 


Harbor Bivd 


sateway Center, P. 0 
ng & Mfg 
Calif. 


Chain (Brass, Steel, etc.) 


Auto Swage Products, Inc., 245 Canal St., Shelton 
Conn 


Colonial Alloys, 
Pa. 

Diamond Chain Co., c.. 426 
Gianapolis 7 

Dominion Chain Company, Ltd 800 
Niagara Falls ntar Canada 

Electric Steel 2141 Northwest 
Portland 10, 

Link-Belt Company, Dept 
Chicago 1, Il! 

Sierra Engineering Co., 123 
Sierra Madre, Calif. 


Ridge Ave. & Crawford, Philadelphia, 


Kentucky Ave, In- 


Bender Hill, 


Foundry Co., 25 Ave., 
Oregon 
AWGL-58, Prudential Plaza, 


East Montecito Ave., 


Chains & Sprockets (For 
Actuating Controls & 
Mechanisms) 


& Machine 
Calif. 
Inc., 1205 


Advance Gear Corp., 5851 Holmes Ave., 
Los Angeles 1, 

Alton Iron Works, 
18, N.Y 

Breeze Corporations, 
N. J. 

Chain Belt Co., 
1, Wisc 
Diamond Chain 
dianapolis 7, 
Foote Bres. Manufacturing Co., 
Ave., Chicago, Il! 
Link-Belt Company, 
Chicago 1, Ill. 
Prudential Industries, Atlas Precision Pdts. Co. Div., 
Castor & Kensington Aves., Philadelphia 24, Pa 
Sierra Engineering Co., 123 East Montecito Ave., 

Sierra Madre, Calif. 
Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 
Hwy., Lynwood, Calif. 


38th Street, Brooklyn 


Inc., 700 Liberty Ave., Union, 
4701 West Greenfield Ave., Milwaukee 

Inc., 426 Kentucky Ave., In- 
4545 South Western 


Dept. AWGL-58, Prudential Plaza, 
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Channels, Metallic (See Also = * ./,,°92°'52, Srermer! Se 8 & “4 a 
Specific Materials) agan Chem cae 2. Se Ce 


Alloy Metal Sales Ltd., 181 Fleet Street East, Toronto 
2, Ontario, Canada 

Bridgeport Brass Co. 30 Grand St , Bridgep 
Conn 

Champion Aircraft Corp., Osceola, Wisc 

Harvey Aluminum, 19200 South Western Ave 
rance, Calif 

Kaiser Aluminum & Chemical Sales, Inc., 1924 Broad- 
way, Oakiand 12, Calif 

C. Kent Corp 135 Manchester P Newark, N 

Olin Mathieson Chemical Corp., Metals Div., 400 Park 
Ave New York 

Joseph T. Ryerson & 16 & Rockwe 
P. 0. Box BO00A ago 80, |! 

Schiege! Mfg 15 Road, Roches 
N.Y 

U s Stee Corr 525 W am Penn P Pit 
30, Pa 

TEMPLET INDUSTRIES, INC., 701 Atkins Ave 
yn 8 N.Y SEE ADV. 0-204 

Universa Meta Products, 331 Vineland Ave 
Puente, Calif 


Channels, Nonmetallic (See 
Also Specific Materials) 


Auburn Mfg C Middletown, Conn j 
Emerson Plastics rp 1383 Seabury Ave Bron I Pittst sh Phat : 632 Fort Duquesne Bivd 
N.Y Pitt gn a 
Kink Rubber C Brea, Calif PROPELLEX CHEMICAL CORP... A DIV. OF CHROM 
Mica Insulator C Minnesota Mining & Mfg ALLOY CORP F Box wardsville 
797 Broadway, Schenectady 1, N. Y SEE ADV. 8-40 
Polymer Corr The, Reading, Pa Re , 2 
Schiege! Mfg. Co., 1555 Jefferson Road F y y 
N.Y bid 30 ~«E ‘2 St INENTAL MOTORS 
Synthane Corp Oaks, ‘ y l DIV i ‘ 
Zippertubing The o St f t 
Angeles 14 alif 


» 92 P 


Charts & Maps 


Aeroflex 
Isiand ty 
Aerojet-Genera 
Azusa, Ca 
Autometric C 


Chemical Milling 


Beech Air 
E. Greiner 
Lockheed Air 
anch 
Piasecki Aircra Core Island Rd . +. > 
port, Philadelphia Pa gE er-} r fg 47 
Repub Aviat ic rp., Farmingdale, N. Y ae e Med 


Turco Products, Inc, 6135 South Central Ave, Los  impUSTRIAL TOOL MFG. CORP., SUB., PENDLETON 
gg ™*Fy , i aia aie TOOL INDUSTRIES, INC Marbrisa Ave 
; we, 3700 Resecrans Ave Huntington Park, Calif. SEE ADV 


L g 
alifornia 


| Millin 
Manhattan Beach, C 
= tte 


Chemicals 


te ‘ 


I Camp Bowie & t CONTINENTAL MO 
Worth x DIV. Musk 
AMERICAN POTASH & CHEMICAL CORP.. 3000 w 
Sixth St Los Angeles 54, Calif SEE ADV. 8-35 
Anderson Cher . 3940 ummit St Weston 
Mich 
Be'mont me't Refining Wks. Ind 330 Belm 
Ave Br Y 
J. Bishop & C F yum Works, Malvern 
The Borden Chemica! ¢ D The Borden 
Madison Ave. New York 
Bram Meta 9 
Philadelphia 2 
Callery Chem. C 
Pa 
Cee Bee Chemica 
Downey, Calif 
Chemicals & Plastics Food Mach 
Corp., 161 E. 42 St., New York 
Chemical Sales Div., Shell Chemica! C 
son Avenue, New York 17, WN. Y 
Davison Chemical Company Div, W. R 
101 WN. Charles St., Baltimore 3, Md 
The Dow Chemical Co., Midland, Mich 
Enthone, Inc., Sub. of American Smeiting & Refining 
Co., 442 Elim St., New Haven, Conn 
Food Machinery & Chemical Corp, P. 0. Box 760 
San Jose 6, Calif 
General Electric Co., Silicone Products Dept., Water- : 
—ms.¥. milto roduct : Clamps, Hose 
B. F. Goodrich Canada, Ltd, Kitchener, Ontario, Ave., Lancaster, Pa 
Canada Jardur Aviation Co., 874 Broadway, New r Aero Gasket 
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CLAMPS 


Aero Metal Products Corp., 
Caldwell, N. J. 

Aeroquip (Canada) Ltd., 287 Bridgeland Ave., Toronto 
9, Ontario, Canada 

Aircraft Components, Inc., Woodland Ave., 
Airport, Benton Harbor, Mich. 

— Fitting Corp., 32 Industrial Ave., 

J. 


787 Passaic Ave., West 


Twin Cities 
Little Ferry, 


Artisan Engineering & Mfg. Co., Inc., 5037 West Jef- 
ferson Bivd., Los Angeles 16, Calif. 

Avica Corp., °. 0. Box 180, Newport, R. I. 

Aviquipo of Canada Ltd, 636 St. Paul St. W., Mont- 
real, Canada 

The Bastian-Blessing Co., 
Chicago 46, Ill. 

Bestobell (Canada) Ltd., 4 Bestobeli Rd., Toronto 14, 
Ontario, Canada 

Breeze Corporations, Inc., 
N. J. 

Brewer a al Core 111-113 Port Watson 
St., Cortland, 

BURNDY Cone, OMATON DIV., Norwalk, Conn. SEE 


ADV. 

CONTINENTAL MOTORS CORP., a ENGINE 
DIV., Muskegon, Mich. SEE Aov. 

Crane Company, 836 S. Michigan, jo, TH. 

Dumont Aviation Assocs., 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif. 

Eaton Mfg. Co., Reliance Div., 25 Charles Ave., S. E., 
Massillon, Ohio 

Geo. K. Garrett Co., Inc., 
St., Philadelphia 36, Pa. 

Garron Aircraft Supply, Iinc., 
York 3, WN. Y. 


4201 W. Peterson Ave., 


700 Liberty Ave., Union, 


The, 


Torresdale Ave. at Tolbut 
5 Union Square, New 
Kitchener, Ontario, 


New York, N. Y. 


E. Greiner Co., 22 N. Moore St., 
& 114 O'Hara Ave, 


Gutta Percha Rubber, Ltd, 
Toronto 3, Ontario, Canada 

Hanler Corp., 6 N. Bond St., Mt. Vernon, N. Y. 

Hansen Mfg. Co., The, 4031 West 150 St., Cleveland 
35, Ohio 

Joclin Mfg. Co., 30 Lufbery Ave., Wallingford, Conn 

Kickhaefer Manufacturing Co., 901-03 Second St., 
Milwaukee 4, Wisc. 

Marman Div., Aeroquip Corp., 11214 Exposition Bivd., 
Los Angeles 64, Calif. 

Meco Inc., 1401 S. Marshall, Paris, Ill. 

Mercury Air Parts Supply Co. Inc., 3826 Willat Ave., 
P. 0. Box 135, Culver City, Calif. 

Monadnock Millis Sub., United-Carr Fastener Corp., 
1977 First Ave., San Leandro, Calif. 

National Utilities Corp., 826 South Arroyo Pky., 
Pasadena 2, Calif. 

Fred T A .. Danbury Rd., Wilton, Conn 

SPECIALTY PRODUCTS CORP., 29980 Lakeland Bivd., 
Wickliffe, Ohio. SEE ADV. D-209 

TA Mfg. Corp., 4607 Alger St., Los ee 39, Calif. 

Timmerman Products, Inc., P. 0. Box 6688, Dept 16, 
Cleveland 1, Ohio 
Titefiex, Inc., Hendee St., Springfield 4, Mass. 

United ‘Supply Co., 3676 S. Broadway Pl., Los Angeles 

—— Products, 331 Vineland Ave., La 

VICTOR EQUIPMENT COMPANY, 844 Folsom St., San 
Francisco 7, Calif. SEE ADV. D-185 

WITTEK MFG. CO., 4305 West 24th Pl, 
lil. SEE ADV. 6-207 


Chicago 23, 


Clamps, Mechanical Cable 


Aero Gasket Corp., 763 Hanover Rd., Meriden, Conn. 


Aero Metal Products Corp., 787 Passaic Ave., West 
Caldwell, N. J. 

Ampheno! Canada Ltd., 300 Campbell Ave., Toronto 9, 
Ontario, Canada 

Arnav Fitting Corp., 32 Industrial Ave., 


N. J. 

BURNDY CORP., OMATON DIV., Norwalk, 
ADV. D-159 

160 Bartley Or., Toronto 


Little Ferry, 
Conn. SEE 


Cannon Electric Canada Ltd., 
16, Ontario, 
Copperweid Steel 


Pa. 

Deutsch Co., The, 7000 Avalon Bivd., Los Angeles 3, 
California 

Dumont Aviation Assocs, 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif. 

Garron Aircraft Supply, Inc., 5 Union Square, 
York 3, N. Y. 

Hanler Corp., 6 N. Bond St., Mt. Vernon, N. Y. 

Joclin Mfg. To., 30 Lufbery Ave., Wallingford, Conn. 

Kickhaefer Manufacturing Co., 901- 03 Second St., 
Milwaukee 4, Wisc. 

Lamson & Sessions Co., 
Cleveland 9, Ohio 

Lunn Laminates, Inc., Oakwood Rd. & West 11 St., 
Huntington Station, N. Y. 

Meco Inc., 1401 S. Marshall, Paris, Ill. 

TA Mfg. Corp., 4607 Alger St., Los Angeles 39, Calif. 

Tinnerman Products, Inc., P. 0. Box 6688, Dept. 16, 
Cleveland 1, Ohio 

Universal Metal Products, 
Puente, Calif. 


Co., Wire & Cable Div., Glassport, 


New 


The, 5000 Tiedeman Rd., 


331 Vineland Ave. La 


Clamps, Special (To 
Specifications) 
— + te Mfg. Corp., 540 Casanova St., Bronx 


D-22 


Accessories Manufacturers, Ltd., 641-645 St. James 
St., W., Montreal, Canada 

Aerial Machine & Tool Corp., 38-27 30th St., 
Island City 1, WN. Y. 

Aero Gasket Corp., 763 Hanover Rd., Meriden, Conn. 

Aero Metal Products Corp., 787 Passaic Ave., West 
Caldwell, N. J. 

Aeroquip (Canada) Ltd., 287 Bridgeland Ave., Toronto 
9, Ontario, Canada 

Aircraft Appliances & Equipment, Ltd., 585 Dixon Side 
Rd., Box 177, Toronto 15, Ontario, Canada 

Alton Iron Works, Inc., 1205 38th Street, 
18, WN. Y. 

Amphenol Canada Ltd., 
%, Ontario, Canada 
Artisan Engineering & Mfg. Co., Inc., 
Jefferson Bivd., Los Angeles 16, Calif 
Bekins Van & Storage Co., Industrial Packaging Div., 
12512 Inglewood Ave., Hawthorne, Calif 
Burklyn Company, 3429 Glendale Bivd., 

39, Calif. 
Copperweid Stee! Co., 


Long 


Brooklyn 


300 Campbell Ave., Toronto 


5037 West 


Los Angeles 


Wire & Cable Div., Glassport, 


a. 
D. S. D. Mfg. Co., The, 2964 Whitney Ave., Hamden, 


Conn 

DETROIT STAMPING CO., 350 Midland Ave., Detroit 
13, Mich. SEE ADV. D-198 

Dumont Aviation Assocs., 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif 

Federal Machine Co. Inc., 809 Garfield Ave., 
City 5, N. J. 

Flight Refueling, Inc., 
port, P. 0. Box 1701, 

Garron Aircraft. Supply, Inc., 
York 3, N.Y 

— ‘Aircraft Corp., 1210 Massilon Rd., 


Jersey 
Friendship International Air- 
Baltimore, Md. 

5 Union Square, New 


Akron 15, 


Hai ott ‘Mfg. Co., 5910 Bowcroft St., Los Angeles 16, 
Cali 

Hanler Corp., 

Hunter Spring Co., 

Hydrodyne Corp., 
Hollywood, Calif. 

— Pag Skinner Seal Div., 7350 Coldwater 

orth Hollywood, Calif 

INDUSTRIAL TOOL MFG. CORP. SUB., PENDLETON 
TOOL IDUSTRIES, INC., 8150 Marbrisa Ave., 
 ¥. Park, Calif. SEE ADV. D-196 

Janitrol Aircraft Div., Surface Combustion Corp., 
Surface Rd., Columbus 4, Ohio 

Joclin Mfg. Co., 30 Lufbery Ave., Wallingford, Conn 

Jonco Aircraft Corp., Sub. of Fairchild Engine & Air- 
craft Corp., Box 541, Shawnee, Okla 

0. G. Kelley Co., 98 Taylor St., Boston, Mass 

Kerns Manufacturing Corp., 45-18 Court Sq., 
Island City 1, N. Y 

Kickhaefer Manufacturing Co., 901-03 
Milwaukee 4, Wisc 

Lapeer Mfg. Co., 1144 West Baltimore, Detroit, Mich 

Ledkote Prods. Co., Aircraft Div., 35-01 Vernon Bivd., 
Long Island City 6, WN. Y. 
Lunn Laminates, Inc., Oakwood Rd. 
Huntington Station, N. Y 
Marman Div., Aeroquip Corp., 
Los Angeles 64, Calif 

McGregor Mfg. Corp., 2785 East Maple, 
Mich 

Meco Inc., 1401 S. Marshall, Paris 

Mercury Air Parts Supply Co. Inc., 
P. 0. Box 135, Culver City, Calif 

Miller Industries, 1525 Marion St., 
Mich 

Mineraliac Electric Co., 25 North Peoria St., 
I 

Monadnock Milis Sub., United-Carr 
1977. First Ave., San Leandro, Calif 

Nationa! Utilities Corp., 826 South Arroyo 
Pasadena 2, Calif 

Northwestern Tools, Inc., 
Ohio 

PIC Design Corp., 
Atlantic Ave., East Rockaway, 

Santa Anita Engineering Co., 
Pasadena 8, Calif. 

Servwell Products Co., 6541 Eucl 
Ohio 

Specialties Mfg. Co., Inc., 
1, Conn. 

SPECIALTY PRODUCTS CORP., 
Wickliffe, Ohio. SEE ADV. 


The Staver Co., 41 N. Saxon Ave., 
N.Y 


Vernon, WN. Y. 
Lansdale, Pa. 
Canyon Ave, N. 


6 N. Bond St., Mt. 
1 Spring Ave., 
7350 Coldwater 


4200 


Long 


Second St., 


& West 11 St., 
11214 Exposition Bivd., 
Birmingham, 


3826 Willat Ave., 
Grand Haven, 
Chicago, 
Fastener Corp., 
Pky., 
117 Hollier Ave., Dayton 3, 
Sub. of Benrus Watch Co. Inc., 477 
Ay E. Colorado St., 
d Ave., Cleveland 3, 
P. 0. Box 844, Bridgeport 
29980 Lakeland Bivd., 
-209 


Inc., Bay Shore, 


Los Angeles 39, Calif 
Brook- 


TA Mfg. Corp., 4607 Alger St., 
TEMPLET INDUSTRIES, INC., 701 Atkins Ave., 
lyn 8, N. Y. SEE ADV. D-204 
Titeflex, Inc., Hendee St., Springfield 4, Mass 
Turbo Products, Inc., 12177 Montague St., Pacoima, 
Calif. 
Universal Metal 
Puente, Calif 
Wetzler Clamp Co., Inc., 
City 1, a 
WITTEK MFG. CO., 4305 West 
lll. SEE ADV. 6-207 
Wollam Aircraft & Marine Products Co., 
Mill St., P. 0. Box 85, Celina, Ohio 


Products, 331 Vineland Ave., La 


43-15 llth St., Long Island 
24th Pl., Chicago 23 


222 South 


Clasps, Safety Belt & 
Tiedown Equipment 


Aerial Machine & Tool Corp., 38-27 30th St., Long 


Island City 1, N. Y. 


Aeroquip (Canada) Ltd., 287 Bridgeland Ave., Toronto 
9, Ontario, Canada 
—— Flight Equipment Cobourg, Ltd., 
t., Cobourg, Ontario, Canada 
qual Mfg. Co., 60 Governor St., Hartford 2, Conn 
oo Div., General Dynamics Corp., Fort Worth, 


oan Industries, Inc., 
cago 39, Il! 

Davis Aircraft Products, Inc., 
Bronx 59, N. Y 

Dumont Aviation Assocs, 1401 Freeman Ave., 
Box 4087, Long Beach 4, Calif 

Electronic Communications, Inc., 
North, St. Petersburg, Florida 

General Logistics Div., Aeroquip 
St., Burbank, Calif 

Grieff Brothers, 506 Broadway, New York, N. Y. 

H. Koch & Sons, Box 125, Corte Madera, Calif. 

Meteor Aircraft Prods., Inc., P. 0. Box 787, Fairmont 


66 Swayne 


3722 West North Ave., Chi- 


1195 Spofford Ave 
P. 0 


1501 72nc Street 


2929 Floyd 


Corp., 


Sub., United-Carr Fastener Corp., 
, San Leandro, Calif. 
Russell Mfg. Co., The, 400 East Main St., Middletown, 
Conn 
The Thermix Corp Box 1198 
Universal Meta Products, 331 
Puente, Cal 


Greenwich, Conn. 
Vineland Ave, La 


Cleaners 


Acoustica Associates, Inc., 26 Windsor Ave., Mineola, 
vy 


Aeroil Products Co., Inc. 69 Wesley St., South 
Hackensack, N. J 
Almar-York Co., Inc., 

Worth, Tex 
Aviquipo of Canada Ltd., 
treal, Quebec, Canada 
George Basch Co., The, 
Ave., Freeport, N. ‘. 
Bendix Aviation Corp sher 
BRANSON ULTRASONIC. CORP., 
Stamford, Conn. SEE ADV. 0-1 
Brulin & Co., Inc., 2939-45 Columbia Ave., 
apolis 7, Ind 
Cee Bee Chemica! Co., Inc., 
Downey, Calif 
Clayton Manufactur 
Calif. 
° . Inc., 110 Passaic Ave 
Colonial Alloys, Ridge Ave. & 
Pa 
Detrex Chem 
Wilson, P 
The Dow 


4802 Camp Bowie Bivd., Fort 


636 St. Paul St. W., Mon- 


Aircraft Div, 17-19 Hanse 
Bidg., Detroit 2, Mich 
12 Brown House Rd., 
90 


Indian- 


9520 E. CeeBee Dr., 


ng Co., P Box 550, El Monte, 
Caldwell, N. J 
Crawford, Philadelphia, 
Industries Inc., 14331 Woodrow 
ox 501, Detroit 32, Mich. 
C Midland, Mich 

American Smelting & Refining 
442 t., New Haven, Conn. 

Prods Corp., 470 Frelinghuysen 
12, N. J 

3580 Main St., Hartford, Conn. 
Wainut St., Wichita, Kansas 
Durham Ave., Metuchen, N. J. 
2446 West 25 St., Cleve- 


Fuller Brush 
Garwin, Inc., 1326 
Gulton Industries, 212 
The Hallemite Mfg. Co., 
land 13, Ohio 
Hanson-Van Winkle-Munning Co., 
wan, N. J 
Heatbath Corp., P. 0. Box 78, Springfield 1, 
. M. Hollingshead Corp., Government-Aviation 
Div., 840 Cooper St., Camden, N. J 
Homestead Valve Mfg. Co., P. 0. Box 348, Corapolis, 
Pa. 
Hooker Chemica 
S. V. 
Kano Laboratories 
Tenn 
81 Industrial Rd., 


Church St., Mata- 


Mass 
Sales 


Corp., 1 Iroquois St., Niagara Falls, 


1000 South Thompson Lane, Nash- 


Building 4, Berkeley 

~ x Chemical Co., 
i 

* paw Co., 

Oakine Products, Inc., 19 Rector St., 
N. Y. 


1021 East 55 St., Chicago 15, 


1714 South Ashland Ave., Chicago 8, 
New York 6, 


Tenafly, N. J. 
Center, Phila- 


74 Hudson Ave., 
Corp., Three Penn 


The Penetone Co., 
Pennsalt Chemicals 
dephia 2, Pa 
PIONEER-CENTRAL DIVISION, 
CORP., Davenport, lowa. SEE 
Pittsburgh Pilate Glass Co., 632 Fort 
Pittsburgh 22, Pa 

Siebring Mfg. Co., George, lowa 

L. Sonmeborn Sons, Inc., Build "9 Products Div., 
4th Ave., New York 16, N 

Toledo Paint & Chem. Co., 33 ‘aus St., 
Ohio 

Turco Products, Inc., 
Angeles 1, Calif 

West Chemical Products, 
Island City 1, N. Y 

Wilco Co., 4425 Bandini Bivd., 

Wyandotte Chemicals Corp., J. B. 
dette, Mich. 


BENDIX AVIATION 
ADV. D-208 


Duquesne Bivd., 


404 
Toledo, 


6135 South Central Ave., Los 


Inc., 42-16 West St., Long 
Los Angeles 23, Calif. 


Ford Div., Wyan- 


Cleaning Equipment 


Acoustica Associates, Inc., 26 Windsor Ave., Mineola, 
N. Y. 


Aeroil Products Co., 69 Wesley St., South 


Hackensack, N. J. 


Inc., 
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Aviquipo of Canada Ltd., 636 St 
trea Quebe Canada 

George Basch Co The, 
Ave., Freeport, N. Y 

Black & Decker Mfg. Co 
vania Ave. Towson 4, Md 

BRANSON ULTRASONIC CORP., 12 Brown House 
> d SEE ADV. D-190 


Paul St. W., Mon- 


Aircraft Div., 17-19 Hanse 


The, 600 East Penr 


r nr 
ca 


Idea 
Kelite Cor 
Heights, N 
Massa Div Cc 
Oakite Products, In 19 


Berkeley 


Mass 
Rector St rk 6, 


N y 
PIONEER-CENTRAL DIVISION, BENDIX AVIATION 
COR! Davenport, Iowa. SEE ADV. D-208 
Ransohoff North Fifth St. & Ford Bivd 
ton, Ohio 
Spencer Turbine Co., 
Lonn 
Div 
Vicksburg 
Textile Prod 
 &. J 
Turco Products 
Angeles 1, Ca 
Vapor Biast Mfg. Co., 
waukee 9, Wis 
West Chemical Pr c I -16 
Island City 1, N 
Western Sealar 
Culver ty a 
Wheelabrator Corp 143 > Byrkit St 
awaka, Ind 


Hamil- 


The, 486 New Park Ave 


Wheelabrator Corp., 1433 Avenue 


M 


Lhestnut 
Ave Los 


3142 West Atkinson Ave., Mil- 


West St., Long 


A t Jefferson Blvd 


Clevis & Rod Ends 


Associated Engineers 


C Corp., 1535 
srande Vista, Los Angeles, Calif 

SOUTHWEST PRODUCTS CO., 1705 South Mountain 
Ave., Monrovia, Calif. SEE ADV. A-54, 8-44 


Clinometers 


Cadillac Gage Box 3806. Detroit 5 
G. >scherr © New 
a F 


Mich 
York, 


Lafayette 5St., 


Clips, Battery 


Aero Metal Products ( 
Caidwe N. J 
Andrew Parts Manufact ng 
nd ty 6, New York 


inc 1441 


STANDARD WIRE & CABLE CO., 3440 Overla 
Los Angeles 34, Calif. SEE ADV. C-10 

stener Corp Carr Fastener 
ambridge 42, Mass 

Universal Metal Pr 331 V 
Puente, Calif 


United-Carr 
31 Ames 
ducts 


neland Ave., 


Clips, Conduit 


Gasket Corp 763 Hanover Rd 

Aero Meta! Products Corg 787 

Caldwell, N. J 

Air Ignition Div Robert L. Ha 
bank Bivd alif 


Fitting Corp 32 
J 


Aero Me 


Passaic 


den, Conn 


Ave West 


3318 W. Bur- 
Burbank, Ca 


Arnav Industrial Ave., Little Ferry 


1441 S. McLean Bivd., Wichita 


s Tool Works, 12917 Cerise St. 


Hawthorne, Ca 
Co-Operative Industries, In 
Corbin Products 

Crescent Plaza 


Chester, N. J 
hison 


Long 


Imternationa 
Island City 1, N 
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Dumont Aviation Assocs Freeman Ave. P 


Clips, Mechanical Cable 


Aero Gasket 
Ae Meta 
1 Owe 


la 


Kickhaefer Ma 


v aukee 4 W : 

MacWHYTE WIRE ROPE CO., 29 
Ww SEE ADV. 0-165 
Re i 9 & W 


Clips, Special (To 
Specifications) 


INDUSTRIAL TOOL MFG. CORP 
TOOL INDUSTRIES, INC hart 
Huntington Park, Calif. SEE ADV. 0-196 


sdale. * 
SUB., PENDLETON 


TA Mfg 
aif 


TEMPLET INDUSTRIES, INC., 702 
f SEE ADV. 0-204 


stene 


8, N. Y 


BUYERS’ GUIDE ISSUE 


CLOCKS 


Clips, Spring 


INC 


TEMPLET INDUSTRIES 701 
8, N.Y. SEE ADV. 0-204 


Clips, Tube 


Aer sket re ? 2 4 


Aero Meta 787 Passaic 


W. HAYDON CO., THE 
onn. SEE ADV. C-91 


New ‘ 
SPHINX-AMERICAN CORP. 12 
Park, N. Y. SEE ADV. 0-197 





CLOCKS 


ere Div., Elgin National Watch Co., Elgin, 


International om. Sites Corp., 590 Madison Ave., 
New York Y. 

United Supply co, 3676 S. Broadway Pi, Los 
Angeles 7, Calif. 


~~ 15 West 47th St. New 


Inc., Military 


Waltham Precision Instrument Co., 
Waltham 54, Mass. 


Instruments Div., Crescent St., 


Cloth, Cotton 


Acro Chemical Products Corp., Cleaveland Industrial 
, Box 255, Long Valley, N. J. 
Aeronautical Upholsterers, inc., Friendship 
Airport, Md. 


American Finishing Co., Bodiey & McMillan Sts., 
Memphis 1, Tenn. 
Aviquipo of Canada Ltd. 636 St. Paul St. W., 
Mont 
Box 110, St. Louis 


Internat’! 


real, 
Bemis Bro. Bag Co., 408 Pine St., 
, Mo. 
C. R. Daniels, Inc., Daniels, Md. 
— Fabrics, inc., 93 Worth St., 


anni Sinith Company, Ltd., 
Montreal 34, Quebec, Canada 

Sawyer Tower Co., Stanley Ave., Watertown, Mass. 
, Inc, 425 East 53rd St., New 


111 W. 40 St., New York 


New York 13, 
4285 Frontenac St, 


Wellington’ Sears ‘Co., Inc., 
18, N. Y. 


Cioth, Glass 


Upholsterers, Inc., Friendship 


Bodiey & McMillan Sts., 
Aviquipo of Canada Ltd, 636 St. Paul St. W, 
Montreal, Quebec, Canada 
Cadillac Plastic & Chemical Co., 15111 Second Ave., 
Detroit 3, Mich. 
C. R. Daniels, Inc., re Md. 
Duracote Corp., 350 N. Diamond St., Ravenna, Ohio 
— Fabrics, _ 93 Worth St. New York 13, 


cried 506 Broadway, New York, WN. Y. 
Haveg Industries, Inc. 900 Greenbank Rd. Wilming- 


ton 8, Del. 

Hess-Goildsmith & Co., Inc., 1400 Broadway, New York 
18, WN. Y. 

Market Service Dept., Ren Plastics, Inc., 5144 S. Cedar 
Ave., Lansing 9, Mich. 

Owens Corning Fiberglas 


Corp., 
Telegraph Rd., Los Angeles 22, Cal 
Ross-Smith Company, ~~ 4285 Frontenac 
Canada 


Aeronautical Internat’! 
Airport, Md. 

American Finishing Co. 
Memphis 1, Tenn. 


ley Ave., 
Inc., 425 East 53rd Per New 


United Merchants Industrial Fabrics, 1412 Broadway, 
New York, NW. Y. 


Cloth, Linen 


Aeronautical Upholsterers, Inc., Friendship Internat’! 
Airport, Md. 
C. R. Daniels, Inc., Daniels, Md. 


—- Fabrics, inc., 93 Worth St., New York 13, 


Bg Tower Co., Stanley Ave., Watertown, Mass. 
J. H. Thorp aoe Inc., 425 East 53rd St., New 





Inc., Friendship Internat’! 
Bodley & McMillan Sts., 
636 St. Paul St. W., 


Aeronautica! Upholsterers, 
Airport, Md. 

American Finishing Co., 
Memphis 1, Tenn. 

Aviquipo of Canada Ltd., 
Montrea!, Quebec, Canada 

— & Aikman Corp., 200 Madison Ave., New York 

Y. 


N. 
Cc. ® Daniels, Inc., Daniels, Md. 
Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 
Grieff Brothers, 506 Broadway, New York, N. Y. 
Irving Air Chute Co., 1315 Versailles Rd., Lexington, 
Ky. 
Fred H. Lowenstein, P. 0. Box 1007, Church St. Sta., 
New York 8, N. ¥. 
Plymouth Rubber Co., Canton, Mass. 
Ross-Smith Company, 4285 Frontenac St., 
Montreal 34, Quebec, 
Sawyer Tower Co., Stanley Ave., Watertown, Mass. 
WwW. S. Shamban & Co., 11617 West Jefferson Bivd., 
ite City, Calif. 
Thorp a oo. Inc., 
* York 22, N. 


Inc., Revere St., 
Ltd., 
Canada 


425 East 53rd St., New 


D-24 


Wesiagien Seas Co., Inc., 111 W. 40 St., New York 


18, 


Cloth, Plastic 
. Cleaveland Industrial 


Corp 
Long Valley, N. J. 


Inc., Friendship Internat’! 


Airconductors, 367 East Olive, Gardena, Calif. 
— of Canada, Ltd., 


Montreal, Quebec, Canada 
Cadillac Plastic. & Chemical Co., 


636 St. Pauli St. W., 


15111 Second Ave., 
Seventh & Grant 


Dom Research Ome Stoddard Bidg., P. 0. Box 521, 
Cocoa Beach, F 

C. R. Daniels, a Daniels, Md. 

Duracote Corp., 350 N. Diamond St., Ravenna, Ohio 

Electro Technical Products Div., Sun Chemical Corp., 
113 €. Centre St., Nutley 10, N. J. 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 

General Tire & Rubber Co. 
Akron 9, Ohio 

B. F. Goodrich Canada, 


Ind. Prods. Co., 


1708 Englewood Ave., 


Ltd., Kitchener, Ontario, 


Canada 
B. F. Goodrich South Main St., 
Akron 11, Ohio 
B. F. Goodrich Aviation Products, 
500 South Main St., 


A Div. of The 

B. F. Goodrich Co., Akron 18, 
Ohio 

Ludiow Papers, Inc., P. 0. Box 135, Needham Heights 
94, Mass. 

Mobile Plastics Div., Cordo Chemical P. O. 
Box 72, Mobile, Ala. 

National Coating, Inc., P. 0. Box 223, W. Hanover, 


Corp., 


ass. 
Owens Corning Fiberglas Corp., Aircraft Div., 5933 

Telegraph Rd., Los Angeles 22, Calif. 
Plymouth Rubber Co., Inc., Revere St., Canton, Mass 
~ 1071 Ave. of the Americas, New 


Sawyer Tower ‘Co., Stanley Ave., Watertown, Mass. 

W. S. Shamban & _ 11617 West Jefferson Bivd., 
Culver City, Calif 
M. L. Snyder & Son, ‘Inc., 2413 No. Jasper St., 


delphia 25, Pa. 

Textileather Div., The General Tire & Rubber Co., 
607 Madison Ave., Toledo 3, Ohio 

J. H. Thorp & _ Inc., 425 East 53rd St., 
York 22, 


Cloth, Rubberized 


Aviquipo of Canada Ltd., 636 St. 
treal, Quebec, Canada 

Connecticut Hard Rubber Co., 
New Haven, Conn. 

C. R. Daniels, Inc., Daniels, Md. 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 

B. F. Goodrich Canada, Ltd, 
Canada 


Phila- 


New 


Paul St. W., Mon- 


The, 407 East St. 


Kitchener, Ontario, 


B. F. Goodrich Ind. Prods. Co., South Main St., 
Akron 11, Ohio 

Gutta Percha & Rubber, Ltd, 
Toronto 3, Ontario, Canada 

Hewitt-Robins, Inc., Glenbrook P. 0., Stamford, Conn. 

Johns-Manville, 22 East 40 St., New York 16, N. Y. 

Mechanical Rubber Products Co., Warwick, N. Y. 

Mobile Plastics Div., Cordo Chemical Corp., P. 0. 
Box 72, Mobile, Ala. 

Plymouth Rubber Co., Inc., Revere St., Canton, Mass. 

Reeves Gros., Inc., 1071 Ave. of the Americas, 
New York 18, Y. 

Sawyer Tower Co., 
M. L. Snyder & Son, 
Philadelphia 25, Pa. 
United States Rubber Co., 
New York 20, WN. Y. 
Edwin L. Wiegand Co., 7500 Thoms Bivd., 

8, Pa. 


114 O'Hara Ave, 


Stanley Ave., Watertown, Mass. 
Inc., 2413 No. Jasper St., 


1230 Ave. of the Americas, 


Pittsburgh 


Cloth, Sidewall 


Acro Chemical Products Corp., Cleaveland Industrial 
Center, Box 255, Long Valley, N. J. 

Aeronautical Upholsters, Inc., Friendship 
Airport, b : 

Collins & Aikman Corp., 200 Madison Ave., New York 
16, N. Y. 

Columbus Coated Fabrics Corp., 
Aves., Columbus 16, Ohio 

Duracote Corp., 350 N. Diamond St., 


Cloth, Wire 


& Wire Div., United States Steel 
Cleveland 13, Ohio 
236 Grand St., Water- 


Internat’! 


Seventh & Grant 


Ravenna, Ohio 


American Steel 
Corp., Rockefeller Bidg., 

Chase Brass & Copper Co., 
bury, Conn. 

Buffalo Wire Works Co., 461 Terrace, Buffalo 2, N. Y. 


The Gilbert & Bennett Mfg. Co., Georgetown, Conn. 

Hewitt-Robins, Inc., Glenbrook P. 0., Stamford, Conn 

—,- Wire Cloth Co., 2100 Howard St., Detroit 
6, 

J. R. Mills ‘yx Snes Wisconsin Ave., N. W., Wash- 


ington 7 
Multi-Metal Wire Cloth Co. 1361 Garrison 
Ave., New York 59, N. Y 
—— Wire Cloth Co., 351 Verona Ave., Newark 4, 
Ww S. Tyler Co., 3615 Superior Ave., 
io 
Unique 759 Ramsey Ave., 
side, 
Div., Colorado Fuel & Iron 
Corp., The, 575 Madison Ave., New York, N. Y 


Wickwire- Spencer Steel 
Wire Cloth Products, Inc., 2815 Congress St., Super- 
highway, Bellwood, lil. 


Clothing, Fireproof 


Bestobell (Canada) Ltd., 4 Bestobell Rd., Toronto 14 
Ontario, 

David Clark Co., 
Worcester 2, 

General Scientific eS Co., 
Philadelphia 50, Pa. 

Johns-Manvilie, 22 East 40 St., 

Olympic Glove Co., Inc., 95 Madison Ave., 
N.Y. 


Inc., 


Cleveland 14, 


Wire Weaving Co., Hill- 
N. 


te 360 Park Ave. P. 0. Box 555, 
7516 Limekiln Pike, 


New York 16, N.Y 
New York, 


Mass 
Peeksk 


Stanley Ave., Watertown, 
424 Certral Ave., 


Sawyer Tower Co., 
Skyline Clothing ‘Co., 
Y. 


N. 
M. L. Snyder & Sons, Inc, 
Philadelphia 25, Pa. 


Clothing, Flying 


Brothers Co., The, 
Haven, Conn. 
David Clark Co., Inc., 360 Park Ave., P. 0. Box 555, 
Worcester 2, Mass. 
General Scientic Equipment Co., 
Philadelphia 50, Pa. 
Grieff Brothers, 506 Broadway, 
Irving Air Chute Co., 1315 Versailles Rd., 


2413 No. Jasper St., 


135 Derby Ave, New 


7516 Limekiin Pike, 


New York, WN. Y. 
Lexington, 


Louisville 12, Ky 
Peekskill, N.Y 
New York 19, 


301 S. 30 St., 
424 Centra! Ave., 
200 W. 57th St., 


Ky. 
Louisville Gap Corp., 
Skyline Clothing Co., 
Suchy Division, Inc., 
N. Y. 


Clothing, Protective 


Aeroplastics, Inc., 305 Railroad Ave., Bridgeport, Conn. 
Air Reduction Sales Co., 150 E. 42nd St., New York 

17, NW. Y. 
Airconductors, 
American Optical Co., 80 


The, 135 Derby Ave., 
Toronto 14, 


367 East Olive, Gardena, Calif. 
Mechanic St., Southbridge, 


New 
Bestobel! (Canada) Ltd., 4 Bestobel!l Rd., 
Farmdale Ave., North 


P. 0. Box 


6940 


David Clark Co., 360 Park Ave., 
555, Worcester 2, ‘Mass 

General Scientific Equipment Co., 
Philadelphia 50, Pa. 

B. F. Goodrich Ind. Prods. Co., 
Akron 11, Ohio 
Irving Air Chute Co., 

Ky. 
Johns-Manville, 
Olympic Glove Co., Inc., 

N.Y. 


7516 Limekiln Pike, 
South Main St., 
1315 Versailles Rd., Lexington, 


22 East 40 St., New York 16, N.Y. 
95 Madison Ave., New York, 


Mass. 
13001 


Sawyer Tower Co., Stanley Ave., Watertown, 

Seaman Products Div., Seaman Paper Co., 
Bradley Ave., Sylmar, Calif. 

Skyline Clothing Co., 424 Central Ave., Peekskill, N.Y 

Standard Safety Equip. Co., 431 North Quentin Rd., 
Palatine, Iii. 


Victor Gloves Inc., 49 E. 21 St., New York 10, N.Y. 


Coating, Plastic 


Acro Chemical Products Corp., Cleaveland 
Center, Box 255, Long Valley, N. J. 

Adhesives Coatings & Sealers Div., Minnesota Mining 
& Mfg. Co., 411 Piquette St., Detroit 2, Mich. 

Airconductors, 367 East Olive, Gardena, Calif. 

American Latex Products Corp., 3341 W. El Segundo 
Bivd., Hawthorne, Calif. 

American Metasea! Corp., 
York, N. J. 

Aries Laboratories, 
Island City 1, N. 

George Basch Co., 
Ave., Freeport, 

Bekins Van & Storage Co., Industrial Packaging Div., 
12512 Inglewood Ave., Hawthorne, Calif. 

Cari 4. Biggs Co., 8 gs Bidg. 2255 Barry Ave., 
Los Angeles 64, California 

Booker-Cooper, inc., 6940 Farmdale 
Hollywood, Calif. 


Industria! 


607-65th St. West New 


Inc., 45-33 Davis St., Long 


The, Aircraft Div., 17-19 Hanse 
A 


Ave., North 
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COATINGS 


The Borden Chemica! Co Div., The Borden Co., 350 International Paints (Canada) Ltd urfield Ave., Paran 


Madison Ave., New York 17, N. Y Montreal, Quebec, Canada 
Coast Mfg. Supply Co., Livermore, Calif Krylon, Inc., Ford & Washington Sts r : t rror OD Lit Ford Glass 
Dbm Research Corp., Stoddard Bidg., P. 0. Box 521, LAWTER CHEMICALS, INC., 3550 un 
Cocoa Beach, Fia Chicago 45, | SEE ADV. 0-199 r c nior 4 f East 42 
Drilube Co., 723 West Broadway, Glendale 4, California Merix Chen 1021 East 55 { l 
Duracote Corp., 350 N. Diamond St., Ravenna, Ohio I 
Electro Technical Products Div., Sun Chemical Corp., tal & Thermit rp., Rahway, N 
113 E. Centre St., Nutley 10, N. J and Industrial Finishes Co 
Electrofiim, iInc., 7116 Laurel Canyon Bivd., P. O 
Box 106, North Hollywood, Calif A Paint & Varnish Co., The, 3801 East 91 
Flexiliner Corp., 48 S. Raymond Ave., Pasadena, Calif Cleveland 5 hio 
Carlock Packing Co., The, Palymra, N. Y David Minkoff Co., 815 West 18lst St.. New York 
Geni. Plastics Corp., 165 Third Ave., at East 26 St., N.Y I 
Paterson, N. J National Lead Co ll Broadway, New York 6, WN. Y ary Re 
General Tire & Rubber Co., 1708 Englewood Ave., The Penetone Co., 74 Hudson Ave Tenafly, N Costa Mesa alif 
Akron 9, Ohio Pittsburgh Plate Giass C« 632 Fort Duquesne Norton Co 1 New Bond St.. W est 
B. F. Goodrich Canada, itd. Kitchener, Ontario, Pittsburgh 22, Pa ORDCO DIV., BERMITE POWDER CO. 1112 
Canada Polymer Corp., The, Reading t., North 4 alif SEE ADV. 8-40 
B. F. Goodrich Ind. Prods. Co., South Main St., Akron Radiant Co o., 830 Isabella a 4 ‘ Rimshed-Mason 1244 Nort emon St., Ani 
11, Ohio Rafi & Swanso Inc 100 Ea t calif 5935 Milford. Detroit 1 iv 
Goodyear Aircraft Corp., 1210 Massilion Rd., Akron Mass Ryan Aeronautica 
15, Ohio Rinshed-Mason C 4 ' Lemor avif 
Alfred Hague & Co., Inc., 227 East 34 St., Brooklyn Calif., 5935 rd, C Silicones Div 
32, N.Y Sherwin-Williams New York 17, N.Y 
Haveg Industries, Inc., 900 Greenbank Rd., Wilmington Cleveland 1, Ohio SOLAR AIRCRAFT CO., i 
r Cor D 12 nlif. SEE ADV. A-58 


e 6. Ma 
i] yw 


8, Del S nes 
R. M. Hollingshead Corp Government-Aviation Sales New Superweid Corp. and 
Div., 840 Cooper St., Camden, N. J 
Krylon, Inc., Ford & Washington Sts., Norristown, Pa 
Liberty Mirror Div., Libbey-Owens-Ford Glass Co., t ~9 Varnish C 
Breckenridge, Pa Pa 
Lubricants Div., Lockrey Co., Southhampton SWITZER BROS., INC., 4732 
Market Service Dept Ren Plastics Ir ] ) r SEE ADV. A-57 
, & Cher 


Cedar Ave., Lansing 9, Mich 
Michigan Chrome & Chemica 8615 

Detroit, Mich ted x Mchy 
Midiand Industrial Finishes Co Water St Mass 

kegan, | 
David Minkoff Co., 815 West 18lst St., New 

N.Y 


Mobile Plastics Div., Cordo Chemica r Box 
72, Mobile, Ala 

Narmco Industries Inc Research Development 
Division, 8125 Aero Drive, San Die 11 alifor 

Narmco Resins & Coatings Co., 600 to Street 
Costa Mesa ") 

Polymer Corp The, Reading, Pa 


Protective Treatments, In ) Avenue + +4 . . 
pesen Vest Coatings, High Temperature Coatings, Luminous 
Reeves Bros mc., 1071 Ave. of the Americas, New ( H ) 
So, + Ceramics, etc. 
Reinhold Eng. & Plastics Corp 12827 East Imperia 
Norwalk, Calif Acheson 
Rinshed-Mason Co.. 1244 North Lemon St., Anaheim, Adhesives 
Calif. 5935 Milford, Detroit 10, Mich 
Sawyer Tower Stanley Ave., Watertown, Mass 
Servwell Products Co., 6541 &£ d Ave 
Ohio 
Spraylat Corp., 1 Park Ave 
Toledo Paint & Chem. Co 
Ohio 
Transparent Shade Cc 501 WN. Figueroa 
Angeles 12, Ca 
Westiine Products Div Western Lithograph 
E. Second St., Los Angeles 54, Calif 
X-Pando Corporatior 43-15 36th St Lon 
City 1, New York mn 
Zenith Plastics Co., Sub., Minnesota Mining & Mfg ood : Midla 
Co., 1600 West 135 St., Gardena, Calif mice o C ’ o., 22 gan, | 
Zippertubing he, 752 S$ an Pedro St., Los vison Ave York 17 LAWTER CHEMICALS. INC ‘ 
Angeles 14 ' SHEET ENG aus . as SEE ADV. 0-199 


Adhesives Coatings & 


New Have 
n e 


Met Div F 


Coatings, Finishing (Paints, 
Varnishes, etc.) 


Acro Chemical Products Corp Cleaveland Industrial 

Center, Box 255, Long Valley, N. J 
Adhesives Coatings & Sealers Div Minnesota Mining 

& Mfg. Co., 411 Piquette St., Detr 
Airmark Div Genera! Markings l —— ’ : on mie a da New 

Victory Burbank, Calif Eagle-Picher mnerican Bid t yo eB, 7 
The Ame Co., New Haven, Conn ‘ SWITZER <—— p = 
Arco Co., The, 7301 Bessemer Ave. Cleveland 27 30 E. 42 rk " ; 7 

Ohio f , . 1 . . a “~ - - 
Armstrong Cork Co., West Liberty St., Lancaster, Pa . 
George Basch Co., The, Aircraft Div 17-19 Hanse Elect : 14 1 t 

Ave., Freeport, N. Y r es 21 ti P ° 

: oa rotective 

Booker-Cooper, Inc., 6940 Farmdale Ave., North Holly- Emerson r I ashing St ant Cc ings, z 

wood, Calif _ Mass (Corrosion, Erosion 
The Borden Chemico! Co. Div., The Borden Co., 350 Chas. Engethard, | ‘ Pr. East Newa - 

Madison Ave, New York 17. N. Y N. J Resistant) 


Cook Paint & Varnish Co., P. 0. Box 389, Kansas City Firth 
° 


10, Mo a 
Cooper Industries, Inc., 3722 West North Ave., Chicago Genera 

39, Il ford 
Drilube Co., 723 West Broadway, Glendale 4, California Ger Plast 
Duracote Corp., 350 N. Diamond St., Ravenna Paterson 
Electrofiilm, Inc, 7116 Laure! Canyon Bivd G — Pasa 

Box 106, North Hollywood, Calif Ana, Ca 
Felton Sibley & Co Inc 136 North Fourth St. 

Philadelphia, Pa 
Fidelity Chemical Prods. Corp., 470 Frelinghuysen Ave., 

Newark 12, N. J 
Genera! Electric Co., Insulating Materials Sect 24 

River Rd., Schenectady, N. Y Industrial Meta 
Alfred Hague & Co., Inc., 227 East 34 St., Brooklyn Dayton 8 hio 

Mfg. Co 30 Lufbery 

The Hallemite Mfg. Co., 2446 West 25 St., Cleveland Kinney Mfg. Div New Yc 

13, Ohio Washington St., Boston 3 


Protect ives 
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COATINGS 

Aviquipo of Canada Ltd., 
Montreal, Quebec, 

George Basch Co., The, a ees Div., 
Ave., Freeport, WN. 
Bekins Van & Storage cs. Industrial Packaging Div., 
12512 Inglewood Ave., Hawthorne, Calif 
Booker-Cooper, inc., 6940 Farmdale Ave., 
Hollywood, Calif. 

The Borden Chemical Co. Div. The Borden Co., 350 
Madison Ave. New York 17, WN. Y. 

Brooks & Perkins, Inc., 1950 West Fort St., Detroit 
16, Mich. 

Samuel Cabot, Inc., 141 Milk St., Boston, Mass. 
California Metal Enameling Co., 6904 E. Slauson Ave., 
los Angeles 22, Calif. 

Philip Carey Mfg. Co., The, Lockland, Cincinnati 15, 
Ohio 

Cee Bee Chemical Oo., Inc., 9520 E. CeeBee Dr., 
Downey, Calif. 

Chemical Plating Co., 120 Bruce Ave. Stratford, 
Conn 

5810 47 Ave., Riverdale, 


636 St. Paul St. W., 
17-19 Hanse 


North 


Chicago Development Co., 
Ma 


Chromium Corp. of Amer., 100 Park Avenue, New 
York 17, WN. Y. 

Connecticut Hard Rubber Co., The, 407 East St. 
Haven, Conn. 

Cook Paint & Varnish Co., P. 0. Box 389, Kansas 
City 10, Mo. 

o— Seean, Inc., 3722 West North Ave., Chicago 


cROUSE-HINDS COMPANY, Syracuse 1, N. Y. SEE 

ADV. E- 

Dbm Research Corp., Stoddard Bidg., P. 0. Box 521, 
Cocoa Beach, Fila. 

Detrex Chemica! Industries, Inc., 14331 Woodrow Wil- 
son, P. 0. Box 501, Detroit 32, Mich. 

Drilube Co., 723 West Broadway, Glendale 4, Cali- 


fornia 

Duracote Corp., 350 N. Diamond St., Ravenna, Ohio 

Eagle-Picher Co., American Bidg., Cincianati 1, Ohio 

Electro Technical Products Div., Sum Chemical Corp. 
113 E. Centre St., Nutley 10, WN. J. 

Electrofilm, Inc., 7116 Laurel Canyon Blvd, P. 0. 
Box 106, North Hollywood, Calif. 

Electrolizing Sales, Inc., 1406 East 15 St., Los 
Angeles 21, Calif. 

Emerson Cuming, Inc., 869 Washington St., 
Mass. 

Enthone, Inc., Sub. of American Smelting & Refining 
Co., 442 Elm St., New Haven, 

Esso Export Corp., ‘Aviation Dept., 60 W. 49th St, 
New York 20, W. 

Esso ee Oil Co., 
N 


rn ‘Sibley & Co. Inc, 136 
Philadelphia, Pa. 

Fidelity _— Prods. Corp., 470 Frelinghuysen Ave., 
Newark 12, J. 

Firth Sterling, = 3113 Forbes Ave., Pittsburgh 30, 
Pa. 


Flexiliner Corp., 48 S. Raymond Ave., Pasadena, Calif. 

Gates Engineering Co., 100 S. West St., Wilmington 
99, Del 

General Electric Co., ~ eZ Materials Sect., 24 
River Rd., 

Gen’l. Plastics Corp., 165 Third Ave., at East 26 St., 
Paterson, N. J. 

Giannini Plasmadyne Corp., 


_ Ind. Prods. Co., 
1210 Massillon Rd., 


Canton, 


z; 
15 W. Sist St., New York 19, 
North Fourth St., 


3839 S. Main St., Santa 

South Main St., 

Aircraft Corp., Akron 
15, Ohio 

Goodyear International Corp., Aviation Products Div., 
1144 East Market St., Akron 16, Ohio 

Guiton Industries, 212 Durham Ave., Metuchen, N. J. 

Alfred Hague & Co., Inc., 227 East 34 St., Brooklyn 
ae Se 

The Hallemite Mfg. Co., 
13, Ohio 

Hanson-Van Winkle-Munning Co., Church St., 
N.J 


900 Greenbank Rd., 


2446 West 25 St., Cleveland 


Matawan, 


Haveg "Industries, Inc., Wilming- 
ton 8, Del. 

Heatbath Corp., P. 0. Box 78, Springfield 1, Mass. 

Homestead Valve Mfg. Co., P. 0. Box 348, Coraopolis, 
Pa 

E. F. Houghton Co., 303 W. Lehigh Ave., Philadelphia 
33, Pa. 

Industrial Metal Protectives 
Ave., Dayton 8, Ohie 

Industrial Metal Protectives, 
Dayton 8, Ohio 

International Paints — Ltd., 
Montreal, Quebec, Cana 

Joclin Mfg. Co., 30 eed Ave., Wallingford, Conn. 

Johns-Manville, 22 East 40 St., New York 16, N. Y. 

Kelite Corp., 81 Industrial Rd., Building 4, Berkeley 
Heights, N. J. 

Kinney Mfg. Div., New York Air 
Washington St., Boston 30, Mass. 

Krylon, Inc., Ford & Washington Sts., Norristown, Pa. 

LAWTER CHEMICALS, INC., ein Touhy Avenue, 
Chicago 45, Il. SEE ADV. D-199 

Lebec Chemical Corp., 14066 Garfield Ave., Paramount, 
Calif. 

Lehigh Chemical ee Fiatland Road-Kent County 
Chestertown, Maryland 

Linde Co. Div., Union Carbide Corp., 30 East 42 St., 
New York, N. Y. 

Metal & Thermit Corp., Rahway, N. J. 

Metallizing Engineering Co. Inc., 1101 Prospect Ave., 
Westbury, L. L., WN. Y. 


Inc., 411 Homestead 


Inc., Homestead Ave., 


6700 Park Ave., 


Brake Co., 3529 


D-26 


Michigan Chrome & Chemica! Co., 8615 Grinnell Ave., 
Detroit, Mich. 

Micro-Circuits, 

Midland Industrial 
kegan, lil. 

Midiand Paint & Varnish Co., 
Cleveland 5, Ohio 

David Minkoff Co., 
N.Y 

Minnesota Mining & Mfg. Co., 
Sealers Div., 6411 Randolph St., 
Calif 

Mobile Plastics Div., 
72, Mobile, Ala. 

Narmco Industries, Inc., Research & Development Divi- 
sion, 8125 Aero Drive, San Diego 11, California 

Narmco Resins & Coatings Co., 600 Victoria Street, 
Costa Mesa, Calif. 

National Lead Co., 111 Broadway, New York 6, N. Y. 

Norton Co., 1 New Bond St., Worcester 6, Mass 

— Products, Inc., 19 Rector St.. New York 6, 

4 A 


New Buffalo, Mich. 

Finishes Co., E. Water St., Wau- 
The, 3801 East 91 St., 
New York, 


815 West 18lst St., 


Adhesives, Coatings & 
Los Angeles 22, 


Cordo Chemical Corp., P. 0. Box 


74 Hudson Ave., 
Three Penn Center, 


Tenafly, N. J. 
Phila- 


The ‘Penetone Co., 
Pennsailt Chemicals Corp., 
deiphia 2, Pa. 
Pittsburgh Pilate Giass Co., 632 Fort Duquesne Bivd., 
Pittsburgh 22, Pa. 
Plymouth Rubber Co., Inc., Revere St., Canton, Mass. 
Polymer Corp., The, Reading, Pa. 
Presto Electro Plating Corp., 
New York 38, N. Y. 
Products Research Co., 
Angeles 39, Calif. 
Reeves Bros., inc., 
York 18, N. 
Reinhold Eng. & Plastics Corp., 
Norwalk, Calif. 
Rinshed-Mason Co., 1244 North Lemon St., Anaheim, 
Calif., 5935 Milford, Detroit 10, Mich. 
Sandman Electric Co., 660 Parker St., Boston, Mass. 
Sawyer Tower Co., Stanley Ave., Watertown, Mass 
Sheti Oil Co. of Canada, Ltd, P. ©O. Box 400, 
Terminal A, Toronto 1, Ontario, Canada 
Sherwin-Williams Co. 101 Prospect Ave, N. W., 
Cleveland 1, Ohio 
Silicones Div., — —— Corp., 
* New York 17 
SOLAR AIRCRAFT ' co. ” 2200 Pacific Hwy., San Diego 
12, Calif. .SEE ADV. A-58 
Sonneborn Sons, Inc., 


31-33 Frankfort St., 


3126 Los Feliz Blvd, Los 


1071 Ave. of the Americas, New 


12827 East Imperial, 


30 E. 42 St., 


oe Products Div., 404 
41 Fisher 


New York 16, N. Y 


Spraylat Corp., 
The, Haysv tle Borough, Sewickley, 


Sterling Varnish Co., 
Pa. 

Stoner Rubber Company, Inc., 7061 East Monroe Street, 
Anaheim, Calif. 

Superweid Corp. and, Western Carbide Corp. (Sub- 
— 6840 Vineland Ave., North Hollywood, 
Calif. 

Technical Information Service, Dow Corning Corp., 
Midiand, Mich. 

Arthur Tickle Engrg. Works, 
Brooklyn 31, N. Y. 

Toledo Paint & Chem. Co., 
Ohio 

Products, Inc., 
Angeles 1, Calif. 

United Shoe Mchy. 
Mass 

United States Steel Corp., Consolidated Western Stee! 

, P. 0. Box 2015, Terminal Annex, Los Angeles 


Inc., 21 Delevan St., 


33 Blucher St., Toledo, 


6135 South Central Ave., Los 


Corp., 140 Federal St., Boston 7, 


of America, 261 Madison Ave., New 
Y. 


White & _Basiey Co., The, 100 Foster St., Worcester 
8, Mas: 

Wilbur . Williams Co., 
35, Boston, Mass. 
X-Pando Corporation, 43-15 36th St., 

City 1, New York 
Zenith Plastics Co., Sub., Minnesota Mining & Mfg. Co., 
1600 West 135 St., Gardena, Calif 


The, 130 Lincoln St., Brighton 


Long Isiand 


Coatings, Rain Repellent 


Industrial 


Acro Chemical Products Corp., Cleaveland 
Center, Box 255, Long Valley, New Jersey 

Adhesives, Coatings & Sealers Div., Minnesota Mining 
& Mfg. Co., 411 Piquette St., Detroit 2, Mich. 

American Latex Products 3341 W. El Segundo 
Bivd., Hawthorne, Calif. 

Arco Co., The, 7301 Bessemer Ave., Cleveland 27, Ohio 

Armstrong Cork Co., West Liberty St., Lancaster, Pa. 

Booker-Cooper, Inc., 6940 Farmdale Ave., North Holly- 
wood, Calif. 

The Borden Chemical Co. Div., 
Madison Ave., New York 17 

Samuel Cabot, Inc., 141 Milk St., 

Cook Paint & Varnish Co., P. 0. 
City 10, Mo. 

Electro Technical Products Div., Sun 
113 E. Centre St., Nutley 10, N. J. 

Emerson Cuming, Inc., 869 Washington St., 
Mass. 

Felton Sibley & Co., Inc., 
deiphia, Pa. 

General Electric Co., 
ford, ° 

B. F. Goodrich Ind. Prods. Co., 
11, Ohio 


Corp., 


The Borden Co., 350 
N. Y. 


Boston, Mass 

Box 389, Kansas 
Chemical Corp., 
Canton, 
136 North Fourth St., Phila- 
Silicone Products Dept., Water- 


South Main St., Akron 


Alfred aa & Co., Inc., 227 East 34 St., Brooklyn 
32, NW. Y. 

R. M. Hollingshead Corp., Government-Aviation Sales 
Div., 840 Cooper St., Camden, N. J. 
Industrial Metal Protectives, iInc., 411 
Ave., Dayton 8, Ohio 
Metal & Thermit Corp., 
Midiand Industrial Finishes Co., 

kegan, Ili. 
David Minkoff Co., 815 West 161st St., N. Y. C. 
Minnesota Mining & Mfg. Co., Adhesives, Coatings & 
Sealers Div., 6411 Randolph St., Los Angeles 22, 


Homestead 


Rahway, N. J. 


E. Water St., Wau- 


Inc., 1071 Ave. of the Americas, New 
Ve 


1244 North Lemon St., Anaheim, 
5935 Milford, Detroit 10, Mich. 

Sawyer Tower Co., Stanley Ave., Watertown, Mass 

Sherwin-Williams Co., 101 Prospect Ave, N. W., 
Cleveland 1, Ohio 

Silicones Div., Union Carbide Corp., 
New York 17, N. Y. 

L. Sommeborn Sons, Inc., Building Products Div., 404 
4th Ave., New York 16, WN. Y. 

Technical ‘Information Service, 
Midland, Mich 

Westline Products Div., Western Lithograph Co., 600 
E. Second St., Los Angeles 54, Calif 

X-Pando Corporation, 43-15 36th St., 
City 1, New York 


30 E. 42 St., 
Dow Corning Corp., 


Long Island 


Coatings, Special Purpose 
(Anti-Skid Vibration & 
Sound Dampening, Sun 
Glare Prevention, etc.) 


Acro Chemical Products Corp., Cleaveland Industrial 
Center, Sox 255, Long Valley, New Jersey 
Adhesives Coatings & Sealers Div., Minnesota Mining 
& Mfg. Co., 411 Piquette St., Detroit 2, Mich. 
Airconductors, 367 East Olive, Gardena, Calif 
Alpha Molykote, Corp., The, 65 Harvard, Stamford, 
Conn 
American Latex Products Corp., 
Bivd., Hawthorne, Calif 
The Borden Chemical Co., Div., The Borden 
Madison Ave., New York 17, N. Y 
Philip Carey Mfg. Co., The, Lockland, 
Ohio 
Cooper Industries, 
Chicago 39, ! 
Dbm. Research Corp., Stoddard Bidg., 
Cocoa Beach, Fia 
Drilube Co., 723 West 
fornia 
Electrofiim, Inc., 7116 Laurel Canyon Blvd, P. 0. 
Box 106, North Hollywood, Calif 
Electrolizing Sales, Inc., 1406 East 15 St., Los 
Argeles 21, Calif 
Fidelity Chemical Prods 
Ave., Newark 12, N. J 
. Plastics Corp., 165 Third Ave., at 
Paterson, N. J 
Plasmadyne Corp., 
Ana, Calif 
Alfred Hague & Co., Inc., 227 
32, N. Y 
The Hallemite Mfg. Co., 2446 West 25 St., Cleveland 
13, Ohio 
Industrial Metal Protectives, 
Ave., Dayton 8, Ohio 
International Paints (Canada) Ltd., 
Montreal, Quebec, Canada 
Jociin Mfg. Co., 30 Lufbery Ave., 
Kinney Mfg. Div., New York Air 
Washington St., Boston 30, Mass 
LAWTER CHEMICALS = 3550 Touhy 
Chicago 45, Ill. SEE ADV. 0-199 
Libbey-Owens-Ford Glass ~e Nationa! 
Toledo, Ohio 
Liberty Mirror Div. 
Brackenridge, Pa 
Midiand Industria! 
Waukegan, I! 
Merix Chemical Co., 1021 East 
lit 


3341 W. El Segundo 


Co., 350 
Cincinnati 15, 


Inc., 3722 West North Ave., 


P. 0. Box 521, 


Broadway, Glendale 4, Cali- 


Corp., 470 Frelinghuysen 


East 26 St., 


3839 S. Main St., Santa 


East 34 St., Brooklyn 


Inc., 411 Homestead 


6700 Park Ave., 


Wallingford, Conn 
Brake Co., 3529 


Avenue, 
Bank Bidg., 


Libbey-Owens-Ford Glass Co., 


Finishes Co, E. Water St., 


55 St., Chicago 15, 


Metal & Thermit Corp., Rahway, WN. J 

Michigan Chrome & Chemical Co., 8615 
Detroit, Mich. 

Micro-Circuits, New Buffalo, Mich 

David Minkoff Co., 815 West 18lst St., N. Y. C. 

Minnesota Mining & Mfg. Co., Adhesives, Coatings & 
Sealers Div., 6411 Randolph St., Los Angeles 22, 
Calif. 

Narmco Resins & Coatings Co., 
Costa Mesa, Calif 


Osborne Electric Co., Ltd., 
coke, Toronto 14, Ontario, 

Protective Treatments, Inc 
Dayton 3, Ohio 

Radiant Color Co., 830 
Calif. 


Grinnell Ave., 


600 Victoria Street, 


95 Wesley Street, Etobi- 
Canada 
420 Oellrose Avenue, 


Isabella St., Oakland 7, 


1244 North Lemon St., Anaheim, 
10, Mich. 
Watertown, Mass. 


Cleveland 3, 


Rinshed-Mason Co., 
Calif., 5935 Milford, Detroit 


Sawyer Tower O©o., Stanley Ave., 
Servwell Products Co., 6541 Euclid Ave., 
Ohvo 
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Sherwin-Williams Co., 101 Prospect Ave, N. W., 
Cleveland 1, Ohio 

= - rca Corp., 903 WN. Victory Bivd., Burbank, 
alt. 

Silicones Div., Union Carbide Corp., 
New York 17, WN. Y. 

L. Sonneborn Sons, Inc., Building Products Div., 404 
4th Ave., New York 16, N. Y. 

Spraylat Corp., 1 Park Ave, New York 16, N. Y. 

Stoner Rubber Company, Inc., 7061 East Monroe Street, 
Anaheim, Calif 


30 E. 42 St, 


6986 Bandini Bivd., Los 


33 Blucher St., Toledo, 


Angeles 4 
Toledo Paint & Chem. Co., 
Ohio 


501 WN. Figueroa St., Los 
il , The, 130 
Brichton 35, Boston, Mass 
Zenith Plastics Co., Sub., Minnesota Mining & Mfg. 
Co., 1600 West 135 St., Gardena, Calif 


Cobalt 


Belmont Smelting & Refining Wks. Ind., 
Ave., Brooklyn 7, N. Y 

Bram Metal! 4 “we cal Co., 
Philadelphia, 26, 

BUDD CO., THE, 2450 we Park Ave., Philadel- 
phia 29, Pa. SEE A A-48 

E€. Greiner Co., 22 

A. O — kay, Inc., 
N 

Foote ‘i meral Co., 
phia 44, Pa. 


Cocks (Drain, Shutoff) 


ARROWHEAD-PRODUCTS DIVISION, FEDERAL-MOGUL- 
BOWER BEARINGS, INC., 2300 Curry Street, Long 
Beach 5, Calif. SEE ADV. D-187 

Aviquipo of Canada Ltd. 636 St. Paul St. W,, 
Montreal, Quebec, Canada 

Corbin Products Div., Ohison International Corp., 
Crescemt Plaza Bidg., Long Island City 1, N. Y 

Dakota Aviation Co., Box 18, Huron, S. D 

Homestead Valve Mfg. Co., P. 0. Box 348, Coraopolis, 
Pa 

Koehler 
Britain 
Ohio 


Lincoln St., 


330 Belmont 


820 65th Ave., 


eave St., New York, N. Y 
198 Broadway, New York 38, 


18 West Chelten Ave., Philadel- 


Aircraft Products Co. Imc., Sub New 
Machine Co., 409 Leo St., Dayton 4 


Collimators 
—— Engineering 


Bausci & LOMB OPTICAL bea 
Rochester 2, N. Y. SEE A 

Chicago Aerial Industries “4 5 
Welrose Park, | 

Davidson Mio. Co., 


Co., 30 Commerce Rd., Stamford, 
82159 St. Pau! St., 
B-45 

1980 


Hawthorne 


2223 East Romana Bivd., West 
Div., Fairchild 
Lane, Syosset, L. I 
431 South Dearborn St., Chi- 


Camera & Inst. 
N.Y 


C Co., Inc., & Bronx 
New York 70 
J. W. Fecker, Inc., 6592 Hailton Ave., 
Pa. 
Gaertner Scientific Corp., The, 
Chicago 14, ! 
Gordon Enterprises, 


North Hollywood, Calif 
KOLLMORGEN OPTICAL CORP., 347 King St., 
ampton, Mass EE ADV. 0-194, 0-195 
Optical Group, Atlantic Research Corp., 901 N. Co- 
lumbus St., Alexandria, Va 
Peacock Bros. itd, P. 0. Box 
Quebec, Canada 

G. Scherr Co., Inc., 
N.Y. 

W. Wallin Associates, 
Tarzana, Calif 

Weems System of Navigation, Inc., 229 Prince George 
St., Annapolis, Md 


East 238th St 
Y 

Pittsburgh 6, 

1255 Wrightwood Ave. 


5362 North Cahuenga Bilvd., 


‘ 
North- 


1040, Montreal, 


200 Lafayette St., New York, 


18670 Ventura Bivd., Suite 1, 


Comparators 


Aerotech Specialties, Inc., 122 Naubuc Ave., Glaston- 
bury, Conn. 

Avien 58-15 Northern Bivd., Woodside 77, WN. Y. 

Cadillac Gage Co., P. 0. Box 3806, Detroit 5, Mich. 

Chicago Aerial Industries, Inc., 1980 
Melrose Park, I!!. 

Engis Equipment Co. 431 
Chicago 5, II! 

Farnsworth Elect 
& Tel. Corp., 
Ind. 

Farrand Optical Co., Inc., East 238th St. 
Bivd., New York 70, N. Y 

J. W. Fecker, Inc., 6592 Hailton Ave., 
Pa. 


Hawthorne, 


South Dearborn St., 
ronics Co., Div. of International Tel. 
3700 E. Pontiac St., Fort Wayne, 


& Bronx 
Pittsburgh 6, 


Federal Products Corp., 1144 Eddy St., Providence, 
R. I 


Gaertner Scientific Corp., The, 1255 Wrightwood Ave., 


Chicago 14, Ill. 


Gordon tater on” North Cahuenga Blvd., 
North 

INDUSTRIAL TEST EQUIPMENT C0., 55 E St., 
New York 3, N. Y. SEE AD 206 

Jones & Lamson Machine Co., von nton St., 
field, Vt 

KOLLMORGEN OPTICAL CORP., 347 King St., 
ampton, Mass. SEE ADV. D-194, 0-195 

Lehigh Chemical Company, Fiatiand Road-Kent County 
Chestertown, Maryland 

Perkin-Elmer Corp., Main Ave., 

Sanders Associates, Inc., 95 Cana! St 

G. Scherr Co. Inc., 200 Lafayette St 
N.Y. 

Sheffield Corp., The, 
721 Springfield St., 

Soroban Engineering, Inc., 

Swedish Gage Co. of America, 
Dearborn 1, Mich 

W. Wallin Associates, 
Tarzana, Calif 

R. S. Wilder, Inc., 26 
Mass. 


Spring- 


North- 


Norwalk, Conn 

Nashua, N. H. 
New Yor 

Sub., Bendix Aviation Corp., 

Dayton 1, Ohio 

Box 1717, Melbourne, Fila 

10641 Haggerty Ave., 


18670 Ventura Bivd., Suite 1, 


Bedford St Waltham 54, 


Compounds, Cleaning 
(Anti-Corrosive & 
Protective) 


Adhesives Coatings & 
& Mfg. Co., 411 

Aimar-York Co., Inc 
Worth, Tex 

George Basch Co., The 
Ave., Freeport, N. Y 

The Borden Chemical Co. Div., The 3 
Madison Ave., New York 17, N. Y 

Brulin & Co., Inc., 2939-45 Columbia Ave., 
napolis 7, Ind 

Cobehn, Inc., 110 Passaic Ave., Caldwell, N. J. 

Dayton Rubber Co., The, Dayton, Ohio 

Detrex Chemical Industries, Inc 14331 
Wilson, P. 0. Box 501, Detroit 32, Mich 

Diversey Corp., 1820 Boscoe St hicago 13, Il! 

Enthone, Inc., Sub. of American Smelting & Refining 
Co., 442 Elm St.. New Haven, Conr 

Fidelity Chemical Prods. Corp 470 Frelinghuysen 
Ave., Newark 12, N. J 

Gates Engineering Co., 100 S. West St., Wilmington 
99, Del 

Glisten Co., The, 13 Barnard St., H 

Hanson-Van Winkle-Munning C Church St 
wan, N. J 

Heatbath Corp., 

R. M. Hollingshead Corp Government - Aviation 
Div., 840 Cooper St., Camden, N. J 

Homestead Valve Mfg. Co., P. 0. Box 348 
Pa 

E. F. Houghton Co., 303 W 
phia 33, Pa 

International Paints (Canada) Ltd., 
Montreal, Quebec, Canada 

Kelite Corp., 81 Industrial Rd., Building 4 
Heights, N. J 

Nopco Chemical Co., 
N. J 

Oakite Products, Inc., 
N. Y 


Sealers “ nnesota a. ning 
Piquette St., Detroit 2 

4802 Camp Bowie B) 4 ; Fort 
Aircraft Div 7-19 Hanse 
rden Co., 350 


India- 


Woodrow 


sdale, Mich 
Mata- 


P. 0. Box 78, Springfield 1, Mass 


Sales 
Coraopolis, 
Lehigh Ave., Philadel- 
6700 Park Ave., 
Berkeley 
125 Schuyler Ave., N. Arlington, 
19 Rector St. New York 6, 


74 Hudson Ave., Tenafly, N 
Three Penn 


The Penetone Co., 
Pennsalt Chemicals Corp 
delphia 2, Pa 
Pep Mfg. Co. Inc 
N. Y 
Rinshed-Mason Co., 1244 North Lemon St 
Calif., 5935 Milford, Detroit 10, Mich 
L. Sonneborn Sosn, Inc., Building Products 
4th Ave.. New York 16, N. Y 
Toledo Paint & Chem. Co 33 
Ohio 
Turco Products, Inc 
Angeles 1, Calif 
Union Carbide Chemicals Co 
Corp., 30 E. 42 St., New York 
West Chemical Products, Inc., 42-1¢ 
Island City 1, N. Y 
Wyandotte Chemicals Corp 
dotte, Mich 


Center, Phila- 


33 West 42nd St., New York 36, 


Anaheim, 


6135 


Compounds (Caulking, 
Sealing) (See Also 
Sealants; Seals) 


Acheson Colloids Co., Port Huron 

Adhesives Coatings & Sealers D 
& Mfg. Co., 411 Piquette St 

The Ame Wire Co., New Haven 

Arco Co., The, 7301 
Ohio 

American Latex Products Corp 
Bivd., Hawthorne, Calif 

Armstrong Cork Co., West Liberty St 

Aviquipo of Canada Ltd., 636 St 
treal, Quebec, Canada 

George Basch Co., The, Aircraft 
Ave., Freeport, N. Y 

Bell & Gossett Co., 8200 N. A 
Grove, Ii! 

Belmont Smelting & Refining Wks 
mont Ave., Grooklyn 7, N. Y. 


Bessemer Ave., 


3341 
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COMPOUNDS 


Cari H. Biggs Co., Biggs Bidg., 2255 Ba 
Angeles 64, California 
The Borden Chemica 0 . 
Madison Ave., New York 17 
Philip Carey Mfg. Co., The, 
hio 
Cee Bee 
Downey, Calif 
Coast Pro-Seal & Mfg 
Angeles 57, Ca 
Dayton Rubber 
Drilube Co., 723. 
Gates Engineering 
99, Del 
General Electric 
ford, 


ry Ave., Los 


Chemica 


The Hallemite Mfg 
and 13 hio 
International Paints 
Montreal, Quebec, Canada 
Johns-Manville, 22 East 
Lehigh Chemical Company 
Chestertown, Maryland 
Minnesota Mining & Mfg 
Div., 64 


Pittsburgh Plate Gi ass 
Pittsburgh 22 

PRESSTITE. KEYSTONE ENGRG 
AMERICAN MARIETTA CO 3 
St. Louis 10, Mo. SEE ADV 0-180. 

Products Research Co 3126 2 
Angeles 39, Calif 

Reichold Chemicals 
Plains, N.Y 

Rinshed-Mason Co., 


PROD. co 


New York 17, N 
L ~ 9 a Sons, Inc 
4th Ave ew York 1é y 
THIOKOL CHEMICAL coRP 78 
ton 7, N. J. SEE ADV. 0-181 
United Shoe Mchy r 40 Fede 
Mass 
nited States Rubber 
New York 20, N 
X-Pando Corporat 
City 1, New York 
Zenith Plastics 


Co., 1600 West 


Compounds (Cleaning, 
Finishing, wags etc.) 


Coatings & Sealers Div 
Piquett 


Adhesives 
& Mfg. Co., 411 
Arco Co The, 730 
nro 
George Basch Co 
Ave. Freeport 
The Borden 
N.Y 
Brulin & Co 
apolis 7, Ind 
Cee Bee Chemica 
owney, Ca 
Clayton Manufact 
~alif 
Cobehn, Inc 
Dayton Rubber 
De 


Homestead 
Pa 
ernationa 
Montrea 
Kano aborat 
Nashwille 
Kelite Corp 
Heights, N 
ea Mfg. Co., 
Conn 
Lehigh Chemica pa 
Chestertown, Maryland 
Merix Chemica 2 
Oakite Products, 
N. Y. 





COMPOUNDS 


74 Hudson Ave., 
Three Penn Center, 


Tenafly, N. J 


The Penetone Co., 
Phiia- 


Pennsalt Chemicals Corp., 
deiphia 2, Pa 

Pittsburgh Plate Glass Co., 
Pittsburgh 22, Pa. 
mshed-Mason Co., 1244 North Lemon St., 
Calif., 5935 Milford, Detroit 10, Mich 
Sonnebdorn Sons, Inc., Building Products Div., 404 
4th Ave., New York 16, N. Y 
rco Products, Inc., 6135 South Central Ave., Los 
Angeles 1, Calif 

Union Carbide Chemicals Co. Div 
30 E. 42 St New York 17, 

West Chemical Products, Inc., 42-16 West St., Long 
sland City 1, N 

Wyandotte Chemicals Corp., J. B. Ford Div 
dotte, Mich 

Zenith Plastics Co., Sub 

1600 West 135 St., 


632 Fort Duquesne Bivd., 


Anaheim, 


Carbide Corp., 


Wyan- 


Minnesota Mining & Mfg 
Gardena, Calif. 


Compounds (Electrical 
Insulating & Sealing) 


Div., Minnesota Mining 


Adhesives Co atings & Sealers 
Mich 


& Mfg. Co., 411 Piquette St, Detroit 2 
The Ame Wire Co., New Haven, Conn 
American Latex Products Corp., 3341 W. E! Segundo 

Bivd., Hawthorne, Calif 
Anderson Chemical Co 3940 j t St 

h 
Co The, 7301 Bessemer Ave 

ries Laboratories Inc 45-33 

sland City 1, WN. Y 
Aviquipo of Canada Ltd., 

treal, Quebec, Canada 
ar! H. Biggs Co., Biggs Bidg 

Los Angeles 64, California 
The Borden Chemical Co. Div., The Borden Co., 350 

Madison Ave., New York 17, N. Y 

p Carey “fg. Co., The, Lockland 


Weston, 


Cleveland, Ohio 
Davis St Long 


636 St. Paul St. W., Mon- 


2255 Barry Ave., 


Cincinnati 15, 


Pro-Seal & Mfg. Co., 2235 Beverly Bivd., Los 
geles 57, Calif 
Rubber Co Dayton, Ohio 
ectrofilm, inc 7116 Laurel Canyon 
6, North Hollywood, Calif 
merson Cumming, Inc., 869 Washington St., 
Mass 
seneral Electric Co., Insulating Materials Sect., 24 
River Rd Schenectady N Y 
Genera! Electric Co., Silicone Products Dept., 
ford, N. Y 
B. F. Goodrich 
and 15, Ohio 
sutta Percha 


Toronto 3 


Bivd., P. O. 


Canton, 


Water- 


Chemical Co., 3135 Euclid Ave., Cleve- 


& Rubber, Ltd, 114 O'Hara Ave, 
Ontario, Canada 
Houghton Laboratories Inc, 322 Houghton Ave.. Olean 
N y 
hns-Manville 
D. La Moree 


New York 16, N. Y. 
Los Angeles 31, 


22 East 40 St., 
2433 Birkdale St 

“allt 

Lehigh Chemical Company 
Chestertown, Maryland 

Mineraliac Electric Co., 
ago, Iil 

Minnesota Min 
Sealers Dw 


Flatland Road-Kent County 
25 North Peoria St., Chi- 


ng & Mg Adhesives, Coatings & 
6411 Randolph St., Los Angeles 22 
Cc ctoria Street, 


oatings Co., 600 V 


125 Schuyler Ave., N. Arlington 
Products Research Co 3126 Los Feliz Blvd Los 
Angeles 39, Calif 
Reichhold Chemicals, iInc., 525 
White Plains, N. Y 
Rinshed-Mason Co 1244 Worth Lemon St Ana- 
heim, Calif., 5935 Milford, Detroit 10, Mich 
Carbide Corp 30 42 


North Broadway 


Silicones Div Union 
New York 17, N. Y 

Technical Information 
Midland, Mich 

Westinghouse Electric Corp., 3 Gateway 
Box 868, Pittsburgh 30, Pa 


Service, Dow Cornin 


center 


Compounds, Lapping 


Industrial Co., 217 N 

Crane Packing Co., 6400 Oakon St., 

Dayton Rubber Co., The, Dayton, Ohio 

Del's Tumbling Service, 232 WN. Rosemary 
Mich 

Engis Equipment Co., 431 
cage 5, lil 

General Electric Co Metallurgical Products Dept., 
11107 E. Eight Mile Dr., Detroit 32, Mich 

Lea Mfg. Co., The, 16 Cherry Ave., Waterbury 20, 
Conn 


Pep Mfg. Co. Inc., 


Laflin St., Chicago 7 


Morton Grove, Ill 


Acme 


Dearborn, 


South Dearborn St., Chi- 


33 West 42nd St., N. Y. C 


Compornds, Metal Cleaning 
& Polishing 


Aimar-York Co., Inc., 4802 Camp Bowie Blvd., Fort 


Worth, Tex 


D-28 


Cleveland 27, Ohio 


7301 Bessemer Ave 
Woodside 77, 


Arco Co., The, 
38 Ave. 


Autogroom Co., Inc., 68-02 
N.Y 
George 
Ave., Freeport, 
Brulin & Co., Inc 
napolis 7, Ind 
Cee Bee Chem.cai 
Downey, Calif 
Dayton Rubber Co., The 
Tumbling Service 


Basch Co., The, Aircraft Div., 17-19 Hanse 
N.Y 
2939-45 


Columbia Ave India- 


Ce Inc 9520 E. CeeBee Or., 
Dayton, Ohio 
232 WN. Rosemary, Dearborn 


Industries Inc 14331 
Detroit 32, Mich 
Chicago 13, Ii! 

57 St. 


Chemica Woodrow 
, P.O. Ror $01 

Diversey Corp., 1620 Roscoe St 

Ellenson Testing & Res. Lab., Inc, 57 W 
New York 19, 4. Y 

Enthone, Inc., Sub. uf American Smelting & Refining 
Co., 442 Elm St., New Haven, Conn 

Fidelity Chemical Prods. Corp., 470 Frelinghuysen Ave 
Newark 12, N. J 

Glisten Co., The, 13 Barnard St., Hillsdale 

Hanson-Van Winkle-Munning Co., Church St 
N 

Heatbath Corp 


Mich 
Matawan 


Mass 
Sales 


P. 0. Box 78, Springfield 1, 
M. Hollingshead Corp Government -Aviation 
Div., 840 Cooper St., Camden, N. J 

International Metal Polish Co., 1910 Quill St 
anapolis 7, Ind 

International Paints (Canada) Ltd., 6700 Park Ave 
Montreal, Quebec, Canada 

Kelite Corp., 81 Industrial Rd., Bui 
Heights, N. J 

Kryion, Inc., Ford & Washington Sts 

Lea Mfg. Co., The, 16 Cherry Ave., 
Conn 

Leffingwel! Chemical Co., P. 0 
Whittier, Calif 

Lehigh Chemical Company 
Chestertown, Maryland 

Merix Chemical Co 1021 East 55 St. 
I 

National Acct. Dept 
Ashiand, Ky 

Oakite Products, Inc., 
N. Y 

The Penetone Co., 74 Hudson Ave 

Pennsalt Chemicals Corp., Three 
adeiphia 2, Pa 

Pittsburgh Plate Glass Co., 632 Fort Duquesne Bivd 
Pittsburgh 22, Pa 

Presto Electro Plating Corp., 31-33 
New York 38, N. Y 

Protective Coatings, inc., Box 
Detroit 27, Mich 

Rinshed-Mason Co., 1244 North Lemon St 
Calif., 5935 Milford, Detroit 10, Mich 

Schwartz Chemical Co, Inc 50-01 Second St 
Isiand Cit N. Y 

Turco Products, In 
Angeles 1, Calif 

nion Carbide Chemicals Co 
30 E. 42 St.. New York 

West Chemical Products n , Long 
Island City 1, N. Y 

Wyandotte Chemicals Corr ¢ v 
Mich 


Indi- 


ding 4, Berkeley 
Norristown, Pa 
Waterbury 20 


Box 1016, Perry Annex, 
Flatland Road-Kent County 
Chicago 15, 


Ashland & Refining Co., 


19 Rector St., New York 6, 
Tenafly, N. J 
Penn Center, Ph 


Frankfort St., 
3985 Strathmore Sta 
Anaheim 
Long 


6135 South Central Ave Los 


Wyandotte, 


Compressors, Air & Gas 


AiResearch Mfg Div The Garrett Corp 
Sepulveda Bivd Los Angeles 45, Calif 
AiResearch Mfg. Div., The Garret Corp., 402 S. 36 
St Phoenix, Ariz 

Allis-Chaimers Mfg c P.O 
Wisc 

American Brake Shoe Co 530 Fifth Ave 
36, New York 

Aviquipo of Canada itd 636 St. Pavi St. W., 
Montrea!, Quebe Canada 

Beach-Russ Co., 50 Church St 

Be & Gossett 8200 N 
Grove, Ii 

Binks Manufacturing ) 3114 


Chicago 12, | 


9851 


Box 512, Milwaukee 1 


New York 


New York 7, N. Y 
Austin Ave Morton 


West Carro Ave., 


Chicago Pneumatic Tool 8 East 44th St.. New 
York 17, N. Y 

Convair Div General Dynamics Corp Fort Worth, 
Tex 

CORNELIUS CO., THE, 550 39 Ave., N. E 
21, Minn. SEE ADV. 0-188 

DeVilbiss Co., The, Phil Toledo 1, Ohio 

Dumont Aviation Assecs., 1401 Freeman Ave., P. 0 
Box 4087, Long Beach 4, Calif 

Dunham-Bush, Inc., West Hartford 10, Conn 

EASTERN INDUSTRIES, INC., 100 Skiff St. 
14, Conn SEE ADV. D-177 

Gray Co., Inc., 56 llth Ave, N. E., 
13, Minn 

Great Lakes Mfg. Corp 
and 21, Ohio 

Greer Hydraulics Inc,, W. Y 
Jamaica 30, N. Y 

Haske! Engineering & Supply Co., 1236 South Central 
Ave., Glendale 4, Ca 

HOOVER ELECTRIC CO., 2100 South Stoner Ave., Los 
Angeles 25, Calif., Eastern Sis. & Serv, Hangar 2 
Port Columbus Airport, Columbus 19, Ohio SEE 
ADV. C-97 

Ingersoll-Rand Co., 11 New York 4, N. Y 

Joy Mfg. Co., 333 Oliver Bidg., Pittsburgh 22, Pa. 

Kahn & Co., Inc., 541 Windsor St., Hartford, Conn. 


Minneapolis 


ips Ave 


Hamden 
Minneapolis 
Cleve- 


4223 Monticello Bivd., 


International Airport 


Broadway, 


Walter Kidde & Co., Inc., 256 Ma St., Believille 
N. J 


30 Grosvenor St., Toronto, Canada 


Laurie & Lamb, 
indianwood Rd., Lake Orio 


M. C. Mfg. Co., 118 
Mich 

Nationa! Frost 
Fernando Bivd., 

Pennsylvania Pump & 
Easton, Pa 

Quincy Compressor Co 217 Maine St., Quincy 
Illinois 

Schramm, inc Chester, Pa 

SOLAR AIRCRAFT Co., 2200 Pacific Hwy., 
12, Calif. SEE ADV. A-58 

Stratos Div., Fairchild Engine & Airplane Corp., Bay 
Shore, N. Y 

Sutorbilt Corp., 2966 E 

Symington-Wayne Corp 
ington 5, D.C 

Turbocraft b.. 492 E 

— a = Herbert 


WEATHERHEAD. Co., THE, 300 E. 131 St 
8, Ohio, SEE ADV. A- 43, 0-186 

Wells Industries Corp 6880 Troost Ave 
Hollywood, Calif 

Westinghouse Electric Corp 3 Gateway 
Box 868, Pittsburgh 30, Pa 


Conduits, Electric 


Air Ignition Div., Robert 1 
bank Bivd., Burbank, C 
Alloy Meta Sales 
Toronto 2, Ontario 
Aluminum Co. of America 150 
burgh 19, Pa 
—_ can Brass Co., The, American Meta 
0. Box 791, Waterbury 20, Conn 
ARROWHEAD PRODUCTS, 2350 Curry St 
Calif. SEE ADV. 0-187 
——) of oe home| , St. Pa 
BENDIX AVIATION cone. * SCINTILLA DIV., 
N.Y SEE ADV. C-7 
Bowstee! Dist. Canada cae 700i Cote de 
Ra Montreal, Quebec, Canada 
Bristol Aircraft (Western) itd. F 
Stevenson Field, Winn peg Manitoba 
Co-Operative Industries Chester, N 
General Cable Corp., 420 Lexington Ave 
General Electric Co 1285 Boston Ave 


Conn 
HALLAMORE ELECTRONICS CO DIV., 
CORP., THE, 8352 Brookhurst Ave. Anahe 
SEE ADV. C-79 
Hallett Mfg. Co 
Calif 
Johns-Manv 
Kaiser Alumin 
way, Oakland 
McGraw-Edison 
Nationa! Electr 
Pittsburgh 22, "Pa 
Electr Manufactur if 
Box 5385, T 
Math — Chem 
Park Ave ew York 
ORDCO Div. BERMITE POWDER co 
ston St.. North Hollywood, Calif 
c Stee! Corp 


Protection C 2990 N 
Burbank, Calif 


Compressor Co Bushkil! Or 


San Diego 


Victoria St., Comptor alif 


Wire Bidg., Rm. 809, Wash 


Union St., Pasadena, Calif 
Riverbend & Griffen Sts 


u 


SIEGLER 


5910 Angeles 


1441 er 


Tarrytown, 


Conduits, Fiber 


ARROWHEAD PRODUCTS, 2550 Curry St. Long Be 
Calif. SEE ADV D-187 

Bristo! Aircraft (Wester Ltd Pp. 0. Box 874 
Stevenson Field, Winnipeg, Manitoba anada 

Fibre Products Mfg. Co., 30-32 West 13 St.. N 
N.Y 

Gen’!. Plastics Corp., 165 
Paterson, N. J 

Line Materia! Industries, McG 
Michigan, Milwaukee 1 

McGraw-Edison Co Eigin 

Spaulding Fibre Co., Inc 
wanda, New York 


Conduits, Metal (Flexible) 


287 Bridgeland Ave 


Third Av 


Canada) Ltd 
Canada 
Robert L. Ha Co 3318 W 


Aeroquip 
9, Ontario, 

Air Ignition Div., 
Burbank Bivd., Burbank, Calif 

Aircraft Components, Inc., Woodland Ave., Tw 
Airport, Benton Harbor, Mich 

The American Brass Co., Waterbury, Conn 

American Brass Co., The, American Meta! Hose Div 
P. 0. Box 791, Waterbury 20, Conn 
ARROWHEAD PRODUCTS, 2350 Curry St 
Calif. SEE ADV. D-187 

Aviquipo of Canada a 636 St Paut 
Montreal Quebec, Canad 

BENDIX AVIATION CORP. SCINTILLA DIV 
N. Y. SEE ADV. C-77 

Breeze Corporations, Inc 700 

N. J 

Bristo! Aircraft 
Stevenson Field, Winnipeg, Manitoba 


Long Beach 


Liberty Ave., 


Western) Ltd P. 0. Box 874, 
,Canada 
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my Cable Corp., Sub. of Miami Copper Co., Chester, 


mm, 
sland Ai Batavia, Ill. 
Hose Corp, 277 Military Rd, Buffalo 


Flexaust Co, 200 Park Ave., New York 17, WN. Y. 

Flexible Metal Hose Mfg. ©., 777 West 16 St. 
Costa Mesta, Calif. 

F lexorvics Awe 1302 S. Third St., Maywood, Ill. 

General le Corp. 420 Lexington Ave. New York 


way 
Hallett Mfg. “Co., 5910 Bowcroft St., Los Angeles 16, 
Johnson Metal Hose, Inc, 10 Sperry St., 
20, Conn. 
Co., 207 South Helena St., 
Box 110, Anaheim, Calif. 


Marman Div., Aeroquip 11214 — tion Bivd., 
Los Angeles _ — ‘ 


Waterbury 
P. 0. 


140 Stanwix St. 


Glendale, Calif. 


Co., 1841 Flower St., 
Pittsburgh 


U. S. Steel Corp, 525 William Penn Pi., 
30, Pa 


Conduits, Metal (Rigid) 
Airline Nn Co., 5536 Satsuma Ave., North Holly- 


wood, Calif 
Alloy Metal ‘Sales. Ltd., 181 Fleet Street East, 


1501 Alcoa Bidg., 

The American Grass Co., Waterbury, Conn. 

ARROWHEAD EAD PRODUCTS, 2350 Curry St., Long Beach, 
Calif. SEE ADV. D-1 

Chase Brass & Copper Oo., 236 Grand St., Waterbury, 


Bristol Aircraft (Western) Ltd, P. 0. Box 874, 
Stevenson Field, Winn i Canada 
O0-K po, Co., 5059 So. Kedzie, Chicago, Ill. 
Dunbar Kapple, Inc., North Island Ave., Batavia, I'!. 
se. e Corp. 420 Lexington Ave., New York 
17, 5 
General Electric Co., 


1285 Boston Ave., Bridgeport, 
roft St., 
140 Stanwix St., 
Mes. 

York, WN. 
~- 1441 Reputlic Bidg., Cleveland 
& Tribes Div. 224 E. 


Ohio 
a 6601 West Broad Street, 
Richmond 2 18, Virgina 
Rome Cable Corp., Rome, W. Y. 


Conduits, Ignition Wire 


Hallett Mfg. Co., 5990 *> Les Angeles 16, 
Calif. 


Diw., 400 


Air Ignition Div., Robert L. Hall Co., 3318 W. Bur- 
bank Bivd., Surbank, Calif 

Airline Products 
Hollywood, Calif 

The American Brass Co., Waterbury, Conn. 


Co., 5536 Satsuma Ave., North 


American Brass Co., The, American Metal Hose Div., 
P. 0. Box 791, Waterbury 20, 

Aviquipo of Canada Ltd., 636 St. Paul St. W. 
Montreai, Canada 

BENDIX AVIATION CORP., SCINTILLA DIV., Sidney, 
N. ¥. SEE ADV. C-77 

Breere Corporations, Inc., 700 Liberty Ave., Union 
N. J. 

Co-Operative Industries, Inc., 

Flexible Metal Hose Mfg. Co., 
Costa Mesa, Calif. 

General Cable Corp., 
17, &. Y. 

Hallett Mfg. Co., 5910 Bowcroft St., Los Angeles 16, 
Calif. 


BERMITE POWDER CO., 11120 
North Hollywood, Calif. SEE ADV. 


Chester, WN. J. 
777 West 16 St, 


420 Lexington Ave., New York 


oroco CODIV., 
Cumpston St., 
B-40 

Republic Steel Corp., 1441 Republic Bidg., Creveland 
1, Ohio 

Servicair Co., 1841 Flower St., 

Tensolite Insulated Wire Co., Inc., 
Tarrytown, N. Y. 


Giendale, Calif. 
West Main St. 


Connectors & Fittings 


Aeroquip (Canada) Ltd., 287 Bridgeland Ave., Toronto 
9, Ontario, Canada 

Aeroquip Corp., 300 South East Ave., Jackson, Mich. 

Aeroquip Corp., Western Div., 3015 Winona Ave., 

Burbank, Calif. 

Airaterra, 620 Paula Ave., Glendale 1, Calif. 

Air Ignition Div., Robert L. Halli Co. 3318 W. 
Burbank Blvd, Burbank, Calif. 

Air-Lock, Inc., 108 Gulf St., Milford, Conn. 

The Aircraft Fitting Co., 11830 Brookpark Rd., 
Cleveland 30, Ohio 


AiResearch Mfg. Div. The Garrett Corp., 
Sepulveda Bivd., Los Angeles 45, Calif 
AIRWORK CORPORATION, Municipal ‘Airport, Millville, 

New Jersey. SEE ADV. D-201 
Altitude, Inc., 113 Sheldon St., El Segundo, Calif. 
Aluminum Co. of America, 1501 Alcoa Bidg., Pitts- 


9851 


Inc., 3030 Main St., 

American Brass Co., The, American Metal Hose Div., 
P. 0. Box 791, Waterbury 20, Conn 

Amphenol Canada Ltd., 300 Campbell Ave., Toronto 


9, Ontario, Canada 
AMPHENOL ELECTRONICS CoRP., 
Ave., Chicago 50, Ill. SEE ADV. 
— Industries, Inc., 648 Main St., 


AUBURiC SPARK eS o. 
burn, N. Y. SEE A 

Aviquipo of Canada ns, 
M Cana 


The Bastian- Blessing Co., 


Chicago 46, Iil. 

BENDIX AVIATION CORP., SCINTILLA DIV., 
N. Y. SEE ADV. C-77 

Bland Burner Co., The, Precision Threaded Products 
Div., 83 Woodbine St., Hartford 6, Conn 

J. A. Bozung Co., 9401 Whitmore St., Rosemead, 


Calif. 
Breeze Corporations, Inc., 
N. J. 
BURNDY «So OMATON DIV., Norwalk, Conn 


ADV. D-1 

Cannon Electric Come. 
Los Angeles 31, Cal 

—- Mfg. Co., 7y Governor St., 


comms Aviation, 8414 San Fernando Road, Sun Valley, 
California 
Chicago Forging & Mfg. Co., 2000 North Southport 
Ave., Chicago, Il! 
Corp., Santa Barbara Munic 
Goleta, Calif. 
Cole Electric Co., 
Calif 
Collins ” Engineering Corp., 
Culver City, Calif. 
Connecticut Telectronics Corp., 


Meriden, Conn. 
Consolidated Electrodynamics 
Villa, Pasadena, Calif 
CORNELIUS CO., THE, 550 39 Ave., N. E., Minneapolis 
21, Minn. SEE ADV. D-188 
Deutsch Co., The, 7000 Avalon Bivd., 
ifornia 


1830 South 54th 
. Cl 

Westbury, 
INC., 89 York St. Au- 
0-208 

636 St. Paul St. w., 
4201 W. Peterson Ave., 


Sidney, 


700 Liberty Ave., Union, 


SEE 


3208 Humboldt Street, 


Hartford 2, 


pal Air- 


8439 Steller Dr., Culver City, 


9050 Washington Bivd., 
34 Cambridge St. 


Corp., 300 North Sierra 


Los Angeles 3, 
Cal 

Dumont Aviation Assocs., 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif. 

Dunbar Kapple, Inc., Worth Island Ave., 


1K. 
Flexonics Corp., 1302 S. Third St., Maywood, II! 
’ ., Friendship International Airport, 
P. ©. Box 1701, Baltimore, Md. 
Gamah Corp., 602 Colorado Ave., Santa Monica, Calif 
Garron Aircraft Supply, Inc., 5 Union Square, New 
York 3, WN. Y. 
General Logistics Div., Aeroquip Corp., 
St., Burbank, Calif. 
General Steel Fittings Co. 1321 21 St., Racine, 


Wise 
Hatlett Mts. Co., 
. Co., The, 4031 


Hydrodyne Corp., 
Hollywood, Calif. 
Skinner Seal Div., 
North Hollywood, Ca 
. Co., The, 6300 ~4 Howard St., 


Batavia, 


2929 Fioyd 


5910 Bowcroft St., Los Angeles 16, 


West 150 St., Cleveland 


7350 Coldwater Canyon Ave, N. 


7350 Coldwater 


333 Oliver Bidg., Pittsburgh 22, Pa 
Co., 207 South Helena St., P 0 
, Anaheim, Calif. 

, 22 Pasadena Ave., So. Pasadena, Calif 
National Automatic Prods. Co., The, Washington Ave 

Bertin, 
National Corp., 140 
Pittsburgh 22, Pa 
New Plastic Corp., 
Angeles 38, Calif. 
North Electric Co., 
On Mark Couplings Inc., 


Conn. 
Electric Prods. Stanwix St., 


1026 North Sycamore Ave., Los 
553 S. Market St Galion, Ohio 


4440 York Bivd., Los 
Angeles 41, Calif 
ORDCO ODIV., GERMITE POWDER CO 
Cumpston St., North Hollywood, Calif 
B-40 


Parker Aircraft Co., 
Angeles 45, Calif 

Prodelin, Inc., 307 Bergen Ave., Kearny, N. J. 

Pyle-National Co, The, 1334 Worth Kostner Ave., 
Chicago 51, lil. 

Red Devil Mfg. Co., 
In. 


11120 
SEE ADV. 


5728 West Century Bivd., Los 


ago 10, 


1412 N. Ogden Ave., Ch 


J. R. Robbins Co., 9046 Sunset Bivd., Los Angeles 
46, Calif. 

Roylyn, Inc., 

Rubber Teck Inc., 
Gardena, Calif. 


A. Schrader’s Sons, 470 Vanderbilt Ave 
N. Y 


1706 Standard Ave., Glendale 1, Calif 
19115 South Hamilton St., 


Brooklyn 17, 


Canada 
Portland, 


555 Boivin Bivd., Granby, Quebec 
463 Warren Ave., 


Sido Ltd. 

Southworth Machine Co., 
Maine 

Stratofiex of Canada inc., 91 Kipling Avenue S., 
P. ©. Box 49, Toronto 18, Ontario, Canada 

Springfield 4, Mass. 


Titeflex, Inc., Hendee St., 
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CONNECTORS 


ay Seal Corp., 2832 East Grand Bivd., 


WEATHERHEAD CO. . zee E 

8, Ohio. SEE ADV. A-43, D-1 

Weatherhead Co. 
St., 


Detroit 11, 


131 St., Cleveland 
86 


The, 109 Inkerman 

da 
» 1301 "Fourth Ave., New Hyde Park, N. Y 

Weber Sales & Supply Co, 2640- 48 La Cienega Bivd., 

Los Angeles 34, Calif 
E. B. Wiggins Oil Tool Co., Inc., 

Bivd., Los Angeles 23, Calif 
Winchester Electronics, Inc 


3424 East Olympic 
Willard Road, Norwalk, 
Y. W. Small 
Toronto, da 
York Gears, Ltd, 825 


Parts, Ltd. 496 Queen St., East, 


Caledonia Rd., Toronto 19, 


Corp., Electronics Div., 30240 Lakeland 


Bivd., Wickliff, Ohio 


Connectors, Hose 


Aeroquip (Canada) Ltd., 
9, Ontario, Canada 
Aeroquip Corp., 


287 Bridgeland Ave., Toronto 
300 South East Ave., Jackson, Mich 
c 3015 Winona Ave., 
Airaterra, 620 Paula Ave., Glendale 1, Calif 
Airconductors, 367 East Olive, Gardena, Calif, 
Air-Lock, Inc., 108 Guif St.. Milford, Cor 
AIRWORK CORPORATION, Municipal Airport, Millville, 
New Jersey. SEE ADV. 201 
Altitude, Inc., 113 Sheldon St., 
American Brass Co., The, American Metal 
P. 0. Box 791, Waterbury 20, Conn 
Arkwin Industries, Inc., 648 Main St., Westbury, N. Y. 
ARROWHEAD PRODUCTS, 2350 Curry St., Long Beach, 
Calif. SEE ADV. 0-187 
The Bastian-Blessing Co., 4201 W 
Chicago 46, Iii. 
Bestobeli (Canada) Ltd., 
Ontario, Canada 
Binks 7 | “my Co., 
Chicago lil 
BRUNING t., THE, 601 South Ninth St., Lincoln, 
Neb. SEE ‘ADV. D-183 
Carmac Aviation, 8414 San Fernando Road 


California 
CORNELIUS CO., THE, 550 39 Ave, N. E 
21, Minn. SEE ADV. 0-188 
DeVilbiss Co., The, Phillips Ave., Toledo 1, Ohio 
Dunbar Kapple, Inc., North Island Ave., Batavia, Ill. 
— og 4 Products Corp., Sub. of The Weather- 
9-251 River St.. Orange, N 
EASTERN. inDUSTRIES, INC., 100 Skiff St 
14, Conn. SEE ADV. D-1 
Flexonics Corp., 1302 S. Third St., 
Flight Refueling, Inc., Friendship International 
0. Box 1701, Baltimore, Md 
Gamah Corp., 602 Colorado Ave., 
Calif. 
Garron Aircraft Supply, Inc. 
York 3, Y 
Steel 


El Segundo, Ce 


f 
Hose D 


Ver 


Peterson Ave., 


4 Bestobell Rd., Toronto 14, 


3114 West Carroll Ave. 


n Valley, 


Minneapolis 


Hamden 


Maywood, Il! 
Airport, 


Santa Monica, 


5 Union Square, New 


General Fittings Co., 1321 21 St Racine, 
Wisc. 

B. F. Goodrich 
Canada 

B. F. Goodrich Ind. 
Akron 11, Ohio 

Hansen = Co., 
35, Ohio 

Joy Mfg. Co., 

Lund Aviation (Canada) Ltd 
Quebec, da 

National Automatic Prods. Co., The 
Berlin, Conn. 

Normalair (Canada) Ltd., 
Etobicoke, Toronto 14 


Red Devil Mfg. Co., 1412 N. Ogden Ave., Chicago 10, 
It. 


Canada, Ltd., Kitchener, Ontario, 


Prods. Co., South Main St. 


The, 4031 West 150 St., Cleveland 


333 Oliver Bidg., Pittsburgh 22, Pa. 
Montreal Airport Dorval, 
Washington Ave., 
1425 The Queensway, 
Ontario, Canada 


Corp., Roseland, WN. J 
1706 Standard Ave 
Inc., 19115 South Hamilton St., Gar- 


Resistofiex 

Roylyn, inc., 

Rubber Teck, 
dena, Calif. 

A. Schrader’s Sons, 
N. Y 


Glendale 1, Calif 


470 Vanderbilt Ave., Brooklyn 17, 


Superior Pneumatic & Mfg. Inc., 4758 Warner Rd., 
Cleveland 25, Ohio 
Titefiex, Inc., Hendee St., 
Stratofiex of Canada Inc., 91 Kipling Avenue S., P. 0 
Box 49, Toronto 18, Ontario, Canada 
Weatherhead Co. of Canada Ltd. The, 109 
St., St. Thomas, Ontario, Canada 

WEATHERHEAD CO., THE, 300 E. 131 St., Cleveland 
8, Ohio. SEE ADV. A-43, 0-186 

E. B. Wiggins Oi! Tool Co., Inc., 3424 East 
Bivd., Los Angeles 23, Calif 

Y. W. Small Parts, Ltd 496 
Toronto, Canada 

Z & W Mfg. Core Elect $ 30240 
Bivd., Wickliff, Ohio 


Springfield 4, Mass 


Inkerman 
Olympic 
St., East, 


Queen 


Lake and 


Connectors (Oxygen 
Equipment) 


Conn 
Milf 


The Aerotec Corp., Greenwich 
Air-Lock, Inc., 108 Gulf 


Air Products, Inc., P. 0. Box 538 





CONNECTORS 


Airaterra, 620 Paula Ave., Glendale 1, Calif. 

Aro Equipment Corp., Aircraft Div, Bryan, Ohio 

Altitude, Inc., 113 Sheidon St., El Segundo, Calif 

American Brass Co., The, American Metal Hose Div., 
P. 0. Box 791, Waterbury 20, Conn 

Arkwin Industries, Inc., 648 Main St., Westbury, N. Y 

Aro Equipment of Canada Ltd., P. 0. Box 515, Toronto 
15, Ontario, Canada 

The Bastian-Blessing Co 4201 W. Peterson Ave., 
Chicago 46, ! 

BRUNING CO.. THE, 601 South Ninth St., Lincoln 
Neb. SEE ADV. 0-183 

Cambridge Corp., Lowel! Industrial Park, Lowe Mass 

D-K Mfg. Co., 5059 So. Kedzie, Chicago, I!! 

Dage Electric Co., 67 North Second St., Beech Grove, 
Ind 

Dumont Aviation Assocs., 1401 Freeman Ave 
Box 4087 “¥ 2 Beach 4, Calif 

Eastern Aircraft oducts Corp., Sub. of The Weather- 
head Co 20-251 River St., Orange, N. J 

Essex Mfg. Co., Inc., 8213 Gravois Ave., St. Louis 23, 
Mo 

Firewe!l Co Inc 

F d Power Inc 

General Stee 
Wisc 

Hansen Mfg. Co., The, 
35, Ohio 

Kidde, Walter & Co. of Canada, Ltd., 
Ave., Montreal 9, Quebec, Canada 

Walter Kidde & Co., Inc, 256 Main St 
9, N 

H. Koch & Sons, Box 125 

Normalair (Canada) Ltd., 
coke, Toronto 14, Ontario, Canada 

Puritan Compressed Gas Corp, Aviation Div 2012 
Grand Ave., Kansas City 8, Mo 

Robertshaw-Fulton Controls Co., Aeronautical & In- 
Strument Div., Santa Ana Freeway at Euclid Ave., 
Anaheim, Calif 

Ronan & Kunzi, Inc., Marsha Mich 

Rubber Teck, Inc., 19115 South Hamilton St., Gar- 
dena, Calif 

A. Schrader’s Sons, 470 Vanderbilt Ave., Brooklyn 17, 


N. Y 
= _AIRCRAFT A fey Pacific Hwy 
Calif. SEE ADV. A-58 
VICTOR EQUIPMENT COMPANY, 844 Folsom St., San 
Francisco 7, Calif. SEE ADV. D-185 
WEATHERHEAD CO., THE, 300 E. 131 St 
land 8, Ohio. SEE ADV A-43, D-186 
E. B. Wiggins Oi! Tool Co., Inc., 3424 East Olympic 
Bivd., Los Angeles 23, Calif. 


P. O 


3685 Broadway, Buffalo 25, N. Y 


Macedonia, Ohio 


Fittings Co 1322 21 St., Racine, 


4031 West 150 St., Cleveland 
5500 Roya!mount 
Belleville 


Corte Madera, Calif 
1425 The Queensway, Etobi- 


San Diego 


Cleve- 


Connectors, Rack & Panel 


Alden Products Co.. 144 N. Main St., Brockton 64 


Mass 

Ampheno! ~- - Ltd., Toronto 
9, Ontario, nada 

AMPHENOL ELECTRONICS CORP., 1830 South 54th 
Ave., Chicago 50, Ill. SEE ADV. C-106 

Anton Electronic Labs., 1226 Flushing Ave., 
37, 

Armel Electronics, Inc., 


N.Y 

BENDIX AVIATION CORP., SCINTILLA DIV., 
N. Y. SEE ADV. C-77 

BURNDY CORP., OMATON DIV., Norwalk, Conn. SEE 
ADV. D-159 


300 Campbell Ave 


Brooklyn 
840 Fifth Ave., Brooklyn 32, 


Sidney, 


Cannon Electric Canada Ltd, 160 Bartley Dr., Toronto 
16, Ontario, Canada 
Cannon Electric Company, 
Angeles 31, Calif. 
Cinch Mfg. Corp., 1026 South Homan Ave 
Tit 
Connector Co., Inc., 
Vernon, WN. Y 

Cole Electric Co., 8439 Steller Or., 


Continental Connector Corp., 34-63 56 St 
77, w. UY 


3208 Humboldt Street, Los 
Chicago 
37 Worth Second Ave., 


Culver City, Calif 
Woodside 
DeJjur-Amsco Corp., Northern Bivd., Long Is- 
land ~ 2, 
Deutsch Co., The, 7000 Avalon Bivd 
California 
Elco Corp., 
Pa 
Garde Mfg. Co., 53 John St., 
Gorn Electronics Div., Gorn 
Main St., Stamford, Conn 
North Electric Co., 553 S. Market St., Galion, Ohio 
U. S. Components, Inc., 454 East 148 St New 
York 55, N. Y 
E. B. Wiggins Oil Too! Co., Inc., 
Bivd., Los Angeles 23, Calif 
Wilgreen Industries, 99 Murray St., 
N.Y. 


45-01 
Y 
Los Angeles 3, 


M St. below Erie Ave., Philadelphia 24, 
Cumberland, R. I 


Electric Co. Inc., 841 


3424 East Olympic 
New York 7, 


Winchester Electronics, Inc., Willard Road, Norwalk, 
Conn 


Woods Electricon Corp., 711 South Victory Bivd., 


Burbank, Calif. 


Connectors, Sled & Skid (For 
Missiles) 
Aiden Products Co., 


Amphenol Canada Ltd., 
9, Ontario, Canada 


144 N. Main St., Brockton 64, 


300 Campbeli Ave., Toronto 


D-30 


AMPHENOL ELECTRONICS CORP., 1830 South 54th 
Ave., Chicago 50, Ill. SEE ADV. C-106 
1226 Flushing Ave., 


Conn. SEE 


Anton Electronic Labs., Brooklyn 

37, N.Y 

BURNDY CORP., OMATON DIV., 
ADV. D-159 

Cannon Electric Canada Ltd 160 
Toronto 16 Canada 

Cannon Electric Compan 3208 
Los Angeles 31, Ca 

Capewell Mfg. Co., 60 Governor St 

ie  sanaaie Co 8439 


onoco DIV., BERMITE POWDER CO., 11120 Cumpston 
North Hollywood, Ca SEE ‘ADV. B-40 
The, 1334 North Kostner Ave., 


Norwalk 
Bartley ODr., 


Humboldt Street 
Hartford 2, Conn 


Steller Dr., Culver City, 


Hendee St., Springfield 4, Mass 
0 Tool Ce Inc 3424 East Olympic 
Los Angeles 23, Calif. 


Containers, Engine 


ACF Industries, Inc., 750 Third Ave.. New York 17 
N. Y 
Aerojet-Genera! Corp 
Azusa, California 
Alco Products, Inc., Dept. 905, Box 1065, Schenectady, 
nN. Y 
App ed ae Co. Inc., 1807 Elmwood Ave., 
N 


6352 North Irwindale Ave., 


Buffalo 

Armstr ae Furnace Co., Div 
Co., 851 West Third Ave 

Associated Co Inc 1441 5 
13, Kans. 

The Barth Corp., 12650 
Ohio 

Bekins Van & Storage C 
12512 Inglewood Ave., Hawthorne, Ca 

Bowser, Inc., Fort Wayne Div., Fort Wayne 2, Ind 

Bristo! any Western) itd. P. 0 4 874, 
Stevenson Fie Winnip Manitoba, Cana 

THE BRUNSWICK- BALKE-COLLENDER CO., DEFENSE 
PRODUCTS DIV., 1700 Messier St Muskegon Mich 
SEE ADV. B-46 

Buffalo Metal Container Corp 
11, N.Y 

Champion Co., 
Ohio 

Container Research Associates Inc Swarthmore In- 
dustrial Center, Wallingford Rd. & Baltimore Pike, 
Swarthmore, Pa 

Cromer Mfg. & Eng. Co., Inc 
Angeles, Calif 

Drayer-Hanson Div., 
P. 0. Box 2215 
Calif 

Engineering & Manufacturing Co., 611 North 40 St., 
Philadelphia 4, Pa 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 

Fleet Mfg. Ltd., Gilmore 

6. 


National Union Electric 
Columbus, Ohio 
McLean Bivd., Wichita 


Cleveland 30, 


ndustrial Packaging Div., 
f 


35 Roetzer St., Buffalo 


The, 400 Harrison St., Springfield, 


2138 E. 88 St., Los 


Radiator Corp., 
Los Angeles 54, 


National-U. S 
Terminal Annex, 


Road, Fort Erie, Ontario, 


. Municipal Airport, St. Catharines, 
Ontario, Canada 

Harbor Boat Building Co 
Istand, Calif 

Kittell Lacy, Inc., 10816 E 
Calif 

Ludwig Honold Mfg. Co., Chester Pike & Folcroft Ave., 
Folcroft, Pa 

Hupp Aviation Company, 6633 West 65 St 
38, IN 

Kaiser Stee! Corp 


258 Cannery St., Terminal 


Fawcett Ave., E! Monte, 


Chicago 


1924 Broadway, Oakland 12, Calif. 

King Fifth Wheel Co., Box 759, Wilkes Barre, Pa 

Lockheed Aircraft Corp., California Div., P. 0. Box 
551, Burbark, Calif 

Lockheed Aircraft Corp., Georgia Div., 
ucts Branch, Marietta, Ga 

Loewy-Hydropress Div., Baldwin-Lima-Hamilton Corp 
111 Fifth Ave, New York 3, N.Y 

Longren Aircraft Co Inc 24751 
Torrance, Calif 

Lunn Laminates, Inc., Oakwood Rd. & West 
Huntington Station, N. Y 

R. C. Mahon Co., P. 0. Box 4666 Detroit 34, Mich 

Missile Products Div., Fruehauf Trailer Co., 10940 
Harper Ave., Detroit 32, Mich 

National U. S. Radiator Corp., Johnstown, Pa 

Nigg Engineering Corp., 545 N. Second Ave 
Calif 


Special Prod- 


Crenshaw Bilvd., 


11 St., 


Covina, 

Piasecki Aircraft crp Island Rd., International 
Airport, Philadelphia 42, Pa 

Pre-Stressed Shock Mount Co., c/o 6.D.C 
Elkton, Maryland 

Rheem Mfg. Co., Aircraft Div 
Downey, Calif 

Rheem Mfg. Co., Sov 
Ave., Downey, Calif 

Royal Industries, Inc 


bra, Ca 

SMITHCRAFT FABRICATION DIVISION, A. L. SMITH 
TRON COMPANY, 200 Bent Street, Cambridge 41, 
Mass. SEE ADV. D-199 

Thieblot Aircraft Co. Div., Vitro Corp. of 
P. 0. Box 481, Martinburg, West Va 

Traiimobile Co., 31 & Robertson Aves., 
Ohio 

Vendorlator Mfg. Co., 2550 S. Railroad Ave., 

lif 


Box 275, 
11711 Woodruff Ave., 
Products Div., 11711 Woodruff 


1035 Westminister Ave., Alham- 


America, 
Cincinnati 9, 
Fresno, 


Waco Aircraft Co., The, Peters Ave., Troy, Ohio 

Washington Aluminum Co., Inc., Dept. 175, 
more 29, Md 

Technological Associates, Inc., 979 
Rockville, Md 


Balti- 


Washington 
Rollins Ave 


Containers, Food 


Inc., 1441 S. McLean Bivd., 


Associated Co Wichita 


13, Kans 
Bekins Van & Storage Co., Industrial Packaging Div 

12512 Inglewood Ave., Hawthorne, Calif 
Continental Can Co., Honeycomb Products, 

St., New York 17, N. Y 
D-K Mfg. C 5059 So. Kedzie, 
General Tire & Rubber Co 


Akron 9, Ohio 

INDUSTRIAL TOOL MFG. CORP. SUB., PENDLETON 
TOOL INDUSTRIES, INC., 8150 Marbrisa Ave 
Huntington Park, Calif. SEE ADV. D-196 

Kaiser Aluminum & Chemica Sales Inc., 1924 
Broadway, Oakland 12, Calif 

Lunn Laminates, Inc., Oakwood Rd 
Huntington Station, N. Y 

McGraw-Edison Co., Elgin, Ii! 

Modern Meta! Crafts Sts a. € 
American Sts., Philadelphia 33, Pa 

National U. S. Radiator Corp., Johnstown, Pa 

Pre-Stressed Shock Mount Co o G6.0.C., Bex 275 
Elkton, Maryland 

Revere Copper & Brass, Inc., 230 Park 
York 17, N.Y 

W. S. Shamban & Co 11617 West 

Culver City, Calif 

Skyline Products, Inc 

Temperature Engr. Corp., 1100 
Riverton, N. J 

Trailmobile Co 
Ohio 

Webder 
Calif. 


100 East 42 


hicago, I! 


1708 Englewood Ave., 


& West 11 St. 


Ave New 
Jefferson Bivd 


Grand Bivd., Deer Park, N. Y 
Union Landing Rd., 


31 & Robertson Aves., Cinc 


Aircraft Corp., 2820 Ontario St., 


Containers, Missile 


ACF Industries, Inc., 750 Third Ave.. New York 17 
N.Y 

Aerojet-General Corp., 6352 North 
Azusa, California 

Airconductors, 367 East Olive, Gardena, Calif 

Airline Products Co 5536 Satsuma Ave., 
Hollywood, Calif 

Alco Products, Inc., Dept. 905 
N.Y 

American Car & Foundry Div., ACF Industries, Inc., 
750 Third Ave., New York 17, N.Y 

American Electronics, Inc 1025 West 
Los Angeles 17, Calif 

Applied Design Co. Inc., 
7, N.Y 


Irwindale Ave 


North 


Box 1065, Schenectady 


Seventh St 


1807 Elmwood Ave., Buffalo 


Armstrong Furnace Co., Div. National Union Electric 
Co., 851 West Third Ave., Columbus, Ohio 

Arnolt Corp., Warsaw, Ind 

Associated Co. Inc., 1441 S. Mclean Bivd., Wichita 


13, Kans 

AVCO MANUFACTURING CORPORATION, CROSLEY 
DIVISION ee Arlington Street, Cincinnati 25 
Ohio. SEE A B-2 

The Barth — 
Ohio 

Bekins Van & Storage Co., 
12512 Inglewood Ave 

Benson Mfg. Co., 1811 
Mo 

Bowser, Inc 


12650 Brookpark Rd. Cleveland 30 
Industrial Packaging Div 
Hawthorne, Calif 

Agnes Ave., Kansas City 27 


Fort Wayne Div., Fort Wayne 2 

Bristo! Aircraft (Western) Lt P. 0. Box 
Stevenson Field, Winnipeg, Manitoba, Canada 

— a puaem, Inc., 1950 West Fort St 


THE BRUNSWICK. BALKE-COLLENDER CO., DEFENSE 
ae DIV., 1700 Messier St., Muskegon, Mich 
SEE ADV. B-44 

THE BUDD COMPANY, DEFENSE DIVISION, Hunting 
Park Ave. Philadelphia 32, Pa. SEE ADV. A-48 

Buffaio Metal Container Corp 35 Roetzer St 
Buffalo 11, N.Y 

Champion Co., The, 400 Harris St 
Ohio 

Colonial Aircraft Corp., Sanford, Maine 

Container Research Associates, In Swarthmore 
dustrial! Center, Wallingford Rd. & Baltimore Pike 
Swarthmore, Pa 

Continental Can Co., Honeycomb Products 
St., New York 17, WN. Y 

CRAIG SYSTEMS. INC 360 Mery 
Mass. SEE ADV. 0-193 

Cromer Mfg. & Eng. Co., Inc 
Angeles, Calif 

Dayton Rubber Co., The, Dayton, Ohio 

Defense Products Group, American Machine & Foundry 
Co ’ eeermeed & Kennedy Rd.—Cheektowaga, Buffa 
N 

Defense Products, Nuclear Products-Erco Div ACF 
Industries, Inc Riverdale, Md 

Drayer-Hanson Div National-U. 5S 
P. 0. Box 2215, Terminal Annex 
Calif 

Dunbar Kapple, Inc 

Eubanks Industries, Inc 
ll Ave., Hialeah, Fla 

Engineering & Manufacturing Co 
Philadelphia 4, Pa 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy 
Akron 17, Ohio 

Firewe!l Co., Inc., 

Fletcher Aviation Corp., 
Calif 

Food Machinery & 
San Jose 6, Calif 

Four Wheel Drive Auto Co., Clintonville, Wisc 

Genaire, Ltd Municipal Airport, St 
Ontario, Canada 


Detroit 


Springfield 


100 East 42 
mack St., Lawrence 


2138 E. 68 St. 


Radiator Cort 
Los Angeles 54 


North Island Ave., Batavia, | 
Fiberglass Prods. 2855 E 


611 North 40 St., 


Buffalo 25, WN. Y 
Airport, Rosemead 


0. Box 760, 


3685 Broadway, 
Fletcher 


Chemical Corp., P 


Catharines, 
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8. F. Goodrich Aviation Products, 500 South Main St. 
Akron, Ohio 

Harbor Boat Building Co., 258 Cannery St., Terminal 
Istand, Calif. 

Harvey Aluminum, 19200 South Western Ave., Tor- 
rance, Calif. 

Ludwig Honold Mfg. Co., Chester Pike & Folcroft Ave., 
Folcroft, Pa. 

Hupp a Company, 6633 West 65 St., 

, Wm. 

Kaiser Metal Products, 
Pa. 

Kaiser Stee! Corp., 1924 Broadway, Oakland 12, Calif 

Kittell Lacy, Inc., 10816 E. Fawcett Ave., Ei Monte, 
Calif. 

H. Koch & Sons, Box 125 Corte Madera, Calif. 

Lockheed Aircraft Corp., California Div., P. 0. Box 
$51, Burbank, Calif 


Chicago 


Inc., Fleetwings Div., Bristol, 


Div., Special 


Baldwin- Lima- Hamilton Corp., 
lll Fifth Ave., New York 3, N. 
Longren Aircraft Co. Inc., 24751 Crenshaw Bivd., 


, Inc. Oakwood Rd. & West 11 St, 

Huntington Station, N. Y. 
C. Mahon Co, P. 0. 
Mich. 

Missite Products Div., Fruehauf 
Harper Ave., Detroit 32, Mich. 

National U. S. Radiator Corp., Johnstown, Pa. 

NEWBROOK —— Sig 16 Mechanic St., 
Creek, N. Y. SEE A B-39 

Nigg pees Corp., “q- N. Second Ave., Covina, 
Calif 

Pac Aero Engineering Corp., 3021 Airport Ave., Santa 
Monica, Calif. 

Piasecki Aircraft Corp., Island Rd., 
port, Philadelphia 42, Pa. 

Pre-Stressed Shock Mount Co., c/o G.D.C., 
Elkton, Maryland 


Rheem Mfg. Co., Aircraft Div., 
Calif 


Box 4666, Detroit 34, 


Trailer Co., 10940 


Silver 


International Air- 
Box 275, 
11711 Woodruff Ave., 


11711 Woodruff 


Downey, , 
Rheem dy: _ Gov. Products Div., 
Calif. 


1035 Westminster Ave., Al- 

. Aero Products, Western Div. 

| .. Anaheim, Calif. 

SMITHCRAFT FABRICATION ‘DIVISION, A. L. SMITH 
IRON COMPANY, 200 Bent Street, Cambridge 41, 
Mass. SEE ADV. D-199 

Specification Packaging Engineering Co., 
junga Ave., North Hollywood, Calif. 

Thermo-Form ODiv., Aluminum Taper Milling Div., 
Attamil Corp., 225 Oregon St., El Segundo, Calif. 

Thiedblot Aircraft Co. Div., Vitro Corp. of America, 
P. 0. Box 481, Martinsburg, West Va 

Tralimobile Co., 31 & Robertson Aves., Cincinnati 9, 
Oh 


6869 Tu- 


io 
United States Stee! Corp., Consolidated Western Steel 
Div 0. Box 2015, Terminal Annex, Los 
Angeles 54, Calif. 
Vendorlater Mfg. Co., 
Calif. 
Vendo Company, 7400 East 12 St., Kansas City, Mo. 
Vitro Corp. of America, 261 Madison Ave., New York 
16, N.Y 
Waco Aircraft Co., The, Peters Ave., 
Washington Aluminum Co., Inc., Dept. 
29, Md. 

Washington Technological Associates, Inc., 979 
Rollins Ave., Rockville, Md 
Welding & Steel ee. Co., Inc., 

Tonawanda, 


2550 S. Railroad Ave., Fresno, 


Troy, Ohio 
175, Baltimore 


P. 0. Box 148, 


Wells we Bey 6880 Troost Ave, North 


Corp. 
Hollywood, Calif. 


Containers, Small Misc. 


= am Inc., 750 Third Ave., New York 17, 


134 & Perry, Chicago 27, Ill. 
787 Passaic Ave., West 


oun Secet Co., 

Aero Metal Products Corp., 
Caldwell, N. J 

Alloy Products Corp., 


Wisc. 

Applted Design Co. Inc., 1807 Elmwood Ave., 
7, N.Y. 

Arnolt Corp., Warsaw, Ind. 

Associated Co., Inc., 1441 S. Mclean Bivd., Wichita 
13, Kans. 

Bekins Van & Storage Co., Industrial Packaging Div., 
12512 Inglewood Ave., Hawthorne, Calif. 

Bowser, Inc., Fort Wayne Div., Fort Wayne 2, Ind. 

Brooks & Perkins, Inc. 1950 West Fort St., Detroit 
16, ich. 

THE BRUNSWICK-BALKE-COLLENDER CO., DEFENSE 
PRODUCTS DIV., 1700 Messier St., Muskegon, Mich. 
SEE ADV. B-46 

Buffaio Metal Container Corp., 35 Roetzer St., 
11, N. Y. 

Champion Co., The, 
Ohio 

Container Research Associates, Inc., Swarthmore In- 
dustrial Center, Wallingford Rd. & Baltimore Pike, 
Swarthmore, Pa. 

Continental Can Co., Honeycomb Products, 
42 St., New York 17, N. Y. 

CRAIG SYSTEMS, INC., 360 Merrimack St., Lawrence, 
Mass. SEE ADV. D-193 

Cromer Mfg. & Eng. Co., Inc, 2138 E. 88 St. Los 
Angeles, Calif. 


1045 Perkins Ave., Waukesha, 
Buffalo 


Buffalo 


400 Harrison St., Springfield, 


100 East 
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Defense Products Group, American Machine & Foundry 
Co., Broadway & Kennedy Rd.—Cheektowaga, Buffalo, 


National-U. S. Radiator Corp., 


Orayer-Hanson Div., 
7 Terminal Annex, Los Angeles 54, 


0. Box 2215, 

Calif. 

George D. Ellis & Sons, 4040 North American St., 
Dept. A, Philadelphia 40, Pa. 

Engineering & Manufacturing Co., 611 North 40 St., 
Philadelphia 4, Pa 

Eubanks Industries, Inc., 
E. 11 Ave., Hialeah, Fla 

Fibre Products Mfg. Co., 30-32 West 13 St., New 
York 11, N. Y 

Genaire, Ltd., Municipal 
Ontario, Canada 

Harbor Boat Building Co., 
Isiand, Calif. 

R. M. Hollingshead Corp., Government-Aviation 
Div., 840 Cooper St., Camden, N. J 

Ludwig Honold Mfg. Co., Chester Pike & Folcroft Ave 
Foicroft, Pa 

Industrial Handling Equip. Co., 
Chicago 7, Ill 

Walter Kidde & Co., Inc., 256 

J 


Fiberglass Prods., 


Catharines, 


Airport, St 


258 Cannery St., Termina 


Sales 


i231 W. M 
Main St., 


9, » 

Kittell Lacy, Inc., 10816 E. Fawcett Ave 
Calif 

H. Koch & Sons, Box 125, Corte Madera 

Lockheed Aircraft Corp., Georgia Div 
ducts Branch, Marietta, Ga 

Longren Aircraft Co., Inc. 2475 
Torrance, Calif 

Luna Laminates, Inc., Oakwood Rd 
Huntington Station, N. Y 

Modern Metal Crafts Sts., N 
Sts., Philadelphia 33, Pa 

National Fabricating Co., 129-01 WN 
S. Ozone Park, N. Y. 

National U. S. Radiator Corp 

Piax Corp., Box 1019, Hartford, Conn 

Pre-Stressed Shock Mownt Co 
Elkton, Maryland 

Republic Steel Corp., 14 
land 1, Ohio 

Republic Steel Corp., Berger 
Ave., N. E., Canton 5, Ohio 

Revere Copper & Brass, 
York 17, N. Y 

Royal Industries, Inc., 
hambra, Calif 

Santa Anita Engineering 
Pasadena 8, Calif 

A. 0. Smith Corp., Aero ered ducts 
E. Ball Rd., Anaheim 

SMITHCRAFT ' FABRICATION ‘DIVISION A. L. SMITH 
IRON COMPANY, 200 Bent Street mbridge 41 
Mass. SEE ADV. D-199 

Specification Packaging Engineering 
junga Ave North Hollywood, Calif 

Standard Armament, iInc., 631 Allen Ave., 
alif 

Thieblot Aircraft Co. Div., Vitro Corp. of America, 

0. Box 481, Martinsburg, West Va 
Trailmobile Co., 31 & Robertson Aves., Cincinnati 9, 


Johnst 


Repub 


6869 


Glendale, 


7 


Ring Corp., Box 1035, Dayton 1, 


S Milling Corp., 1700 Rosecrans Ave., 
Manhattan Beach, California 
Vendo Company, 7400 East 12 St 
Vitro Corp. of America, 261 Madison Ave 

16, WN. Y. 
Waco Aircraft Co., The, 
Washington Technological Associates, Inc., 
Ave., Rockville, Md. 
Weber. Aircraft Corp., 
Calif 


Kansas City, Mo 
New York 


Peters Ave., Troy, Ohio 
979 Rollins 


2820 Ontario St., Burbank, 


Wells Industries Corp., 6880 Troost Ave., North 


Hollywood, Calif. 


Containers, Shipping 


ACF Industries, Inc., 750 Third Ave., 
N.Y 

Acme Steel Co., 134 & Perry, Chicago 27, ! 

Aerojet-General Corp., 6352 North Irwindale Ave., 
Azusa, California 

Alco Products, Inc., Dept. 905, Box 1065, 
N.Y 


New York 17, 


Schenectady, 


Aluminum Co. of America, 1501 A 
burgh 19, Pa 

American Car & Foundry Div., ACF Industries, Inc., 
750 Third Ave., New York 17, N. Y 


Applied Design Co. Inc., 1807 Elmwood Ave., Buffalo 
7, N. Y. 


Armstrong Furnace Co., Div. National Unien Electric 
Co., 851 West Third Ave., Columbus, Ohio 

Arnolt Corp., Warsaw, Ind 

Associated Co., Inc., 1441 5S. 
13, Kans. 

William Bal Corp., 2 Johnson St., Newark 5, N. J 

The Barth Corp., 12650 Brookpark Rd., Cleveland 30, 
Ohio 

Bekins Van & Storage Co., Industrial 
12512 Inglewood Ave., Hawthorne, 

Bemis Bro. Bag Co., 408 Pine St., 
Louis 2, Mo. 

Benson Mfg. Co, 1811 Agnes Ave., 
Mo. 

Bowser, 


McLean Bivd., Wichita 


Packaging Div., 
Calif 
Box 110, St. 
Kansas City 27, 


Inc., Fort Wayne Div., Fort Wayne 2, Ind. 
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CONTROL SYSTEMS 


THE BRUNSWICK-BALKE-COLLENDER CO., ~~~ 
PRODUCTS DIV., 1700 Messier St., Muskegon, M 
SEE ADV. B-46 

Buffalo Metal Container 
Buffalo 11, N. Y 

Champion Aircraft Cor sceola 

Champion Co., The, 400 Harrison St 
Ohio 

Colonial Aircraft Corp 

Container Research A 
justrial Center, Wa 
warthmore, Pa 

nental Can Co., Honey 
t New York 17 

CRAIG SYSTEMS, INC., 360 | 

Mass. SEE ADV D- 193 


Corp., 35 Roetzer St. 


anford 


Maine 


ate : 
ngford Rd 


Drayer-Hanson . 
P. 0. Box 2215, 
Calif 
Econoweld Corp., 51 
George D. Ellis 0 
Dept. A, Philadelphia 
Engineering & Manufactu 
Philadelphia 4, Pa 
Eubanks Industries 
Hialea 


Hathaway, Kraemer 
Ontario, Canada 
Hinde & Dauch Div., P 
Sandusky, Ohio 

Ludwig Honold 
Ave. F roft a 
Industrial Handling 
Chicago 7, |! 


Torrance, Ca 
Lunn Laminates 
Huntington Stat 
Lynn Coach & Truck 
R. C. Mahon Co., P 
National U. S. Radiator 
Piasecki Aircraft Corp 
Airport, Philadelphia 
Plax Corp., Box 1019 
Pre-Stressed Sho 
Elkton, Maryland 
Rheem Mfg. Co., 
Downey, Calif 
Rheem Mfg. Co 
Ave., Downey, 
Royal Industries, 
Alhambra, Calif 
Seamless Products 
N.Y 
A. 0. Smith Corp., Aero F 
E. Ball Rd., Anaheim, Calif 
SMITHCRAFT FABRICATION DIVISION, A. L SMITH 
IRON COMPANY, 200 Bent Street, Cam ye 4 
Mass. SEE ADV. D-199 
Specification Packaging Engineering C 
Ave., North Hol panen ~alif 
Thieblot Aircraft Co 
P. 0. Box 481, Mart 


Tralimobile Co., 31 


ted States Stee 
Div., P. 0. Box 
54 Ca ‘ 

Vendo Company, 740 

Vitro Corp. of 
York 16, N. Y 

Waco Aircraft © 

Washington Tech 
ins Ave., R 

Weber Aircraft 
Calif 


Control Systems, Nuclear 


BENDIX AVIATION CORP., BENDIX PRODUCTS DIV 
401 N. Bendix Dr., South Bend 20, Ind. SEE ADV 
A-47 

Consolidated Controfs Corp., 


Bethe!, Conn 





“ CONTROL TOWERS 


Control Towers, Mobile and 


Co 5536 Satsuma Ave., 


Laboratories Div 
T 


Inland Testing 
Morton Grove 
CRAIG. SYSTEMS INC., 360 Merrimack St 
Mass. SEE ADV. D- 193 
Fabricated Steel Service 
Blvd North Hollywood 
ound Brothers Aviation Ltd 
Ontario, Canada 
Kaiser Stee! Corp 


akton St 
Lawrence 
7400 Canyon 
ir 


a 
Malton Airport 


Laure 
Malton 


1924 Broadway, Oakland 12, Calif 
St., Benton Harbor, Mich 
Vv. Corp 180 Varick St 


36-16 37th St., Long Island 


¥ Vitro Corp. of America 
msburg, West Va 


am Penn P Pittsburgh 


Rocky 
~- Penna. R. R., 


West Chester, Pa 


Controls, Machine Tool 


Acme Industria! C Lafiin St., C 
Airpax Products Co Fort Lauderdale, F 
Amalgamated Electr Corp Ltd 384 
Toronto 6, Canada 
American Broach & Machine Co 
Amer. Measurement & Contre I 
Walthar Mass 
Assembly Prods., Inc., Chesterland 39 
Automatic Switch Co Hanover Rd 
N 
Belock Inst 
56, N. Y 
0 Control! Services 
Hatboro, Pa 
Cadillac Gage Co., P 
L. Collins Corp 
Calif 
The Cross Comoany, Park 
3835, Detroit 5, Mich 
Cutler-Hammer, Inc., 315 North 12 


Corp 112-0 


Grove Posta 


sc 

Daystrom Transico Div 
Montgomery County, Pa 

Defense Products, Nuclear Products 
Industries, inc., Riverdale, Md 

Eagle Signal Corp., 202 20 St Moline 

Electro-Snap Corp., 4218-24 W. Lake St 


Daystrom 


Chicago 
East 238th St. & Bronx 
y 
30 Rockefeller Plaza, New 
Ltd., Malton Airport 
Ontario 


Genera! E 
Schenecta 


Apparatus Sis. Div., 


Hughes Aircraft Co Culve ty, Calif 

Power Corp.. Pine Cou-t. New Rochelle. N. Y 

KEARFOTT CO., INC., SUB. OF — PRECISION 
EQUIPMENT CORP 1378 Main Ave Clifton 
N. J. SEE ADV. C-83 

Leach Corp., 18435 Susana Rd., Compton, Cal 

Moog Valve Co Inc 
N.Y 

George L Nankervis 
Detroit 27, Mich 

National Water L o. Div., Cleveland Pneumatic 
Industries, Inc., Palmer Ave Kalamazoo 
Mich. 

Reeves Instr 
City, N. Y 

Reliance Electric & 
Cleveland 17 “Ohio 

SERVO-TEK PRODUCTS CO. 1086 
thorne 1, N. J. SEE ADV. C-103 

Servomechanisms, Inc 12500 Aviation Bivd., Haw- 
thorne, Calif 

Sheffield Corp Bendix 
721 Springfield St on 1, Ohio 

Soroban Engineering, Inc ox 1717. Melbourne Fla 

Sperry Gyroscope Co. of Canada Ltd., 6011 
Liesse Road, Montrea Quebec, Canada 

Stromberg-Carison Div., Genera! Dynamics Corp., 
Carlson Rd., Rochester 3, New York 

Topp Industries, Inc 5221 West 102 St., 
Angeles 45, Calif 

Vickers, Inc., Electric 
St. Louis 3, Missour 

WacLine, Inc., 35 South St 
Ohio 

Wang Laboratories, 37 Hurley St., Cambridge 41, Mass 

The Warner & Swasey Co., Control Instrument Div., 
34 West 33 St., New York 1, New York 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 


Hydra 


Proner Airport, East Aurora 


15300 Fullerton Ave 


sment Garden 


Engrg. Co 01 sclid Ave 


Goffe Rd 


Aviation 


Cote de 


roducts Div., 1815 Locust St., 


Clair St., Dayton 2 


D-32 


. . 
Controls, (Pressurization 
. 

Equipment) 

AiResearch Garrett 
Sepulveda Bivd Los 

Aqualite Corp., 1660 Tenth St 

Aro Equipment of Canada itd, P 
Toronto 15 mahio, Canada 

The Bas . 4201 W 
Chicago 46 

Bendix Aviat 


Mfg Div The C 

Angeles 45 Ca 

Santa Mon Calif 
0 a 515 


orp., 9851 
f 


Peterson Ave., 


Com 


Winds Lock 
HOOVER ELECTRIC CO 
‘ 


Corp., 


Standard 


Rd Lake 


Ave Long Beach, 


Canada Queensway 

Toronto 14 

Development 
Calif 


nisms, Inc 


Montrea 
neering & Mfg 
ywood, Calif 


Fairchild Engine & Airplane 


Newb 


TELECOMPUTING 
Angeles 38, Ca 


WHITTAKER “CONTROLS DIV 
RP. 915 N. Citrus Ave., Los 
SEE ADV. B-41 


Controls, Push-Pull 


Aircraft Pr 


Highway 


All American West 
Pacific Coast 
American Chain & able l , 601 tephenson 

Bidg., Detroit, Mich 
ARENS CONTROLS INC 
SEE ADV. A-53 


Arnav Fitting 


sreenieaf St 


Brass Mfg. Co 
Chicago 48, | 
Kennedy Aircraft Supply C 43-10 162 
58. N.Y 
METALS & CONTROLS corP 


Forest St eboro, Mas 


SPENCER DIV. 
SEE ADV. C-88 
Reid Meta! Products, In 21 North Lincolr 

Burbank, Calif 
Products 6541 Euclid Ave., Cleveland 3, 


Servwe 
SIMMONDS AEROCESSORIES, INC., 105 White Plains 
Rd., Tarrytown, N. Y. SEE ADV. D-195 
SOUTHWEST PRODUCTS CO 
Ave., Monrovia, Calif. SEE ADV. A-54, B-44 
Telefiex, Inc Box 218, North Wales, Pa 
The Thermix Corp Greenwich, Conn 
Vickers, Inc., Electric Products Div., 
St., St. Louis 3, Missour 
Washington Technological Associates, Inc., 
Ave., Rockville, Md 
Weatherhead Co. of Canada Ltd., The, 
St., St. Thomas, Ontario, Canada 


1705 South Mountain 


1815 


Locust 


979 Rollins 


109 Inkerman 


Conveyor Systems 


American Broach & Machine Co., Ann Arbor, Mich 

American Pulley Co. 4200 Wissahicken Ave. Phila- 
deiphia 29, Pa 

Aviguipo of Canada (itd 
Montrea Que bec, Canada 

Chain Belt C 4701 West 
waukee i, 

Chainveyor C 
Angeles 22, Calif 

Colson Corp., Jonesboro, Ark 

Cut ler-Hammer Inc., 315 Nort 
Wisc. 

J. E. Doyle Co 
13, Ohio 

Foote Bros. Manufacturing Co., 
Ave., Chicago, | 

Found Brothers Aviation Ltd 
Ortario, Canada 

Hanson-Van Winkie-Munning C Church St., Matawan 
N. J 

Industria! 
Cricago 

Laurie & 

Link-Belt Company, Dept 


636 St Paul St Ww 
Greenfield Ave., Mil- 


5618 E. Washington Bivd 


Q 
Wisc 
orp 


Mitwaukee 3 
Sixth St., Cleveland 
4545 South Western 
Malton Airport, Malton 
Handling Equip. Co., 1231 W. Monroe 5St., 


Lamb, 30 Grosvenor St Toronto, Canada 
AWGL-58, Prudential! Plaza 


585 Main St., East 


510 Communipaw Ave 


Orange, WN. J 


Jersey 


0. Box 4666, Detroit 34, Mich 
56849 Grand River New 


Ave., Dayton 1{ 
rthwest 


Stanley 
Wash. ngto 
lins Ave 


Coolants 


Associated Technic 
Ave 

Carrier 
York 

Dar 
Seg 


York 
4614 Prospect 


West 1 


Copper & Copper Alloys 
(Bars, Plate, Rods, Sheet 
& Strip) 


The American Brass Co., Waterbur 

Amer. Meta! Climax, | 500 5th 
36, N 

Amer ica S 0 Inc 36-07 Prince St 
N y 

Belmont Smelting & Refir 
Ave., Brooklyn 7, N. Y 

Bram Metallurgica!-Chemica ° 320 
Philadelphia, 26, Pa 


y, Conn 


ng Wks. Ind., 330 Belmont 


65th Ave 


Copper 236 Grand St Water- 


Chase Brass & 


bury Conn 
Wilbur 8B 
4, N. J 
Eastern Rolling Mills Inc., 
York 60, N. Y 


Carter Hwy Newark 


Driver Co 


Federated Metals American Smelting & Refining 
l adway rk, N.Y 
Gasket Manufacturir Inc 319 
Los Angeles 15 
Industria! Product Bridgeport 
S Bridgeport Conn 
A. D. Mackay, Inc., 198 Broadway 
P ~ Mallory Co., inc 50 
Indianapolis 6, | 
n Mathies hemic Co 460 
York 22, N. Y 
n Mathieson Chemica! C 
Ave., New York, N. Y 
Mueller 
Pheips Dodge Copper Products Corp., 
New York 22, N. Y 
Precision Tube Co., Inc., 
Rd., North Wales, Pa 
Revere Copper 3 Brass, 
York 17, N 
Riverside Al loy i Div., 
Riverside, N. J. 
Rodney Metals, P. 0. Box 915, New Bedford, Mass. 


West 17 St 
Brass Co., 30 Grand 


New York 38, N.Y 

South Gray t 
Park Ave New 

400 Park 


Metals Div., 


Michigan 
300 Park Ave 


Brass mpany, Port Huron 


Wissahickon Ave. & Church 


Inc., 230 Park Ave. New 


H. K. Porter Co., Inc 
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Cords, Shock 


Aviquipo of Canada Ltd., 636 St. 
treal, Quebec, Canada 

Boyt Harness Co., Box 1355, Des Moines, lowa 

C. R. Daniels, Inc., Daniels, Md. 

x Mfg. Co., The, 400 East Main St., 


Pau! St. W., Mon- 


Middle- 


Cann. 
Thos. 7 oe & Sons, Inc., 50 Houghton St., Hudson, 


Ueited” "Supply ae 3676 S. Broadway Pi., Los An- 


geles 7, Cali 


Cork 


Armstrong Cork Co., West Liberty St., 
Auburn Mfg. Co Middletown, Conn 
Felt Products Mfg. Co., 7450 N. McCormick Bivd., 
Skokie, I/! 
Fitzgerald Mfg. Co 
Gasket Manufactur 
Los Angeles 15 


Countersinks 


9030 Bellanca Ave., Los 


Lancaster, Pa. 


Torri ngton Conn 
mg Co., Inc., 319 West 
Calif. 


17 St. 


Aircraft Tools, Inc., 
45, Calif 

Canada Illinois Tools, Ltd., 75 
Mills, Ontario, Canada 

General Electrodynamics 
Gartand, Texas 

Union Twist Drill Co., 

Severance Too 
naw, Mich. 


Angeles 
Scarsdale Rd., Don 


Corp., 4430 Forest Lane, 
Athol, Mass 
Industries, Inc., 648 lowa Rd., Sagi- 


Couplings, Cable 


Ampheno! Canada Ltd., 300 
9, Ontario, Canada 
Bergen Wire Rope Oo., 6 

Lodi, WN. J. 
Prodelin, Inc., 307 Bergen Ave., 
E. B. Wiggins Oi! Tool Oo., Inc., 
Bivd., Los Angeles 23, Calif. 


Campbell Ave., Toronto 


Gregg St., Off Route 17, 


Kearny, N. J 
324 East 


Couplings, Fluid, Helicopter 


Airaterra, 620 Paula Ave., Glendale 1, Calif 

Aircraft Div., On Mark Engineering Co., 7929 Haven- 
hurst Ave Van Nuys, Calif 

Amnor Aviation Corp., 514 Halstead Ave., maro- 
neck, N. Y 

Aqualite Corp., 

— _ 3 Industries, Inc., 


1660 Tenth St., Santa Monica, Calif. 

648 Main St., Waterbury, 

BRUNING co., Lg 601 South Ninth St., Lincoln, 

SEE ADV. 0-183 

x... Aviation an 4 San Fernando Road, Sun Valley, 
California 

D. S. D. Mfg. Co., The 
Conn 

Dunbar Kapple, Inc 


2964 Whitney Ave., Hamden, 
North Island Ave., Batavia 
Eastern Aircraft Products Corp., Sub. of The Weather- 
head Co., 229-251 River St. Orange, N. J 
Fenn Mfg. Co., The, P. 0. Box 235, Hartford, Conn. 
National tilities Corp., 826 South Arroyo Pky., 
Pasadena 2, Ca 
On Mark Couplings 
geles 41, Calif 
Ozome Metal Products Corp., 101-32 
Park 16, N. Y 
Reliant Industries 


4440 York Bivd., Los An- 
01 St., Ozone 


4935 Firestone Bivd., South Gate, 
Standard Ave., Glendale 1, Calif 

I 91 Kipling Avenue S., P. 0. 
Ontario, Canada 
Springfleld 4 

2832 East Grand Bivd., 


Mass 
Detroit 11, 


New Hyde Park, N. Y. 
3424 East Olympic 


1301 Fourth Ave., 

B. Wiggins Tool Co., Inc., 

Bivd., Los Angeles 23, Calif. 

Zurn Industries, Inc., Mechanical Power Transmission 
Div., 1982 Pittsburgh Avenue, Erie, Pa. 


Couplings, Hydraulic 


Aeroquip (Canada) Ltd., 287 Bridgeland Ave., Toronto 
9, Ontario, Canada 

Aeroquip Corp., 300 South East Ave., Jackson, Mich 

Aeroquip Corp Western Div., 3015 Winona Ave., 
Burbank, Calif. 

Airaterra, 620 Paula Ave., 

Aircraft Div., On Mark Engineering Co., 
hurst Ave., Van Nuys, Calif 

The Aircraft Fitting Co., 11830 Brookpark Rd., 
land 30, Ohio 

Airdrome Parts Co., 
Inglewood 3, Calif. 

Altitude, Inc., 113 Sheldon St., El Segundo, Calif. 

Amnor Aviation Corp., 514 Halstead Ave., Mamaro- 
neck, N. Y. 

Anchor Ooupiin Co., 
ville, Il, 


Glendale 1, Calif. 
7929 Haven- 


Cleve- 


922 West Hyde Park Bivd., 


342 North Fourth St. Liberty 
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Calif. 
Westbury, 


Aqualite Corp. 1660 Tenth St., Santa Monica, 
Arkwin Industries, Inc., 648 Main St, 
N. Y. 
Blackhawk Mf. Co., 5325 W. Rogers St., Milwaukee 
46, Wisc 
Bridgeport-Thermostat Div., 
trols Co., 155 Hill St., 
BRUNING CO., THE, 601 
Neb. SEE ADV. 0-183 
Carmac Aviation, 8414 San Fernando Road 
California 
Collins Engineering Corp., 9050 Washingt 
Culver City, Calif 
Corbin Products Div., Ohison 
Crescent Plaza Bidg., Long Island City 
S. D. Mfg. Co., The, 2964 Whitney Ave., 
Conn 
Darco Industries, Inc., Val-Aero Div 
rans Ave., Ei Segundo, Calif 
Dumont Aviation Assocs., 1401 Freem 
Box 4087, Long Beach 4, Calif 
Dumber Kapple, Inc., North Island Ave 
Eastern Aircraft Products Corp., Sub. of 
head Co., 22,-251 River St., Orange 
Flexonics Corp., 1302 S. Third St Maywood 
Gamah Corp., 602 Colorado Ave., Santa Monica, Calif 
Gates Rubber Co., The, 999 South Broadway, De p 
17, Colo 
Gladden Products 
jlendate, Calif 
B. F. Goodrich Ind. Prods 
Akron 11, Ohio 
Hydra Power Corp., Pine Court 
Hydrodyne Corp., 7350 
N. Hollywood, Calif 
Hydrodyne Corp., 


Robertshaw-F u!tor 
Milford, Conn 
South Ninth 


Internat 


Corp., 635 


“ 
dwater 


Skinner Seal Div 
Canyon Ave., North Hollywood, Ca 

Hydromatics, Inc., 70 Okner Pkwy 

Imperial Brass Mfg. Co., The, 6300 
Chicago 48, Iii 

Kahn & Co., Inc., 541 Windsor 

National Utilities Corp 82¢ 
Pasadena 2, Calif 

On Mark Couplings Inc., 4440 
41, Calif 

Ozone Metal Products Corp., 101 
Park 16, N. Y 

Peacock Engineering & Mfg 
Los Angeles 1, Calif 

Reliant Industries, 4935 Firestone 
alif 

Resistofiex Cohp., 

J. R. Robbins Co., 
Calif 

Roylyn, Inc., 1706 

Rubber Teck, Inc., 
~alif 


ap-Tite, 


Roseland, N. J 
9046 nset B 


Standard Ave., 
19115 South Ham 


Inc., 201 Titusville Rd 

Engineering & Mfg. Co 1142 
North Hollywood, Calif 

Stratofiex of Canada Inc 91 Kip 

Box 49, Toronto 18, Ontario 

STRATOFLEX, INC., P. 0. Box 10398 
Texas SEE ADV. D-210 

THOMPSON PRODUCTS, INC., Genera 
and 17, Ohio. SEE ADV. D-170 

teflex, Inc Hendee St Springfie!d 

V ibd Seal Corp., 2832 East Grand Bivd 


Sterer 


p ) 


y 


Weatherhead Co ‘of Canada 
man St.. St. Thomas, Ontar 
WEATHERHEAD CO., THE, 300 
8, Ohio. SEE ADV. A-43, 0-186 
Weba, Inc., 1301 Fourth Ave., New Hyde 
E. 8. Wiggins Oil Tool Co 3424 £ 
Bivd., Los Angeles 23, Ca 
York Gears, Ltd. 825 Caledonia 
ntario, Canada 
Z & W Mfg. Corp 
Bivd Wicktiff, Ohio 
Industries Inc 
Div., 1982 Pittsburgh 


Electronic 


Couplings, Shaft 


Aircraft 
Bridgeport-Thermostat D 


rols Co., 155 H 


Radio Corp., Boonto 


Bud Radio, Inc., 211 

Chain Belt Co., 
1, Wis 

New Process Gear 
t >yracuse 

Diamond Chain 
apolis 7, Ind 

Falk Corp., The, 300 
Wisc 

Ford Instrument 
Thompson Ave., 

Gleason Works, Inc 
N.Y 

Graton & Knight Co., 356 Franklin 
Mass 

Hupp Aviation Company 
38, lil, 

E. F. Johnson Co., 
Minn 

Kerns Manufacturing Corp. 
Island City 1, N. Y. 


6633 West 
224 Second Ave., 


45-18 
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COVERING 


Koppers Co., Inc., P. 0. Box 298, Baltimore 3, Md 
Kupfrian Mfg. Corp., 363 State St., Binghamt N. Y 
Lear, Inc., 3171 S. Bundy Or., Santa Monica 
Link-Belt Company, Dept. AWGL-58, Prudential 
hicago 1, Il 
rd Mfg. Co., 
we jo Flexibie 


1635 We 


Peacock Bros 
anada 
PIC Design Corp 
7 Atlant 
Philadelphia 
Geiphia, Pa 


Reeves Instrument 


N. Y 
terling Precision 
Washington, N 
ety Aircraft 
bro 
B 


var 
E Wiggins 
Sivd., os Angele 
Gears, Ltd 
ario, Canada 
Industries, | 
1982 Pittst 


Couplings, Tube 


Aeroquip ana da 
? Ontarro, Canad 
Aeroquip Corp., 30 
Aeroquip Corp Westerr 
Burbank, Calif 
Airaterra, 620 Pau 
The Aircraft Fitting 
Cleveland 30, Ohio 
Aqualite Corp 660 2 
ARROWHEAD PRODUCTS DIVISION FEDERAL- MOG 
BOWER BEARINGS, INC. 23 r 
Beach 5, Calif. SEE ADV. D- 187 
Avica Corp., P. 0. Box Newport 
Carmac Aviation, 8414 
California 
Chicago Forging & 


Tenth Santa Mor 


Gleason Works 
N. Y 

rial Bras 

>» 48 

o! Aircr 

rface Rd 


Kent 


Rubber Teck, Ir 1911 th Har 


nap-Tite, In 201 Titusville Rd 

SPECIALTY PRODUCTS CORP., 2980 
Wickliffe, Ohic SEE ADV. 0-209 

STRATOFLEX, INC. P Box ; 
Texas. SEE ADV. 0-210 


100 


atherhead 
WEATHERHEAD CO., THE E. 3 
3, Oh SEE ADV. A-43, 0-186 


ales & pply 


Weber 


Covering, Seat 


Acme Paper 
\ y 
aft Mechanics 
rado Springs, C 
Aero Seat Co. 
Burbank, Calif 
radian Flight Equipr 
St., Cobourg, Ontar 
R. Daniels, Inc 
Goodrich 
Canada 





COVERING 


8. F. Goodrich Aviation Products, 500 South Main St., 
Akron, Ohio 

Meteor Aircraft Prods., Inc., P. 0. Box 787 
1, West Va 

Ross-Smith Company, Ltd 
treal 34, Quebec, Canada 


Fairmont 


4285 Frontenac St. Mon- 


Covering, Wing Walkway 


Airconductors, 367 East Olive, Gardena, Calif 

Ouracote Corp., 350 N. Dianrond St Ravenna, Ohio 

C. R. Daniels, Inc 0. 

Ross-Smith Company, Lt 
treal 34, Quebec, Canada 

Sawyer Tower Co., Stanley 

Seaman Products Div Sea 
Bradiey Ave., Sylmar, Ca 


Frontenac St., Mon- 
Watertown, Mass 
Paper Co., 13001 


Covers, Combustion Chamber, 
Gas Turbine Engine 


Airconductors ? East ve 
Rega! Piast p c 4 St 
Seaman Products ) Searnan 
Bradiey A Calif 
SOLAR AIRCRAFT 22 Pac 
12, Calif. SEE ADV. A-58 


Stainless Steel Prods.. In 2980 


Gardena, C 
Kansas C 
Paper 


Burbank, Caiif 
H. 1. THOMPSON FIBER GLASS CO., THE, 1733 Cor- 
Jova St., Los Angeles 7, Calif. SEE ADV. 8-37 
Turbo Products, Inc 12177 Montague St., Paco 
Ca 
Westinghouse Electr orp 3 Gateway Cente P 
Box 868, Pittsburgh 30, Pa 


Covers, Protective (Apron 
Equipment) 


onduct 


stheastern Ave P 


Versailles Rd., Lexington 


Glass Fibers Co., 1810 Madison Ave., Toledo 1 


Sioux Falls, S. D 


Raven Industries, Inc., P 
A on St., Baltimore 


L. Robertson, Inc 3 
24, Md 
Sawyer Tower Co., Stanley Ave 
Products Div Seaman 
Bradley Ave., Sylmar, C 
Security Parachute Co 
Leandro, C 


Stein 


0. Box 227 
25 S. Kress 
Watertown, Mass 


Seaman Paper C 


on S er 


Victor Gloves Inc., 21 St., New York 10 


Covers, Slip 


Aeronautical U Friendship Internat 
A rport Md 

Aerotherm Corp., Bantar 

Aircraft Mechanics | 
rado Springs, Colo 

Boyt Harness Co., Box 1355, Des Moines, lowa 

Boyt Harness Co., 303 New York Ave., Des Moines 5, 

wa 

Burns Aero Seat 

Burbank 


pholsterers inc., 


Conn 
3200 North Nevada St 


Box 127 3900 Cohasset St 
Calif 
Equipment 


Ontario 


Canadian Flight 
St., Cobourg, 


Cobourg, Ltd 
Canada 
3722 West North Ave., Chicago 


66 Swayne 


Cooper Industries, Inc 
39, Ii! 
R. Daniels, Inc., Daniels, Md 
Hardman Tool & Engineering Co., P 
1845 S. Bundy Drive, Los Angeles 
The Thermix Corp., Greenwich, Conn 


U. S. Fiber & Plastics Corp., Union 


Cc . 

overs, Wing 

Airconductors, 367 East Olive, Gardena, Calif 

Bekins Van & Storage Co 
12512 Inglewood Ave 

Berger Brothers Co., The, 135 Derby Ave., New Haven 
Conn. 


Boyt Harness Co., 303 New York Ave., Des Moines 5, 
lowa 


Industrial Packaging Div 
Hawthorne, Calif 


lowa 
66 Swayne 


Boyt Harness Co, 


Canadian Flight Equipment Cobourg, 
St., Cobourg, Ontario, Canada 


Cooper Industries, Inc., 3722 West North Ave., Chicago 
39, Ill. 


Box 1355, Des Moines 
Ltd., 


D-34 


Cromer Mfg. & Eng. Co., Inc., 2138 E. 88 St., Los 
Angeles, Calif 
C. R. Daniels, Inc 

Duracote Corp., 350 N. Diamond St 

INDUSTRIAL TOOL MFG. CORP. SUB., PENDLETON 
TOOL INDUSTRIES, INC 8150 Marbrisa Ave., 
Huntington Park, Calif. SEE ADV. D-196 

Irving Air Chute Co., 1315 Versailles Rd., Lexington, 
Ky 

Leavens Bros. Ltd rin St., 
Ontario, Canada 

L O F Glass Fibers . 10 2 on Ave. 
Ohio 

Rega! Plastic 

A. L. Robertson, 
24, Md 

Ross-Smith Company t 4285 
treal 34, Quebe 

Sawyer Tower Co t Watertown 
Seaman Produ Paper Co 
Bradley Ave 
>ecurity 
Leandro 

Taylorcraft 
Pa 

H. I. Thompson Co 
St., Geulph, Ontario, Canada 

1. THOMPSON FIBER GLASS CO., THE, 1733 Cor- 

dova St., Los Angeles Calif. SEE ADV. 8-37 

S. Fiber & Plastics Corp nion St., Sterling 

hita Ponca Canwas P 


Ave Box 2177 


Daniels, Md 
Ravenna, Ohio 


Toronto 19, 
Toledo 1, 


Kansas City 27, Mo 
Kresson St., Baltimore 
Frontenac St., Mon- 
Mass 


13001 
West 141 Ave San 


ttsburgh Airport, Conway, 


The, 60 Johnston 


Cranes 


er Industrial Trucks 
000 Baker Ave, N 
t Hoist Machine 


HARNISCHFEGER CORP... 4400 West National Ave., 
Milwaukee 46, Wis SEE ADV. D-182 
ourneau-Westinghar 2301 North Adams St., 
East Orange, N. J 
West Broadway, Fair- 


2990 N San Fer- 


sce, Kansas City 14 


Lagonda Ave., Springfield 


St., Mon- 


r Soule 70 


Stearns-Roger Mfg. Co 
Co 
Colo 

Wright Hoist Div 


735 Hay St., 


22 St., New York 


riendship Internat’! 


Paul St. W 


Moines, lowa 
127 3900 Cohasset 


rg, Ltd, 66 Swayne 


Madison Ave., New York 


cooper Industries West North Ave., Chicago 
39 


R. Daniels, Inc 


Duracote Corp 


Ravenna, Ohio 


Seaman Prod eaman Paper Co., 13001 Brad- 
ey Ave a ca 
Wichita Ponca Canvas Products Co., 611 East Central 


Ave., P. 0. Box 2177, Wichita 1, Kansas 


Cushions, Seat 


Aeronautica! | Friendship Internat’! 
Airport Md 
Aerotherm Corp 
Aircraft Mechanics In 32 
Colorado Springs, Colo 
American Latex Products Corg 
Bivd., Hawthorne f 
Armour & Co., N. Benton Rd 
Armour & Co., Cushioning Prod 
sives Div., Alliance 
Burns Aero Seat Co c., Box 127 3900 Cohasset 
St., Burbank, Calif 
Canadian Flight Equipment Cobourg, Ltd., 
St., Cobourg, Ontario, Canada 
Champion Aircraft Corp 
Cooper Industries, Inc 
cago 39, Ill. 


C. R. Daniels, Inc., 


pholsterer 


Bantar nn 
North Nevada St., 
3341 W. El Segundo 


Alliance, Ohio 
ts Div., Coated Abra- 


66 Swayne 


Osceola, Wisc. 
3722 West North Ave. Chi- 


Daniels, Md. 


General Foam Corp., 640 W. 134 St., New York 31, 
N. Y 


B. F. Goodrich Canada, Ltd. Kitchener, Ontario, 
Canada 

The B. F 

Hardman Too! 
1845 S. Bundy Drive 

Irving Air Chute Co 
Ky 

H. Koch & Sons, Box 125 

Meteor Aircraft Prods., Inc 
1, West Va 

Nopco Chemical Co., 125 Schuyler Ave., 
N. J 

Seaman Products Div., Seaman Paper Co., 13001 Brad 
ley Ave., Syimar, Calif 

The Thermix Corp., Greenwich, Conn 

Turnbull Enterprises Inc., 3635 Benson Ave., Baltimore 
27, Mad 

Weber Aircraft 
Calif 

Wichita Ponca Canvas Products Co., 611 East Central 
Ave., P. 0. Box 2177, Wichta 1, Kansas 


Goodrich Co., Shelton, Conn 

& Engineering Co. P. 0. Box 
Los Angeles 25, Calif 

1315 Versailles Rd., Lexington 


25825 


Corte Madera, Catif 
P. 0. Box 787, Fairmont 


N_ Arlington 


Corp., 2820 Ontario St., Burbank 


Cylinders, Air 


The Airoyal Mfg. Co 1990 Springfield Ave., Maple 
wood, N. J 

Alloy Products Corp 045 Perkins Ave., 
Wisc 

Altitude, Inc., 113 Sheldon St., El Segundo, Calif 

Arkwin Industries, Inc., 648 Main St., Westbury, N. Y 

BRUNING CO., THE, 601 South Ninth St, L n 
Neb. SEE ADV. 0-183 

Cascade Mfg. Co., 2201 WN. E 
7587, Portiand 20, Oregon 

Com. Air Products Div A. Ss. R 
1201 Rio Vista Ave., Los Angeles 23 

CORNELIUS CO., THE, 550 39 Ave., N. £ 
21, Minn. SEE ADV. 0-188 

D-K Mfg. Co., 5059 So. Kedzie, Chicago 

Gilfillan Brothers, Inc., 1815 Venice Bivd 
6, Calif 

Mydrodyne Cc 735 
Hollywood 

Hydrodyne Corp 
Canyon Ave 

Kahn & C 

Walter 
N 


Waukesha 


201 Ave., P 


Products 


Coldwater Canyon Ave N 


Skinner Seal Div 7350 Coldwater 
Hartford, Conn 
St.. Belleville 9 


Ltd. 5500 Roy 
Canada 

nore, Detroit, Mich 

Rd. & Garvey Ave 


Manchester Welding & Fabricating Co., 2880 Nort 
Ave Lynwood, Calif 
Mead Specialties Co., Inc 

Chicago 41, ! 

Menasco Mfg. Co 05 S. San Fernando Bivd., Bur- 
bank alif., Box 7397, Sylvania Station, Ft. Worth 
Texas 

Nationa 
Penn Place 


4114 North Knox Ave 


Tube Div u S. Steel Corp, 525 Wm 
Pittsburgh 30, Pa 

New Hudson Mfg. Co., 56849 Grand River 
gan 

Galland-Henning Mfg 


New 


Mriwaukee 46 
Products Corp 101- 
N. Y 

Welding & Engrg. C 
Santa Fe Ave., Compton, Calif 

Rotex Punch Co Inc 2350 
Leandrc calif 

A. Schrader’s Sons, 470 Vanderbilt Ave 
N.Y 

Sierra- Schroeder Div Idaho Maryiand Mines 
Corp 2919 € Victoria o t Calif 

Sterer Engineering & Mfg. C 
North Hollywood, Calif 

The Tomkins Johnson Co 
Jackson, Mich 

U. S. Steel Corp., 


Research 


Alvarado St 


Brooklyn 1 


Controls 


525 W 


30, Pa 
WEATHERHEAD CO., THE, 3 
and 8, Ohio. SEE ADV 
Wilton Too! & Mfg. Co 
Schiller Park, Ii 


Zep Aero, 113 Sheidon St., El Segundo, Calif 


Cylinders, Compressed Gas 


Air Reduction Sales Co., 150 E. 42nd St., New York 
— a v 
Alloy Products 

Wisc 
Altitude, Inc., 113 Sheldon St., E 
Aro Equipment of Canada Ltd., P. 0 

15, Ontario, Canada 


Benson Mfg. Co., 1811 Agnes Ave 
Mo 


Corp., 1045 Perkins Ave., Waukesha 
Segundo, Calif 
Box 515, Tor 


nto 
Kansas City 27 


Cascade Mfg. Co., 2201 N. E. 201 
7587, Portland 20, Oregon 

Converto Mfg. Co., Cambridge City, Ind 

D-K Mfg. Co., 5059 So. Kedzie 

Hydrodyne Corp., 7350 Coldwater 
Hollywood, Calif 

Hydrodyne Corp., Skinner Seal Div., 7350 Coldwater 
Canyon Ave., North Hollywood, Calié. 

Kahn & Co., Inc., 541 Windser St., Hartford, Conn 

Walter Kidde & Co., Inc., 256 Main St., Betleville 9. 
NJ 


Ave., P. 0. Box 


Chicago, If 
Canyon Ave N 


1959 AVIATION WEEK/SPACE TECHNOLOGY BUYERS’ GUIDE ISSUE 





DE-ICING FLUID 
Kidde, Walter & Co. of Canada, Ltd., 5500 Royal- 
mount Ave Montreal 9, Quebec, Canada 
Linde Co. Div., Union Carbide Corp., 30 E. 42 St 
New York 17, N. Y 
Manchester We 


jing & Fabricating Co., 2880 Norton 
S. San Fernando Bivd., Bur- 
7, Sylvania Station, Ft. Worth, 


Steel Corp., 525 W 
burgh 30, Pa 
1 


Corp., 101-32 10 


Engrg. Co. Inc., 
2 Products Div, 32711 Weedruff _ Minneanalis-Hone Te ast 
gineering & Mfg. Co., 11423 Van Owen ral Water Lift ‘Co. Div. »< Dehydrators (Oxygen 
orp, 52 w iam Penn Pl., Pittsburgh —~ e228 Palmer 4 k Equipment) 
Ave.,Worces- Se ree rp. 101-33 Ll St e r Predect 


Zep Aero, 113 


» Ae Prod I 210 €£ “ ' TACTAIR VALVE DIV AIRCRAFT PRODUCTS CO. 
npt f 125 Church Rd., Bridgeport, F SEE ADV. 0-176 
Darco Industries ro , 2151 € UNITED AIRCRAFT PRODUCTS, INC., F Box 1035, 
crams Ave., El Segunc * Dayton, Ohio. SEE ADV. B-43 
Drayer-Hanson Div Natior 
P. O. Box 2215 
Calif 


Gry & Welegere, | .. Deboosters 
Ange 


Houda e Ind tr 
Buffalo 11, N. Y 
2 ox Dehydrators (Pneumatic 
Systems) 


SWITZER BROS., INC., 47 
SEE ADV. A-57 


Univer Met 
Puente, Calif 


Desiccators 


Dampers, Pulsation stica Associate 


Chemica ; 
Une 2 é 


Cle 


Dehumidifiers 


AMERICAN AIR FILTER CO., INC., DEFENSE PROD- 
UCTS DIV., 310 Tr t n SEE 
ADV. 0-205 

Avia ¢ 

CHANDLER-EVANS DIV. PRATT & WHITNEY 

INC., Charter Oa Hartford 

SEE ADV. A-45 


e 


De-icing Fluid 


1959 AVIATION WEEK/SPACE TECHNOLOGY BUYERS’ GUIDE ISSUE 





VEICING FLUID 


B. F. Goodrich Aviation Products, 500 South Main 
St., Akron, Ohio 

R. M. Hollingshead Corp., we -Aviation Sales 
Div., 840 Cooper St., Camden, N. 

Kingston Chemical Co., Inc., 15 William St., 

Mer wi tented te., 1021 East 55 St., Chicago 15, Ill. 

Olin Mathieson Chemical Corp., Industrial Chemicals, 
s timor M 

Shell ¢ C Co v7 me, Ltd., P. 0. Box 400, Terminal 
A, Toronto 1, Ontario, Canada 

Union Carbide Chemicals Co. Div., Union Carbide Corp., 
30 E. 42 St., New York 17, N. Y. 


New 


Detection Systems 


Acoustica Associates, Inc., 26 Windsor Ave., Mineola, 
y 

Advanced Electronics, Inc., 
Rocky Hill, Conn 

American Electronics, Inc., 
Los Angeles 15, Calif. 

American Electronics, Inc., 
Los Angeles 17, Calif. 
noux Corp., 11924 W. Washington Bivd., 
66, Calif. 

rd-Atomic, Inc., Cambridge 38, 
Mass. 
s Engineering Co., 

Lonn. 

hicago Aerial Industries, 
rose Park, Ill. 

Defense Products Div., Fairchild sen & Inst. Corp., 
Robbins Lane, Syosset, UL, & Vv 

Thomas A. Edison Industries, Intsrument Div, 49 
Lakeside Ave., West Orange, N. J 

Electronics Corp. of America, One Memorial Dr., Cam- 
bridge 42, Mass. 

Epsco, Inc., 588 Commonwealth Ave., Boston, Mass. 

Farrand Optical Co., Inc., East 238th St. & Bronx 
Bivd., New York 70, N. Y 

Fenwal Incorporated, Ashland, Mass. 

Guiton Industries, 212 Durham Ave., 

Walter Kidde & Co., Inc., 256 Main St., 
N. J. 

LL Drascope, 

Magnafiux Corp 
31, Il. 

McGraw-Edison Co., Elgin, lit. 

Nuclear ange Corp., 2460 N. Arlington Ave., 

ndiana’ 

oRDdcO DIV. * BeRMITE POWDER CO. 1120 Cump- 
ston St., North Ho lywood, Calif. SEE ADV. B-40 

Photobei! €o., Inc., 43 Vesey St., New York “ N. Y. 

Rad ation Electronics Corp., 8241 N. Kimball Ave., 
Skokie, Ill 
anders Associ ates, Inc., 95 Canal St., 

Sk atron Electronics T. V. Corp., 180 Varick St., 


York 14, N. Y. 
aniey Aviation Corp., 2501 Dallas St., Denver, Colo. 
Tracerlab, Inc., 1601 Trapelo Rd., Waltham 54, Mass. 
Universal Transistor Products Corp., 17 Brooklyn Ave., 
Westbury, N. Y. 
Universal Winding Co., 
R. 1 
0 Mfg. Co., Inc., 2201 Walnut St., Garland, Tex. 
Western Design & Mfg. Corp. Div., U. S. Industries, 
In : Bidg. 344, Santa Barbara Airport, Goleta, 
Calif. 


94 Silas Deane Highway, 
655 W. Washington Bivd., 
1025 West Seventh St., 
Los Angeles 


33 University Rd., 


30 Commerce Rd., Stamford, 


Inc., 1980 Hawthorne, Mel- 


Metuchen, N. J. 
Belleville 9, 


Inc., 808 Western Ave., Glendale 1, Calif. 
7328 West Lawrence Ave., Chicago 


Nashua, N. H. 
New 


1655 Elmwood Ave., Cranston, 


Detectors, Crack 


A uy Associates, Inc., 26 Windsor Ave., Mineola, 

Alm, York Co., Inc, 4802 Camp Bowie Bivd., Fort 

Tex 

Bubo CO., THE, 2450 Hunting Park Ave., Philadel- 
phia 29, Pa. SEE ADV. A-48 

Magnafiux Corp., 7328 West Lawrence Ave., Chicago 
31, Ill. 

Met-L-Chek Co., 
Angeles 47, 

Turco Products, Inc., 
Angeles 1, Calif. 

Universal Winding Co., 
R. 1. 


hs 11919 So. Western Ave., Los 
iT. 


6135 South Central Ave., Los 
1655 Elmwood Ave., Cranston, 


Detectors, Detoration 


Electro , eee yy Inc., 4501 North Ravens- 
Chicago 40, Iil. 
orDco ov. BERMITE POWDER CO., 11120 —- 
ston St., North Hollywood, Calif. SEE ADV. B-40 
Universal Winding Co., 1655 Elmwood Ave., Crans- 
ton, R. I. 


Detectors, Fire 


Barnes Engineering Co., 30 Commerce Rd., Stamford, 
Conn. 

Thomas A. Edison Industries, 
Lakeside Ave., West Orange, 

Corp. of America, One Memorial Dr. 

Mass. 


Instrument Div., 49 
. J 


Electronics 
Cambridge 42, 
Incorporated, Ashland, Mass. 
Scientific Equipment Co., 
Philadelphia 50, Pa. 
260 West 


Fenwal 
General 7516 Limekiln 
Pike, 
Grinnell Co., Inc., 
idence 1, R. L. 


Exchange St., Prove 


D-36 


Kidde, Walter & Co. of Canada, Ltd., 


5500 Royal- 
Ave., Montreal 9, Quebec da 


Belleville 9, 


mount 
Walter Kidde ‘& Co., Inc., 256 Maia St., 
N. J. 


McGraw-Edison Co., in, Til. 

ORDCO DIV., BERMITE POWDER CO., 11120 Cumps- 
ton St., North Hollywood, Calif EE ADV. 8-40 

Stair Instrument Co., The, P. 0. Box 341, Station 1, 
North Hollywood, Calif. 

Universal Winding Co., 1655 Elmwood Ave., Cranston, 


Detectors, Monoxide 


General Scientific Equipment Co., 7516 Limekiln Pike, 
Philadelphia 50, Pa. 

E. Greiner Co., 22 N. Moore St., New York, N. Y. 

Universal Winding Co., 1655 Elmwood Ave., Cranston, 
R 


Detectors, Nuclear 


os hws wy Borg-Warner Corp., 3300 Newport 
P. 0. Box 1679, Santa Ana, Calif. 

m.. idated Controls Corp., Bethel, Conn. 

Electronic Associates Ltd., 4616 Yonge 5t., 
dale, Ontario, Canada 

NRO Instrument Co., Denville, N. J. 

Nuclear Measurements Corp., 2460 N. Arlington Ave., 
Indianapolis 18, Ind 

Nucleonic Co. of ‘America, 196 DeGraw St., Brooklyn 
% @. V. 

Radiation Counter Laboratories, 5121 
Grove St., Skokie, Ill. 

Radiation Instrument Development, 5737 South Halsted 
St., Chicago 21, Ill. 


Wi llow- 


Inc., West 


Detectors, Smoke 


Bailey Meter Co., 1050 Ivanhoe Rd., Cleveland 10, 


Ohio 
Barnes Engineering Co., 30 


The, P. 0. Box 1790-A. W., Waterbury 


Commerce Rd., Stamford, 
onn. 
Bristol Co., 
20, Conn. 
Electronics Corp. of 
Cambridge 42, Mass 
General Electric Co., Apparatus Sis 

Sc 5, WN. Y. 


America, One Memorial Dr., 

Div., 1 River Rd, 
> ’ 

General Scientific Equipment Co., 7516 Limekiln Pike, 
Philadeiphia 50, Pa. 

€. Greiner Co., 22 N. Moore St., 

Kidde, Walter & Co. of Canada, Ltd., 
mount Ave., Montreal 9, Quebec, 

= - Kidde & Co., Inc., 256 Main St., Belleville 9, 


orved. DIV., BERMITE POWDER CO. 
ton St., North Hollywood, Calif. SEE ADV. B-40 

Photobel! Co., Inc., 43 Vesey St., New York 7, N. Y. 

Universal Winding Co., 1655 Elmwood Ave., Cranston, 
R. L 


New York, N. Y. 
5500 Royal- 


ae Cumps- 


Detergents 


Almar-York Co., Inc., 4802 Camp Bowie Bivd., Fort 
Worth, Tex. 
Brulin & Co., Inc., 
Ind. 


C i Co., 


2939-45 Columbia Ave., Indian- 


Inc., 9520 E. CeeBee Dr., 

Enthone, ‘Inc., Sub. of American ee & Refining 
Co., 442 Elm St., New Haven, Conn. 

Esso Standard Oil Co., 15 West 51 St., New York 19 
N 


22 N. Moore St., New York, N. Y. 


» Ve 
E. Greiner Co., 
Inc., Hagan Bidg.—Box 


Hagan Chemicals & Controls, 
1346, Pittsburgh 30, Pa. 
Hanson-Van Winkie-Munning Co., Church St., Matawan, 
R. M. Hollingshead Corp., Government-Aviation Sales 
Div., 840 Cooper St., Camden, 

Kelite Corp., 5 Industrial Bd., Building 4, Berkeley 
Heights, N. 

Oakite ae, Inc., 19 Rector St., New York 6, 
N. Y. 

The Penetone Co., 74 Hudson Ave., Tenafly, N. J. 

Protective Coatings, Inc., Box 3985 Strathmore Sta., 
Detroit 27, Mich. 

Turco Products, Inc., 
Angeles 1, Calif. 

Wyandotte Chemicals Corp., J. 8B. Ford Div., 
M 


6135 South Central Ave., Los 


Wyandotte, 


Dials, Instrument 


Ackerman Engravers, Inc., 458 Broadway, New York 
13, N. Y. 

Airmark Co. Div., General Markings, 
Victory Bivd., Burbank, Calif. 

Bach-Simpson Limited, 1255 Brydges St., P. 0. Box 
484, London, Ontario, Canada 

Borg Equip. Div., George W. Borg Corp., 
South Main St., Janesville, Wisc. 

Bulova Res. & Devel. Labs., Inc. 62-10 Woodside 
Ave., Woodside 77, N. Y. 

Canadian Research Institute, 
Toronto 5, Ontario, Canada 


Inc., 211 N. 


The, 120 


46 St. George St., 


THE ELECTRIC AUTO-LITE CO., Toledo 1, Ohio. SEE 
ADV. D-158 


Eljay Corp., 2900 Herbert St., Baltimore 16, Md. 

rar <ta * sa Corp., 1383 Seabury Ave, Bronx 

Harry H. Glass Bro., Inc., 10 Van Cortland Ave., E., 
New York 68, N. 'Y. 

Hamilton Watch Co., Allied Products Div., Columbia 
Ave., Lancaster, Pa 

Hathaway, Kraemer Ltd., Kitchener, 
Ontario, da 

anaes Le ur Inc., 


LAWTER” CHEMICALS . 
Chicago 45, Ill. SEE A 

Mica Insulator Div., ewamets 
797 Broadway, Schenectady 1, 

Miller Dial & Name Pilate Co., 4400 North Temple 
City Bivd., El Monte, Calif. 

Nationa! Company, Inc., Guided Missile Div., 61 
Sherman St., Maldon, ‘Mass 

New England Etching & Plating Co, 25 Spring St. 
Holyoke, Mass. 

PIC Design Corp., Sub. of Benrus Watch Co., 
477 Atlantic Ave., East Rockaway, N. Y 

Plasteck, Inc., 300-4 South McKenna, Poteau, 

Printioids, Inc., 93 Mercer St., New York 12, N ° 

oe Instrument Corp., Roosevelt Field, Garden City, 

Safetee Giass Co., Philadelphia 
44, Pa. 

hanisms, 


125 Whitney Pi, 
13-19 University Pl, New 
3550 Touhy Avenue, 
D-199 

Mini ing & Mfg. Co., 


Inc., 


Okia. 
Y 


4717 Stenton Ave., 


Inc., Mechatrol Div., 1200 Prospect 
6011 Cote de 
Quebec, Canada 


17 Matinecock Ave, Port 


Sterling Precision Corp., 
Washington, N. Y. 
Technology Instrument Corp., 

M. 


ass. 
U. S. Radium Corp., P. 0. Box 246, Morristown, N. J. 


531 Main St., Acton, 


Dials, Luminous 


Airmark Co. Div., General Markings, Inc., 211 N. 
Victory Bivd., Burbank, Calif 

Canadian Radium & Uranium Corp., 630 Fifth Ave., 
New York 20, N. Y 

THE ELECTRIC AUTO-LITE CO., Toledo 1, Ohio. SEE 
ADV. D-158 

Eljay Corp., Baltimore 16, Md. 

Emerson Plastics Corp., Bronx 
61, N. Y. 

Harry H. Glass Bro., Inc., 10 Van Cortland Ave., E., 
thew York 68, N. Y. 

Hermes Engravers, Inc., 


York 9, N. Y 
LAWTER CHEMICALS, 

Chicago 45, Ill. SEE 
National Company, inc., Guided Missile Div. 61 

Sherman St., Maldon, Mass. 
Miller Dial & Name Plate Co. 

City Bivd., El Monte, Calif 
Plasteck, Inc., 300-4 South McKenna, Poteau, Okla. 
Printioid, Inc., 93 Mercer St., 


2900 Herbert St., 
1383 Seabury Ave. 


13-19 University Pl., New 
INC., 3550 Touhy Avenue, 
ADV. 0-199 


4400 North Temple 


U. S. Radium Corp., P. 0. Box 246, Morristown, N. J. 


Filters, Gasoline 


A. C. SPARK PLUG DIV., . MOTORS CORP., 
1300 N. Dort Hwy., Flint 2, 


. 
Dies 
= eee Inc., 
Asalon, Prec sion Mfg. Corp., 540 Casanova St., Bronx 
THE. ‘subd. ‘COMPANY, DEFENSE DIVISION we | 
Park Ave., Philadelphia 32, Pa. SEE ADV. A 
Buffalo Metal Container Corp., 35 Roetzer “-. 
Buffalo 11, N. Y. 
Continental Technical Div., 
29 W. Apple St., 
W. Pat Crow, Inc., 
Texas 
Curtiss-Wright Corp., Metals Processing Div., Buffalo, 
Inc., 809 Garfield Ave., 
7450 N. McCormick Bivd., 


Lane, 


750 Third Ave., New York 17, 


Service, Inc., Aijrcraft 
Dayton, Ohio 


200 Luxton St., Fort Worth, 


N. Y. 

Federal Machine Co., Jersey 
City 5, N. J. 

Felt Products Mfg. Co., 
Skokie, Iii. 

General Electrodynamics 
Garland, Texas 

General Tire & Rubber Co., 
Akron 9, Ohio 

Geometric-Horton, New Haven 15, Conn. 

Haddon Tool & Mfg. Co., Camden & Bethel 
Merchantville 8, N. J. 

Kelley Mfg. Co., P. 0. Box 17, Houston 1, Texas 7 

Kickhaefer Manufacturing Co., 901-03 Second St., 
Milwaukee 4, Wisc. 

E. Konigsiow Stamping & Tool Co., The, 
Nith St., Elwood, Ind. 


Ledco, Ltd., 161 Ottawa St., 
Canada 


Corp., 4430 Forest 


1708 Englewood Ave., 


Aves., 


450 N. 
S., Kitchener, Ontario, 


James H. Matthews & Co., 3831 Forbes S&t., Pitts- 
burgh 13, Pa. 
Meco Inc., 1401 S. Marshall, Paris, Ill. 


Monarch Governor Co., 2800 Tyler Rd., Willow Run, 
Mich. 
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TEMPLET INDUSTRIES “INC, 701 A 
Y.. SEE ADV. b- 204 
m-E lect M t 
Mar fa aT. 
Island City 1, 


925 W 


Disconnects, Cable 


Aero 


zabeth Ave., Linden, N. J 


ntario, Canada 
AMPHENOL ELECTRONICS CORP., 1830 
Ave., Chicago 50, ! SEE ADV. C-106 
BENDIX AVIATION CORP., SCINTILLA DIV. 
N. Y. SEE ADV. C-77 
Brooks & Perkins 1950 West Fort St., Det 
16, Mich 
BURNDY R$ OMATON DIV., Norwalk, Conn. SEE 
ADV. D- 
e ring Co., 4545 South Western 
5910 B 


Hallett Mfg pweroft St., Los Angeles 16, 


‘ 
a 


THE HALLICRAFTERS a 4401 fth 
Avenue, Chicago 24, | SEE ADV “C. 101 

Javex, P. 0. Box 646, Redlands, Calif 

Lieco, Inc., 3610 Oceanside Rd., Oceanside 

ORDCO DIV., BERMITE POWDER CO., 
ton St North Hollywood, Calif 

Potter Aeronautical Corp., Route 22, Union, N. J 

Pyle-National Co., The, 1334 North Kostner Ave., 
Chicago 51, |! 


N.Y 
11120 Cumps- 


DRAINAGE EQUIPMENT 


Disconnects (Control 
Systems) 


BENDIX av LATION CORP., SCINTILLA DIV 
ADV. C-77 
BRUNING CO. THE, con 
SEE ADV. 0-183 


BERMITE POWDER 


SCHULZ TOOL & MFG. CO 
SEE ADV. A-2 


THOMPSON PRODUCTS INC 
o. SEE ADV. 0-170 


Disconnects (Ignition Systems) 
BENDIX AVIATION CORP 
SEE ADV. C-77 


ms 9 


SERaNvE POWDER CO 
ywood, Ca SEE ADV. B-40 


ORDCO DIV 


Dollies 


KERN INSTRUMENT INC. 
F SE 


mf 


CRAIG SYSTEMS, INC., 360 Me ' 
E ADV. D-193 STANPAT CO ‘ 

a SEE ADV. D-200 
Twomey Co 


Drainage Equipment 


roducts Group 


‘ f 
Broadway & Kennedy | Rd.-Cheekt 


Bowser, Ir t Wayne 


ochieid Santarr 
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E ADV D-192 


DRILLING MACHINES 


Drilling Machines and 
Attachments 


American Broach & Machine Co., Ann Arbor, Mich. 

Barnes Drill Co., 814-830 Chestnut St., Rockford, I'l. 

Buckeye Tools Corp., P. 0. Box 966, 5005 Spring- 

boro Pikes, Dayton 1, Ohio 

Buffalo Forge Co., 490 Broadway, Buffalo, N. Y. 

Chicago Pneumatic Tool Co., 8 East 44th St., New 
York 17, WN. Y. 

Cincinnati Rickford Div., 
Tool Co., 3220 Forrer St., 

Clausing Div., Atias Press Co., 
Kalamazoo, Mich. 

Continental Technical Service, Inc., 
29 W Apple St., Dayton, Ohio 

The Cross Company, Park Grove Postal 
3835, Detroit 5, Mich. 

Darco Industries, Inc. 2151 E. Rosecrans Ave, El 

Calif. 


Dia Chrome Co., 722 South Verdugo Rd., Glendale 5, 
rom, Carlson Co. 1400 Railroad Ave., Rockford, 


Cell-O Corp. of Canada, Ltd., 

London, Ontario, Canada 

arnham Div., Wiesner-Rapp Co., Inc., 

: Buffalo, a 
Engineering Co., 


Giddings & Lewis Machine 
Cincinnati 9, Ohio 
1915 N. Pitcher St., 


Aircraft Div., 
Station, Box 


120 Weston St., 
1600 Seneca 


ne 1336 Francis St., Jackson, Mich. 
L Hypro Div., Giddings & Lewis Machine Tool 
©., 142 Doty St., Fond du Lac, Wisc. 
Denver Co., Quincy, Il! 
eneral Riveters, c., Electro-Mechanical Div., 785 
Hertel Ave., Buffalo 7, N. Y. 
sreenlee Bros & Co., 2136 12 St., Rockford, Ill 
on Industries, 212 Durham Ave., Metuchen, N. J. 
Hartford Spec. Machy. Co., The, Hartford 12, Conn 
Ingersoll Milling Machine Co., 707 Fulton Ave., Rock- 


“Levin & Son Inc., 3620 South Broadway, Los 


, a 
| Products, 10533 Sessler St., South Gate, 
alifornia 
> Inc., 1401 S. Marshall, 
ne Too! Co., Moline, Ii! 
onal Automatic Too! Co., Richmond, Ind 
duction & Equipment Co., Inc., 3500 West Fort 
St., Detroit 16, Mich. 
tmar Corp., 183 New York Ave., Huntington, 
Co p., 5033 Elston Ave., Chicago 30, I! 
ower Tool Co., State x Claim Sts., Aurora, |! 
Development Co., 11334 Burbank Bivd., North 
ywood, Calif 
Twist Drill Co., Athol, Mass. 
Nales-Strippit, Inc., Akron, N. Y. 


Paris, Ill. 


S. V. 


Drives, Chain 


Advance Gear & Machine Corp., 
Angeles 1, Calif 
Chain Belt Co., 4701 West Greenfield Ave., Milwaukee 
l, Wis 
Foote Bros 


Ave., Chicago, Il! 

HOOVER ELECTRIC CO., 2100 South Stoner Ave., 
Los Angeles 25, Calif., Eastern Sis. & Serv., Hangar 

Port Columbus Airport, Columbus 19, Ohio. SEE 

Av C-97 

Link-Belt Company Dept. AWGL- 
Chicago 1, It! 

Philadelphia Gear Corp., Erie & G Streets, 
deiphiz, Pa. 

Western Gear Corp., P. 0. Box 192, 2600 E 
Hwy., Lynwood, Calif. 
York Gears, Ltd., 825 Ca 

ttario, Canada 


5851 Holmes Ave., 


Manufacturing Co., 4545 South Western 


58, Prudential Plaza, 


Phila- 
Imperial 


ledonia Rd., Toronto 19, 


Drives, Flexible Cable 


Bergen Wire Rope Co., 6 Gregg St., Off Route 17, 


Lodi, N. J. 

HOOVER ELECTRIC CO., 2100 South Stoner Ave., 
Los Angeles 25, Calif., Eastern Sis. & Serv., 
Hangar 2, Port Columbus Airport, Columbus 19, 
Ohio. SEE ADV. C-97 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif. 

Lundy Mfg. Corp., Glen Head, N. Y. 

Massachusetts Gear & Tool Co., Div., 
Corp., 32 Nashua St., Woburn, Mass. 

Talley Corp., The, Newbury Park, Calif. 

Western Gear Corp., P. 0. Box 192, 2600 E. 
Hwy., Lynwood, Calif. 

S. F WHITE DENTAL MFG. CO., THE, 

DIV., 10 E. 40 St., New York 16, N. Y. 
D-184 


Drives, Gear 


Advance Gear & Machine Corp., 
Los Angeles 1, Calif. 

Alco Products, Inc., Dept. 905, Box 1065, Schenec- 
tady, N. Y. 

Andrew Parts Manufacturing Co., 
Island City 6, New York 

Atias Precision Products Co., 
Aves., Philadelphia, Pa. 

Bowmar Instrument Corp., 
Ft. Wayne, Ind. 


Geartronics 


Imperial 


- eo 
SEE ADV. 


5851 Holmes Ave., 


32-70 31 St., Long 
Castor & Kensington 


2415 Pennsylvania St., 


D-38 


Breeze Corporations, Inc., 700 Liberty Ave., Union, 
N.J 


Canada Illinois Tools, Ltd., 75 Scarsdale Rd., Don 
Milts, Ontario, Canada 

Chaico Engr. Corp., 15126 Sout 
Calif 

Cleveland Worm & Gear Co., 
land 4, Ohio 

Daystrom Instrument Div., 
Pp 


h Broadway, Gardena, 


3300 East 80 St., Cleve- 


Daystrom, Inc., Archbaid, 
a. 

Thomas A. Edison Industries, 
side Ave., West Orange, N. J. 

Electrical Engineering & Mfg. Corp., 
Bivd., Los Angeles 16, Calif. 

Falk Corp., The, 3001 West Canal St., 
Wisc. 

J. W. Fecker, 
Pa. 


Instrument Div., 49 Lake- 
: 4612 W. Jefferson 
Milwaukee 1, 
Inc., 6592 Hailton Ave., Pittsburgh 6, 


Fenn Mfg. Co., The, P. 0. Box 235, Hartford, Conn. 

Foote Bros. Manufacturing Co., 4545 South Western 
Ave., Chicago, Ill. 

Found Brothers Aviation Ltd., 


Ontario, Canada 
GENERAL MILLS, INC., MECHANICAL DIV., 1620 
Central Ave., N. E., Minneapolis, Minn. SEE ADV. 


c-90 
Greenleaf Mfg. Co., 7814 Maplewood Industria! Court, 
St. Louis 17, Mo. 
Hewitt-Robins, Inc., Glenbrook P. 0., Stamford, Conn. 
HOOVER ELECTRIC CO., 2100 South Stoner Ave., Lo 
Angeles 25, Calif., Eastern Sis. & Serv., Hangar 2, 
Port Columbus Airport, Columbus 19, Ohio 
ADV. C-97 
Indiana Gear Works, Inc., 
apolis 7, Ind. 
Jack & Heintz, Inc., 


Ohio . 
KOLLMORGEN OPTICAL CORP., 347 King St., 
ampton, Mass. SEE ADV. 0-194, D-195 
Lear, Inc., 3171 S. Bundy Dr Santa Monica Cal f 
The Lima Electric Motor Co., Findlay Rd., Lima, Ohio 
Link-Belt Company, Dept. AWGL-58, Prudential Plaza, 
Chicago 1, Ill 

Lundy Mfg. Co., Glen Head, N. Y. 

Lyndon Aircraft, Inc., 140 Clifford St., 
N.J 

Massachusetts Gear & Too! Co., Div., 
34 Nashua St., Woburn, Mass 

National Company, Inc., Guided Missile 
man St., Maiden, Mass 

National Frost Protection Co., Inc., 
Fernando Bivd., Burbank, Calif 

New Process Gear Div., Chrysler Corp., 
Syracuse 1, N. Y. 

Peacock Bros. Ltd., P. 0. Box 1040, 
Canada 

Perkins Machine & Gear Co., Circuit Ave., 
Springfield, Mass. 

Philadelphia Gear Corp., 
deiphia, Pa 

Piasecki Aircraft Corp., Island Rd., 
Airport, Philadelphia 42, Pa 

Precision Gear Products, Inc., 132 lowa Ave., 
son 3, N. J. 

Reliance Electric & Engrg. Co., 24701 
Cleveland 17, Ohio 

Sargent Engineering Corp., Huntington Park, Calif. 
terling Electric Motors Co. 5401 Telegraph Rd., 
Los Angeles 22, Calif. 

Sterling Precision Corp., 17 Matinecock Ave., Port 
Washington, N. Y. 

Sundstrand Turbo, Pacoima, 
Calif 

Sundstrand Turbo, 2480 W. 70 Ave., Denver 21, Colo. 

Talley Corp., The, Newbury Park, Calif 

Technical Products Div., Waste King Corp., 4600 Pacific 
Bivd., Los Angeles 58, Calif 

Vard, Inc., 2981 E. Colorado St., Pasadena 8, Calif 

Western Design & Mfg. Corp. Div., U. S. Industries, 
I ; Bidg. 344, Santa Barbara Airport, Goleta, 
Lal. 

Western Gear Corp., P. 0. Box 192, 2600 E. 
Hwy., Lynwood, Calif. 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa 

York Gears, Ltd., 825 Caledonia Rd., 
Ontario, Canada 

Zurn Industries, Inc., Mechanical Power Transmission 
Div., 1982 Pittsburgh Avenue, Erie, Pa. 


Malton Airport, Malton, 


1458 East 19 St., Indian- 


17600 Broadway, Cleveland 1, 


North- 


Newark 5, 
Geartronics Corp., 
Div., 61 Sher- 
2990 N. San 
500 Plum St., 
Montreal, Quebec, 

West 
Erie & G Streets, Phila- 
International 


Pater- 


Euclid Ave., 


10445 Glenoaks Bivd., 


Imperial 


Toronto 19, 


Drives (Hydraulic Systems) 


Acme Industrial Co., 

American Brake Shoe Co., 
36, New York 

American Engineering Co., 
St., Philadelphia 37, Pa. 

BRUNING CO., THE, 601 South Ninth St., 
Neb. SEE ADV. D-183 

Cadillac Gage Co., P. 0. Box 3806, Detroit 5, Mich. 

Chaico Engr. Corp., 15126 South Broadway, Gardena, 
Calif. 


217 N. Lafiin St., Chicago 7, Ill. 
530 Fifth Ave., New York 


Wheatsheaf Lane & Sepviva 


Lincoln, 


Clemco Aero Products, Inc., 210 E. Manville St., 
Compton, Calif. 

Cleveland Pneumatic Industries, 
Street, Cleveland 5, Ohio 

Converto Mfg. Co., Cambridge City, Ind. 

Cook Electric Co., Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, Ill. 

Defense Products Group, American Machine & Foundry 
Co., Broadway & Kennedy Rd.—Cheektowaga, Buffalo, 
N. Y. 


Inc., 3781 East 77th 


Dumont Aviation Assocs., 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif. 

Dynex, Inc., 777 Dynex Dr., Pewaukee, Wisc. 

EASTERN inousTRIES, INC., 100 Skiff St., 
14, Conn. SEE ADV. D-177 

Fil ight Refueling, = wtenkite International Airport, 

0. Box 1701, Baltimore, Md. 

Fests Bros. Manufacturing Co., 4545 South Western 
Ave., Chicago, III. 

Found Brothers Aviation Ltd., 
Ontario, Canada 

General Electric Co., Aircraft Accessory Turbine Dept., 
West Lynn, Mass. 

General Electric Co., Apparatus Sls. Div., 1 River Rd., 
Schenectady 5, N. Y 

Globe Industries, Inc., 
Belleville, N. J. 

Greer Hydraulics, Inc., 
Jamaica 30, N. 

Hydraulic Research & Mfg. Co., 
Burbank, Calif. 

Jack & Heintz, Inc., 
Ohio 

— Hydraulics, 

Canada 

KELLOGE DIV., AMERICAN BRAKE SHOE CO 
Humboldt St.. Rochester, N. Y. SEE ADV p-189” 

Loewy-Hydropress Div Baldwin-Lima- Hamilton Corp., 
lll Fifth Ave., New York 3, N. Y. 

Lucas-Rotax Ltd., Box 115, Station H., 
Ontario, Canada 

Lundy Mfg. Corp., Glen Head, N. Y. 

Massachusetts Gear & Tool Co., Div., 
Corp., 32 Nashua St., Woburn, Mass 

Pesco Products Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

Rucker Co., The, 4700 San Pablo Ave, Oakland 8, 
Calif. 

Sargent Engineering Corp., Huntington Park 

Stratos Div., Fairchild Engine & Airplane 
Shore, N. Y. 

Sundstrand Aviation Div., Sundstrand Machine Too 
2421 llth St., Rockford, Ill. 

Su — Turbo, 10445 Glenoaks Bivd., 


The, Newbury Park, Calif 
— King 
Angeles 5 Calif 

THOMPSON. ‘PRODUCTS, | ,~ ral Offices, Cleve- 
land 17, Ohio. SEE A D-170 

United Metallic 0 Ring i 
Ohio 

Vickers, Inc. Div., Sperry Rand Corp., 
& Engrg. Center, Detroit 32, Mich 

Western Design & Mfg. Corp. Div., U. S 
Inc., Bidg 344, Santa Barbara Airport, 
Calif. 

Western Gear Corp., P. 0. Box 192, 
perial Hwy., Lynwood, Calif. 

Zurn Industries, Inc., Mechanical Power Transmission 
Div., 1982 Pit tsburgh Avenue, Erie, Pa. 


. a 
Drives, “L’ 
Advance Gear 3 —— Corp., 


AIRBORNE A ACCESSORIES ee 1414 
Ave., Hillside 5, N. J. SEE C-72 

Aviquipo of Canada Ltd., 636 x ‘paul St. W., Mon- 
treal, Quebec, Canada 

Breeze Corporations, Inc., 
N 

oy _— 


HOOVER ELECTRIC CO., 2100 South Stoner 
Los Angeles 25, Calif., Eastern Sis. & Serv., 
2, Port Columbus Airport, Columbus 19, Ohio 
ADV. C-97 

Indiana Gear Works, Inc., 
apolis 7, Ind. 

Kenyon Instrument Co., Brewster, N. Y 

Lear, Inc., 3171 S Bundy Dr., ‘Santa Monica, Calif. 

Link-Beit ‘Company Dept. AWGL- -58, Prudential Plaza, 
Chicago 1, Ill. 

Lundy Mfg. Corp., Glen Head, N. Y. 

Massachusetts Gear & Tool Co., Div., 
Corp., 32 Nashua St., Woburn, Mass. 

National Company, inc., Guided Missile 
Sherman St., Maldon, Mass. 

SERVO-TEK PRODUCTS CO., 1086 Goffle Rd., 
thorne 1, N. J. SEE ADV. C-103 

Talley Corp., The, Newbury Park, Calif. 

Western Gear Corp., P. 0. Box 192, 2600 E. Im- 
perial Hwy., Lynwood, Calif 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa 

York Gears, Ltd., 825 Caledonia Rd., 
Ontario, Canada. 

Zurn Industries, Inc., Mechanical Power Transmission 
Div., 1982 Pittsburgh Avenue, Erie, Pa. 


Hamden 


Malton Airport, Malton, 


Electronics Div., 525 Main St., 
Airport, 
2835 N. Naomi St., 
Cleveland 1, 


N. Y. International 
17600 Broadway, 


4384 St. Denis St., Montreal 18, 


Toronto 13, 


Geartronics 


Calif. 
Corp., 


Pacoima, 


Tall _ Corp., 
e ~ - Products Div., 


Corp., 4600 
Box 1035, Dayton 1, 
Administrative 


Industries, 
Goleta, 


2600 E. Im- 


5851 Holmes Ave., 


Chestnut 


700 Liberty Ave., Union, 


A ee Co., 4545 South Western 
Ave., 
Hangar 

EE 


1458 East 19 St., Indian- 


Geartronics 
Div., 61 


Haw- 


Toronto 19, 


Drives, Right-Angle 


Actuation Research Corp., 416 N. Glendale Ave., 
Glendale 6, Calif. 

Advance Gear & Machine Corp., 
Los Angeles 1, Calif. 

AIRBORNE ACCESSORIES as 1414 Chestnut Ave., 
Hillside 5, N. J. SEE A . €-72 

Aviquipo of Canada Ltd., 
treal, Quebec, Canada 


5851 Holmes Ave., 


“4 St. Paul St. W., Mon- 
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yadway, Cleveland 1, 


2415 Pennsylvaniz 
Liberty Ave., N 

SERVO-TEK PRODUCTS CO., 
thorne 1, N SEE ADV. C-10 


ear 


‘ Hwy ynwood slit 
S. S. WHITE DENTAL MFG. CO., THE INDUSTRIAL 
a 3 40 St., New k 16, N.Y. SEE ADV 


Rd Toronto 39. 


HOOVER ELECTRIC CO., 210 


Drives, Torque Tube 


HOOVER ELECTRIC CO., 2 th Stoner on Ave. N . ’ 
Angeles 25, Calif., East F INDUSTRIAL TOOL MFG. CORP. SUB., PENDLETON 
2, Port bus Airport 9, Of TOOL INDUSTRIES, INC. 8150 i 
ADV. C-97 Huntington Park SEE ADV. D-196 
LAVELLE AIRCRAFT CORP 
P SEE ADV. A-44 


Rese 
ay) «4 -—"s 9 eee Whang oS. $17 East Ont t., Chicago 12, SOLAR AIRCRAFT CO 
S. S. WHITE DENTAL MFG. CO., THE, INDUSTRIAL I lif. SEE ADV 
DIV., 1 40 St., New York 16, N. Y. SEE ADV Ww QR F y 2 Second St T Aircraf 
D-184 Wichita 2, } Box tin 
York ‘ 826 - 5 7 to 19 UNITED AIRCRAFT PR 
, SEE 


2 
Div., 1982 Pittsburgh Avenue, Erie : 
. m oe ? , WOODSIDE ENGINEERIN 


Drives, Rotor (Helicopter) 


Foote Bros. M 


Ducts, Flexible & 
Compressible 


H 


nflex 


ARROWHEAD PRODUCTS 
f. SEE ADV. D-18 


Drives, “T”’ 


Adv e Corp., 5851 


Ange } ‘ 
AIRBORNE ACCESSORIES CORP 114 trut Actionflex Div., Orchard 
Ave., Hillside 5, N SEE ADV. C-72 tings, 


636 


HOOVER ELECTRIC : th St A A 
ARROWHEAD PRODUCTS, 235 
f SEE ADV. D-187 


ADV. C-97 
Keny <? 


me 


Aviq 


tre 
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DUCTS 


United States Rubber Co., 1230 Ave. of the Americas, 
New York 20, N. Y. 

Universal Metal Products, 331 Vineland Ave., La 
Puente, Calif 

Wiremold Co., The, Hartford 10, Conn. 

Zippertubing Co., The, 752 San Pedro St., Los 
Angeles 14, Calif. 


Ducts, Non-Flexible 


Actionfiex Div., Orchard 
State St., Hastings, 
Aeroquip (Canada Ltd.), 
9, Ontario, Canada 
Airconductors, 367 East Olive, Gardena, o* if. 
B. H. Aircraft Co., Inc., Farmingdale, N. 
American Tu + Bending "Co. Inc, P. 0. om 1841, 
New Haven 
ARROWHEAD PRooucTs, 2350 Curry St., Long Beach, 
Calif. SEE ADV. D-187 d 
1441 S. McLean Bivd., Wichita 
Phila- 


Industries, Inc. 912 West 
Mich. 


287 Bridgeland Ave., Toronto 


Associated Co. Inc., 
13, Kans. 

Beemer Engineering Co., 
delphia 8, Pa. 

Bristo! Aircraft 


401 North Broad St., 


(Western) Ltd, P. 0. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 
Calfibe Co., P. 0. Box 832, Redlands, Calif 
Carmac Aviation, 8414 San Fernando Road, Sun Valley, 
California 
North Holly- 


Circleweld 11310 Sherman Way, 


Co., Inc., 2138 E. 88 St., Los 
adele, Chicago, Ill. 

. ational-U. S. Radiator Corp., 

Term nal Annex, Los Angeles 54, 

611 North 40 St, 


ring Co., 


Mfg. Co. 777 West 16 St. 


s hird St., Maywood, Il! 
858 Goldsboro St., Greensbora, 


2 11801 West Olympic Bivd., Los 
Angeles 64, 
Hupp Aviat on Company, 6633 West 65 St., Chicago 


INDUSTRIAL TOOL MFG. CORP. SUB., PENDLETON 
vost. INDUSTRIES, INC., 8150 Marbrisa Ave., 
tington Park, Calif. SEE ADV. D-196 
elley Mfg. Co., P. 0. Box 17, Houston 1, Texas. 
Kent Corp., 135 Manchester Pl., Newark, N. J. 
1 Rubber Co., Brea, Calif. 
ockheed Aircraft Corp., California Div., P. 0. Box 
551, Burbank, Calif. 
Longren Aircraft Co., Inc., 
Torrance, Calif. 
Ludwig Honold Mfg. Co., 
Ave., Folcroft, Pa. 
Lunn Laminates, Inc., Oakwood Rd. 
Huntington Station, N. Y. 
Marman Div., Aeroquip Corp., 11214 Exposition Bivd., 
Los Angeles 64, Calif. 
Narmco Industries, Inc., Research & Development Divi- 
sion, 8125 Aero Drive, San Diego 11, California 
National Frost Protection Co., Inc., 2990 N. San 
Fernando Bivd., Burbank, Calif. 
Nelson Electric Manufacturing Co., 4041 South Sheri- 
dan, Box 5385, Tulsa, Okla 
Piasecki Aircraft Corp., Island Rd., 
port, Philadelphia 42, Pa 
Rega! Plastic Co., 2800 E 
Mo 


K 
F 
Kirk 
L 


24751 Crenshaw Bivd., 


Chester Pike & Folcroft 


& West 11 St, 


International Aire 


14 St., Kansas City 27, 
Mass 


Vineyard Haven, \ 
18201 South 


forced Plast cs, 
Welding aoe. = Inc., 
a Fe A ome f. 
Robbins Co., 9046 


Calif 


f— Bivd., Los Angeles 


Product In 
ducts, Inc., 


12177 Montague St., Pacoma, 
UNITED hg ng Ay og pe., P. 0. Box 1035, 
EE A 4 
Unit ed Metall 
es 
Universal Metal 
Pue te Calif. 
Western Pneumatic Tube Company, Kirkland, Wash. 
WOODSIDE ENGINEERING CO., 9208 W. Grand Aven- 
Franklin Park, Illinois SEE ADV. D-198 
Young Development Laboratories, Inc., P. 0. Box A, 
Rocky H 


c 0 ty he a 1035, Dayton 1, 


Products, 331 Vineland Ave., La 


‘ 


Dummy, Anthropometric 


Sierra Engineering Co., 123 East Montecito Ave., 


Sierra Madre, Calif. 


Dusting, Fogging & Spraying 
Equipment 
Food Machinery & Co., 


874, 


John Bean Div., Chemical 
Lansing 4, Mich. 

Bristo! Aircraft (Western) Ltd, P. 0. Box 
Stevenson Field, Winnipeg, Manitoba, — 

Dakota Aviation Co., Box 18, Huron, S 


Genera! Metals, inc., 858 Goldsboro Ae ’ Greensboro, 
N. C. 


D-40 


National Frost Protection Co., 2990 WN. San 


Inc., 
Fernando Bivd., Burbank, Calif. 


Dynamometers 


E. W. Bliss Co., 1375 Raff Rd., S. W., Canton, Ohio 

Clayton Manufacturing Co., P. 0. Box 550, El Monte, 
Cali 

Dalmotor Div., Yuba Consolidated Ind., Inc. P. 0. 
Box 149, 1385 Clay St., Santa Clara, Calif. 

Joe Davidson & Associates, P. 0. Box 108, South 
Gate, Calif. 

w. ae Dillon & Co., 


<a Corp., Northwest Industrial Park, Burling- 
ton, Mass. 
Co., Dynamatic Div., 3122 14 Ave., 


Eaton Mfg. 
Kenosha, Wisc 
Malton Airport, Malton, 
v., 1 River Rd, 


14620 Keswick St., Van Nuys, 


Found Brothers Aviation Ltd., 
Ontario, Canada 

General Electric Co., Apparatus Sis 
Schenectady 5, N. Y 

L. A. B. Corp., 981 East Onondaga, Skaneateles, N. Y. 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif. 

Leeds & Northrup 4970 Stenton Ave., Philadelphia 44, 
Pa. 

Ge .- oe . : Co., 15300 Fullerton Ave., De- 


RADIATION, INC, P. 0. Box 37, Melbourne, Fla. SEE 
. C-76 


Rell 4 Electric on Engrg. Co., 24701 Euclid Ave., 


Cleveland 17, 
STATHAM INSTRUMENTS, INC., 12401 West Olym- 
Calif. SEE ADV. C-85 


pic Bivd., Los Angeles 64 

Swedish Gage Co. of America, 10641 Haggerty Ave., 
Dearborn 1, Mich. 

United Mfg. Co. Div., W. L. Maxson Corp., 41 Haig 

St., Hamden 14, Conn 

Wallace & Tiernan, Inc., Belleville 9, 
N. J 


P. 0. 


25 Main St., 
Westinghouse Electric Corp. 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa. 


Elbows, Pipe 


Carmac Aviation, 8414 San Fernando Road, Sun Valley, 
California 
~ 


Chase Brass & Copper Co., 236 Grand St., Waterbury, 


LOnn. 
Chicago Forging & Mfg. Co., 2000 North Southport 
Ave., Chicago, Ill. 
Collins Engineering 
Culver City, Calif 
Corbin Products Div., Ohison International 
Crescent Plaza Bidg., Long Island City 1, N. 
Crane Company, 836 g. Michigan, Chicago, lll. 
Cromer Mfg. & Eng. Co. Inc., 2138 E. 88 St. Los 
Angeles, Calif 
Flodar Corp., 16911 St 
Garron Aircraft Supply, 
York 3 N. Y. 
Grinnell Co., Inc., 
i 


9050 Washington Bivd., 
ae 


Corp., 


Clair Ave., 
Inc., 5 Union 


Cleveland, Ohio 
Square, New 


260 West Exchange St., Providence 


, l. 
Haveg Industries, Inc., 900 Greenbank Rd., Wilming- 
ton 8, Del 
Haynes Stellite Co. Div., Union Carbide Corps., 
eral Office & Works, Kokomo, Ind 
McGregor Mfg. Corp., 2785 East Maple, 

M 


Gen- 
Birmingham, 


ch. 
J. ba Robbins Co., 9046 Sunset Bivd., Los Angeles 46, 


in 5 urns aM Chemetron Corp., 224 E. Broadway, 
Louisville, 

Southworth Mae hine Co., 
Ma ne 

Special Products Dept., 
Ave., Bradford, Pa 

Vibra Seal Corp., 2832 East Grand Bivd., Detroit 11, 
Mich 

Weatherhead Co. of Canada Ltd., The, 
St., St. Thomas, Ontario, Canada 

Weber Sales & Supply Co., 2640-48 La Cienega Bivd., 
Los Angeles 34, Calif. 


463 Warren Ave., Portland, 


Dresser Mfg. Co., 41 Fisher 


109 Inkerman 


Electroplaters 


Avionics Ltd., Stone Rd., On- 
tario, Canada 

Chromium Corp. of 
York 17, N. Y. 


Cohan Epner Co. Inc., 
N. Y 

Ridge Ave. & Crawford, Philadelphia, 

Park Rd., 

Toledo 1, Ohio. SEE 

15 St., Los 


Niagara-on-the-Lake, 


100 Park Avenue, New 


Amer., 


142 W. 14th St., New York 11, 


Colonial Alloys, 
Pa 


Dalias Airmotive Inc., 6114 Forrest Dallas, 


Texas 
THE ELECTRIC AUTO-LITE CO., 
ADV. D-158 


Electrotizing Sales, Inc., 1406 East 
Angeles 21, Calif 

Enthone, Inc., Sub. of American Smelting & Refining 
Co., 442 Elm St., New Haven, Conn 

Essex Mfg. Co., Inc., 8213 Gravois Ave., St. 
23, Mo. 

HHanson-Van Winkle-Munning Co., Church St., 
N. J. 

Metals & Controls Corp., General Plate Div., 41 Forest 
St., Attleboro, Mass. 

‘ Opad Electric Co., 69 Murray St., N.Y. 7, N.Y. 


Louis 


Matawan, 


Plating Co., 


U. «| "Cnemient Milling Corp., 
Manhattan Beach, California 


129 13 St., Brooklyn 15, 
1700 Rosecrans Ave., 


Engine Handling Equipmem 


Airconductors, 367 East Olive, Gardena, Calif. 

Air-Ex Inc., Montreal Airport, Dorval, Quebec, Canada 

— ae 158-18 Rockaway Bivd., Jamaica 34, 
ew 

Arnolt Corp., yy Ind. 

—* Co. 1441 S. McLean Bivd., 

Blackhawk Mfg. Co., 5325 W. Rogers St., 


Inc., Fort Wayne Div., Fort Wayne 2, Ind. 
Bristol Aircraft (Western) Ltd., P. 0. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 
— Co., The, 400 Harrison St., Springfield, 
° 


. - 164 Pennington St., 


Wichita 


Milwaukee 


Newark 


Div., 


Christiansen Co., 
N. J 
Service, Inc. Aircraft 
Dayton, Ohio 
Inc., 2138 E. 88 St., Los 


Continental Technical 
29 W. Apple St., 
Cromer Mfg. & Eng. Co., 

Angel ies, Calif. 

Dallas Airmotive Inc., 6114 Forrest Park Rd., Dallas, 
Texas 

Defense Products, ACF 
Industries, Inc., Riverdale, Md. 

Orayer-Hanson Div., National-U. S. Radiator Corp., 
P. 0. Box 2215, Terminal Annex, Los Angeles 54, 
Calif. 

Four Wheel Drive Auto Co., Clintonville, Wisc. 

Genaire, Ltd., Municipal Airport, St. Catharines, On- 
tario, Canada 

General Electric Co., Apparatus Sis. 
Schenectady 5, N. Y 

Globe Hoist Co., 1000 E. Mermaid Lane, 
18, Pa. 

Gremco, Inc., 3535 WN. Sylvania St., 
Texas 

HOOVER ELECTRIC CO., 
Angeles 25, Calif., Eastern Sis. & Serv., Hangar 2, 
a Solana Airport, Columbus 19, Ohio. SEE 
A 9 

INDUSTRIAL TOOL MFG. CORP. SUB., PENDLETON 
TOOL INDUSTRIES, INC., 8150 Marbrisa Ave., 
aoataion Park, Calif. SEE ADV. D-196 

King Fifth Wheel Co., Box 759, Wilkes Barre, Pa. 

Kit ~ Lacy, Inc. 10816 E. Fawcett Ave., Ei Monte 


Nuclear Products-Erco Div., 


Div., 1 River Rd, 
Philadelphia 
Fort Worth, 


2100 South Stoner Ave., Los 


f. 
Liggett Supply & Equipment Co., 2030 S. Main St., 
Elkhart, In 
H. W. Loud Machine Works, Inc., 969 E. Second St., 
Pomona, Calif 
Ludwig dew Mfg. Co., Chester Pike & Folcroft Ave., 


Foicroft, Pa 
Magna Mill Products, 10533 Sessler St., South Gate, 


California 

Miller Research Labs. Div., Products, 
Inc., 2215 Russell St., Baltimore 30, Md 

Pac Aero Engineering Corp., 3021 Airport Ave., Santa 
Monica, Calif. 

Pesco Products Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

Pre-Stressed Shock Mount Co., c/o G.D.C. Box 275, 
Elkton, Maryland 

Regent Jack Mfg. Co., 11905 Regentview Ave., 
Downey, Calif. 

Roc ——. Div., North a. syne, Inc., 6633 


Canoga 
SMITHERART ” FABRICATION’ DIVISION, A. L. SMITH 
IRON COMPANY, 200 Bent Street, Cambridge 41, 
Mass. SEE ADV. D-199 
Southwork Machine Co., Portland, 


Maine 

SPACE CORP., P. 0. Box 5175, Dallas 22, Texas. SEE 
ADV. D-161 

Standard Armament, 
Calif. 

B. K. Sweeney Mfg. Co., 6300 East 44 Ave., Denver 
16, Colo. 

Talley Corp., The, Newbury Park, Calif. 

Telephonics Corp., Park Ave., Huntington, L. 

Thermo-Form Div., Aluminum Taper Milling Div., 
mil Corp., 225 Oregon St., El Segundo, Calif 

Trieblot Aircraft Co. Div., Vitro Corp. of America, 
P. 0. Box 481, Martinsburg, West Va. 

Wnited States Steel Corp., Consolidated Western Steel 
Div., P. 0. Box 2015, Terminal Annex, Los Angeles 
54, Calif. 

Waco Aircraft Co., The, Peters Ave., Troy, Ohio 

Wells Industries Corp., 6880 Troost ‘Ave., North Holly- 

Calif. 

Westholt Mifg., 

Wheland Company, The, Signal Mountain Bivd., 
tanooga, Tenn. 


Miller Metal 


Inc., 


463 Warren Ave., 


Inc., 631 Allen Ave., Glendale, 


I, N. ¥. 
Alta- 


Inc., 925 W. Harry, Wichita, Kan 
Chat- 


Evaporators 


Cleaver Brooks Co., Special Products Div., 
Grand Ave., Waukesha, Wisc. 

Drayer-Hanson Div., National-U. S. Radiator Corp., 
P. > Box 2215, Terminal Annex, Los Angeles 54, 
Calif 

Dunham Bush Ine., West Hartford 10, Conn. 

Mechanical Equipment Co., Inc., 861 Carondelet 
Corner St. Joseph Sts., New Orleans 12, La. 

Metal Fabricators Corp., 63 Pond St. Waltham 54, 
Mass. 


225 N. 
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Bivd., 
Cleveland 9 
wy Air Parts 
0. Box 135 
crew & 
Cleveland 
c P Northwestern To 
26500 Capito! Ave., Detroit 39, Mich 
THOMPSON PRODUCTS, INC.. GENERAL OFFICES, 
417 SEE ADV. 0-170 


Ame 


side 61, N 
Werner Ux 
y 

W Mfg 


vd., Wick 


oo 


Extrusions, Nonmetallic 


Dixon Corg 7-21 Burnside St 
THE ELECTRIC AUTO-LITE CO., 
ADV. 0-158 
General Tire 
Akron 9 
Gladding, M 


Angele 


Kitchener 
Canada 
Haveg Industries, Ir 00 Greenbank Rd 


G lenbroc 
fbery Ave 


Long 
Minnesota Rubber Compan 3630 Wooddale Ave R tr «=Ro I Culpeper 
Minneapolis 16, M ri 4 oducts, 33] 
‘ te Pease Eactan 
Monadnock Mills t United-Ca astener : * am 
1977 First San Leandro, Calif 0 Product 317 East Onta 


Seventh 


Randolph Ave., Woodbridge 

Plastics Dept Chemica 

2200 N. 22 St., Decatur, Ill Aeronautical Upholsterers, Inc. Friendsh 
Reading, Pa. Airport, Md. 


Fabric & Tape 


p 
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Armstrong Cork Vest 
ARROWHEAD PRODUCTS 
f. SEE ADV. 0-187 
Mfg u - 


wr 


FABRICS 





FABRICS 


c Hood Lace Co., 
Indianapolis 2, Ind 
U. S. Fiber & Plastics 
N. J 


633 East St. Clair St. 


Corp., Union St., Sterling, 


Facings, Clutch 


nstrong Cork Co., West Liberty St., 
Plastics Corp., 165 Third Ave., 


Lancaster, Pa. 
at East 26 St., 


22 East 40 St., New York 16, N. Y. 
estos-Manhattan, Inc., 61 Willett St., Passaic, 


Mfg. Co., The, 400 East Main St., Middle- 
Lonn 
dustries, Inc., Mechanical Power Transmission 


1982 Pittsburgh Avenue, Erie, Pa. 


Facsimile Equipment 
International Co., 230 Park Ave., New York 17, 
2100 West Demp- 
St., Evanston, Ill. 


man Kodak Co., 343 State St., Rochester, N. Y. 
ectronic Communications, Inc., 1501 72nd Street, 
North, St. Petersburg, Florida 

Hogan Laboratories, Inc., 155 Perry St., New York 
14, N. ¥ 

Servo Corp. of America, 2020 Jericho Turnpike, New 
Hyde Park, N. Y 

Telechrome Mfg 


N. Y. 


rican Photocopy Equipment Co., 


Corp., 28 Ranick Drive, Amityville, 


Fairings, Propeller 


Br = 3 — Inc., 1950 West Fort St., Detroit 
LAVELLE "AIRCRAFT CORP., Newtown, Bucks County, 
Pa. SEE ADV. A-44 
Lunn Laminates, Inc., Oakwood Rd. & West 11 St., 

Huntington Station, N. Y. 
Thiediot Aircraft Co. Div., Vitro Corp 
P. 0. Box 481, Martinsburg, West Va. 


Fairleads 


Bristol Aircraft (Western) Ltd, P. O. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 

Lear, Inc., 3171 S. Bundy Or., Santa Monica, Calif 

TA Mfg. Corp., 4607 Alger St., Los Angeles 39, Calif. 

United Supply Co., 3676 S. Broadway Pi., Los Angeles 

7, Calif. 


of America, 


Fans, Cooling (Special 
Purpose) 


Air-Marine 3 369 
N. Y., 2221 ry Ave 


AiResearch Mtg. Div., The 


Bayview Ave., 
Los Angeles, 
Garrett 


Amityville, 
Calif. 
Corp., 9851 


45, Calif. 
AMERICAN. AIR “FILTER “0b. INC., DEFENSE PROD- 
UCTS DIV., 310 Third St., Rock Isiand, Ill. SEE 
ADV. D-205 
B & B Distributors, 221 
N. Y 
Champion Aircraft Corp., Osceola, Wisc. 
Curtiss-Wright Corp., Wood-Ridge, N. J. 
Joe Davidson & Associates, P. 0. Box 108, South 
ate, Calif. 
D & Benson 
ton, N. J. 
Drayer-Hanson Div., National-U. S. 
P Box 2215, Terminal 


Greenwich St., New York 7, 


Research, Inc., 16 Richmond St., 
Radiator Corp., 
Annex, Los Angeles 54, 


DYNAMIC AIR ENGINEERING, INC., 7412 Maie Ave., 
Los Angeles 1, Calif SEE ADV. D-207 
East ern Air Devices, Inc., 385 


EASTERN noes 5, 
14; Conn Er & D-1 
Gene 0 Allen a 
HOOVER ELECTRIC ‘co. 


Central Ave., Dover, 


nae Skiff St., Hamden 

Glendale 1, Calif. 

2100 South Stoner Ave., 5% 
Angeles 25, Calif., Eastern Sis. & Serv., Hangar 
Port Columbus Airport, Columbus 19, Ohio. SEE 
ADV. C-97 

Induction Motors Corp., 570 Main St., Westbury, N. Y. 

Joy Mfg. Co., 333 Oliver Bidg., Pittsburgh 22, Pa. 

Lydon-Bricher Mfg. Co., 2500 University Ave., St. 
Paul 14, Minn. 
McGraw-Edison Co., Elgin, Il! 

McLEAN ENGINEERING ” STORES P. 0. Box 
228, Princeton, N. J. SEE ADV. D-190 

Meco Inc., 1401 S. Marshali, 

Miehle-Dexter Supercharger Div., 
Fourth St., Racine, Wisc. 

National Frost Protection Co., Inc., 
Fernando Bivd., Burbank, Calif 

Pesco Products Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

Reynolds Electric Co., 3000 River Rd., River Grove, Ill. 

Roton Manufacturing Co., Schoonmaker Lane, Wood- 
stock, N. Y. 

Sanders Associates, Inc., 95 Canal St., 

Talley Corp., The, Newbury Park, Calif. 


Paris, - 
Christensen Co., 100 


2990 WN. San 


Nashua, N. H. 


D-42 


1009 E. Vermont Ave., Anaheim, Calif. 
12177 Montague St., Pacoima, 


Task Corp., 
be = seme Inc., 


UNITED AIRCRAFT poeeesrs a P. 0. Box 1035, 
Dayton, Ohio. SEE 

Westinghouse Electric — ; r eway Center, P. 0. 
Box 868, Pittsburgh 30, Pa 

L. J. Wing Mfg. Co., 182 Vreeland Mills Rd., Linden, 
N. J. 


Fans, Defrosting 


Aeronautical Upholsterers, Inc., 
Airport, Md 
a —. wy Research, 


DYNAMIC AiR wy! Re 
Los Angeles 1, Calif. SEE A 0-207 

General Controls Co., 801 Allen i Glendale 1, Calif. 

HOOVER ELECTRIC CO., 2100 South Stoner Ave., ss 
Angeles 25, Calif., Eastern Sis. & Serv., Hangar 2 . 
Port Columbus Airport, Columbus 19, Ohio. SEE 
ADV. C-97 

Joy Mfg. Co., 

Lydon-Bricher Mfg. Co., 
Paul 14, Minn. 

National Frost Protection Co., Inc., 
Fernando Bivd., Burbank, Calif 

Pesco Products Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

Talley Corp., The, Newbury Park, Calif 

Task Corp., 1009 E. Vermont Ave. 


Friendship Internat’! 
Inc., 16 Richmond St., 


7412 Maie Ave., 


Pittsburgh 22, Pa. 
versity Ave., St. 


333 Oliver Bidg 
2500 U 


2990 N. San 


Anaheim, Calif. 


Fasteners, Blind 


Alloy Metal Sales Ltd, 181 
Toronto 2, Ontario, Canada 
Arnav Fitting Corp., 32 Industrial Ave., 

N 


Fleet 


Street East, 

Little Ferry, 

Aviation Developments Co., Inc., 210 S .Victory Bid, 
Burbank, Calif. 

Boots Aircraft Nut Corp., Newton Turnpike, 
c Onn 


Coes 
Ont tar 


CHERRY RIVET. DIV. 
Deihi Rd., Santa Ana, Calif 
Davis Aircraft Products, Inc. 

r 59, N. Y 
The, 70 


Norwalk, 


Illinois <-> Sa 75 Scarsdale Rd. Doa 
“TOWNSEND CO., 1224 East 
SEE ADV. A-49 

1195 Spofford Ave., 


00 Avalon Bivd., Los Angeles 3, 


4 Pont de Nemours & Co., Inc., Explosives 
Dept., Wilmington 98, Del 

Dzus Fastener Co., Babylon, N. Y 

G. W. Galloway Co., 220 South First Ave., 
Calif. 

K. Garrett Inc., Torresdale Ave. at Tolbut 

St., Philadelphia 36, Pa 

Garron Aircraft Sup 
York 3, 

B. F. Goodric at oducts v 
Goodrich Co 00 South WN St., Akron 18, Ohio 

Hi-Shear Rivet ° °) 0 W. 247th St., Torrance, 


Arcadia, 


on Square, New 


of The B. F 


Illino of Works, Shakeproof Div., St. Charles Rd, 

Nat onal Sc rew *, tig Co., The, 2440 
Cleveland 4, hio 

Shur-Lok Co 879 South East St., P. 
Anaheim f 


East 75th St., 


a. 0. Box 563, 


Sir ns Pena Corp., 1711 North Broadway, Albany 

1, N.Y. 

Wm. E. Snow Co., 1413 E. Frank 
Calif. 

Southco Div., South Chester Corp., 
Printz Bivd., Lester, Pa 

STANDARD PRESSED STEEL CO., Box 354 Jenkin- 
town, Pa. SEE ADV. D-178, D-179 

Tinnerman Products Inc., P. 0. Box 6688, Dept. 16, 
Cleveland 1, Ohio 

United-Carr Fastener Corp., Carr Fastener Co., 
31 Ames St., Cambridge 42, Mass 

United Shoe Mchy. Corp., 140 Federa 
ass 

U. S. Chemical Milling Corp., 1700 
Manhattan Beach, California 

Voi-Shan Mfg. Co., Div., Phe 
Higuera St., Culver City, Calif. 


n Ave., El Segundo, 


d & North Gov. 


Div., 
St., Boston 7, 
Rosecrans Ave., 


Tv e 


fg. Co., 8463 


Fasteners, Cowl 


Airtek Dynamics, Inc., 2222 South Figueroa St., Los 
Angeles 7, lif. 

Arnav Fitting Corp., 32 Industrial Ave., Little Ferry, 
N. J. 

Aviation Developments Co., Inc., 210 S. Victory Bivd., 
Burbank, Calif. 

Aviquipo of Canada Ltd., 
treal, Quebec, Canada 

Calinoy Div., Illinois Tool Works, 
Hawthorne, Calif. 

Camioc Fastener Corp., 22 
Paramus, N. J. 

Canada Illinois Tools, Ltd., 
Mills, Ontario, Canada 

Corbin Products Div., Ohlson International Corp., 
Crescent Plaza Bidg., Long Island City 1, N.Y. 


636 St. Paul St. W., Mone 
12917 Cerise St. 
Spring Valley Rd., 


75 Scarsdale Rd., Don 


Garron ree Supply, Inc., 5 Union Square, New 
N. 


York 3, 

a Matte Sub., United-Carr Fastener Corp., 
1977 First Ave. San Leandro, Calif 

SIMMONDS AEROCESSORIES, INC. 105 White Plains 
Rd., Tarrytown, N. Y. eee ADV. 

South’ Chester Corp., Lion Fasteners, aortas High- 
way, Lester, Pa. 

Southco Div., South Chester Corp., Third & North Gov. 
Printz Bivd., Lester, Pa 

Thompson Bremer & Co., 
Chicago 1, Ill. 

United-Carr Fastener Corp., Carr Fastener Co., 
31 Ames St., Cambridge 42, Mass. 

U. S. Chemical Milling Corp., 1700 Rosecrans Ave., 
Manhattan Beach, California 

Waldes Kohinoor, Inc., 47-16 Austel PIl., 
City 1, N.Y. 


"228 North LaSalle St. 
Div., 


Long Island 


Fasteners, Self Locking 


Airtek Dynamics, 
Angeles 7, ! 

All Metal Screw - gaa Co., 
Garden City, 

American NY ‘Prods., Inc., 
Hartford, Conn 

Arnav Fitting Corp., 32 Industrial Ave., 


210 S. Victory Bivd., 


Inc., 2222 South Figueroa St., Los 
¥ 821 Stewart Ave, 

3030 Main St., 
Little Ferry, 


N. J. 
Aviation Developments Co., Inc., 
Burbank, Calif 
Boots Aircraft Nut Corp., Newton Turnpike, Norwalk, 
Bristol Co., The, P. 0. Box 1790-A. W., Waterbury 20, 
Conn. 
Calinoy Div., 12917 Cerise St., 
Hawthorne, Calif. 

Camcar Screw & Mfg. Co. Div., Textron Industries, 
Inc., 600 Eighteenth Ave., Rockford, I/! 
Camioc Fastener Corp., 22 Spring Valley Rd., 

N 


Illinois Tool Works, 


Paramus, 
J 

Canada Illinois Tools, Ltd, 75 Scarsdale Rd., Don 
Mills, Ontario, Canada 

Capewell Mfg. Co., 60 Governor St., Hartford 2, Conn. 

Chandler Prods. Corp., 1491 Chardon Rd., Cleveland 


17, Ohio 

CHERRY RIVET DIV., TOWNSEND e. 
Delhi Rd., Santa Ana, Calif. SEE A 

Continental Screw Co., 459 Mt. Pleasant SC, 
ford, Mass 

Corbin Products Div., 
Crescent Plaza Bidg., 

Delron Co., Inc. 5224 Southern Ave., 
Calif. 

Detroit Diamond Screw Products Co., 
St., Wyandotte, Mich 

Dimco-Gray Company, 207 East Sixth St., Dayton 2, 
Ohio 

Dzus Fastener Co., Babylon, N 

G. W. Galloway Co., 220 Sout 
Calif. 

Geo. K. Garrett Co., Inc., 
St., Philadelphia 36, Pa 

Garron Aircraft Supply, Inc., 5 Un 
York 3, N. Y. 

B. F. Goodrich Aviation Products, A Div. of the B. F. 
Goodrich Co., 500 South Main St., Akron 18, Ohio 

Groov-Pin Corp., 1125 Hendricks Causeway, Ridge- 


field, N. J 
HELI-COIL CORP., Shelter Rock Lane, Danbury, Conn. 
SEE ADV. 0-202 


ty? rw East 
A-49 
New Bed- 


Ohlson International Corp., 
Long Island City 1, N. Y 
South Gate, 


2200 Fourth 


Y 
h First Ave., Arcadia, 
Torresdale Ave. at Tolbut 


on Square, New 


Illinois Tool Works, Shakeproof Div., St. Charles Rd., 
Elgin, Ill 


Kasar Bay: AJ Di ger ~ ng Co., 9905 West 


KAYNAR are. co. INC., Kaylock Div., Box 2001 
Terminal Annex, Los Angeles 54, California SEE 
ADV. 2nd COVER 

Klincher Locknut Corp., 
apolis, Ind 

Monadnock Mills Sub., 
1977 First Ave., San Leand 

National Machine Products Co., 
Utica, Mich 

Nationa! Screw & Mfg. Co., The, 
Cleveland 4, Ohio 

Nutt-Shel Co. Inc., 2701 S. Harb 
Calif 

Nylok Corp., 611 Industria! Ave., Paramus, 

The Painut Co., Glen Road, Mountainside 

Parker-Kalon Div., General American Transportation 
Corp., Clifton, N. J. 

Progressive Mfg. Co. Div., The Torrington Co., 
wood St., Torrington, Conn. 

Republic Steel Corp., 1441 Republic Bidg., Cleveland 
1, Ohio 

Shur-Lok Corp., 879 South East St., 
Anaheim, Calif. 

Wm. H. Snow Co., 
Calif. 

Southco Div., South Chester Corp., Third & North Gov. 
Printz Bivd., Lester, Pa. 

South Chester Corp., Lion Fasteners, Industrial High- 
way, Lester, Pa. 

STANDARD PRESSED STEEL , 
town, Pa. SEE ADV. D-178, 
Thompson Bremer & Co., 228 pe LaSalle St., 
Chicago 1, Iil. 
Tinnerman Products, 
Cleveland 1, Ohio 
Topp Industries, Inc., 
Angeles 45, Calif. 
Torrington Co., The, 59 Field St., Torrington, Conn. 


Jefferson 


2153 Hillside Ave., Indian- 


United-Carr Fastener Corp., 


, Calif 
44225 Utica Rd., 
2440 East 75th St., 


or Bivd., Santa Ana, 


52 Nor- 


P. 0. Box 563, 


3413 E. Franklin Ave., El Segundo, 


>) 354, Jenkin- 


Inc., P. 0. Box 6688, Dept. 16, 


5221 West 102 St. Los 
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Un ted-C Carr Fastener Corp., Carr Fastener Co., Div., 
es , Cambridge 42, Mass 
"Chemical Milling Corp., 1700 Rosecrans Ave., 
Manhattan Beach, California 
Voi- Shan Mfg Co., Div., Pheoll Mfg. Co 
St., , Calif 
Wa! des Koh noor, Inc., 47-16 Austel Pl., Long Island 
ty 1, N. Y 
Wes tern oky industries, 
Calif. 


, 8463 Higuera 


21301 Cloud Way, Hayward, 


Fasteners, Slide 


50 12 Ave., 
N.Y 


Aircraft Radio Corp., Boonton, N. J. 
Arnay Fitting Corp., 32 Industrial Ave., 
N 


Abbott Products, Inc., 150- Whitestone 57, 


Little Ferry, 
J 

Calinoy Div., Illinois Tool Works, 12917 Cerise St., 
Hawthorne, Calif 

Canada Illinois Tools, 
Mills, Ontar Canada 

Conmmar Products Corp., 
N. J 

Corbin Products Div., Ohlson International Corp 
cent Plaza Bidg., Long Island City 1, N. Y 

Davis Aircraft Products, Inc., 1195 Spofford 
Brom 59, WN. Y. 

G. W. Galloway Co., 220 South First Ave., 
Calif 

Garron Aircraft 
York 3, N.Y 

B. F. Goodrich Aviation Products, A Div. of The 8. F 
Goodrich Co., 500 South Main St., Akron 18 hio 

Grant Pulley & Hardware Corp., High S 
Nyack, W. Y 

Grieff Brothers, 506 Broadway, New York, N. Y. 

Talon, In 626 Arch St., Meadville, Pa 

Waldes oe inc., 47-16 Austeil Pi., Long Island 
City 1, N 

Zippertubing ce The, 
Angeles 14, Cal if. 


Ltd., 75 Scarsdale Rd., Don 


140 Thomas St., Newark 1, 


, Cres- 


Ave., 


Arcadia, 


Supply, Inc., 5 Union Square, New 


752 €. San Pedro St. Los 


Fasteners, Snap 


Arnav Fitting Corp., 32 Industrial Ave., Little Ferry, 
N. J 


12917 Cerise St. 


Calinoy Div., Illinois Tool Works, 
Hawthorne, Calif 
IWinois Tools, Ltd., 


Canada 
Mills, Ontario, Canada 
Capeweill Mfg. Co., 60 Governor St., 
Corbin Products Div., Ohison International C rp., 
Long Island City 1, N. Y 


cemt Plaza Bidg., 
G. W. Galloway Co., 220 South First Ave., Arcadia 
Ca 


t 


75 Scarsdale Rd., Don 


Hartford 2, Conn. 


Garron Aircraft Supply, Inc., 5 Union Square, New 
York 3, N. Y 
rieff Brothers, 506 Broadway, New York, N. Y 
KAYNAR MFG. CO., INC., KAYLOCK DIV., Box 2001 
Terminal Annex, Los Angeles 54, California. SEE 
ADV. ~~ COVER 
Cleveland 3, 


0 Frank 


Fastener Corp., Carr 
mes St ambridge 42, M 
Chemical Milling Corp. 
Manhattan Beach, California 
Waildes Kohinoor, Inc., 47-16 Austel 
N. Y. 


Fastener 


vity 4, 


Fasteners, Special Purpose 


Accessories Ma acturers Ltd., 641-645 S¢ 


Aerial Mach ne & Tool 
Ishand C ay 2. 


Island City 
Airtek Dynam 
Angeles 7, Ca 
Alloy Metal Sales Ltd., 
2, Ontario, Canada 
American Screw Co., Willamantic 
American Standard Prods., Inc., 3030 
ford, Conn 
Anti-Corrosive Meta! 
on-Hudson, N. Y 
Arnav Fitting Corp., 32 Industrial Ave., L 
N. J. 


181 Fleet Street East 
Conn 
Main St., Hart- 


Products, 30 River Rd., Castleton- 


ittle Ferry, 

Aviation Developments Co., Inc., 210 S. Victory Bivd., 
Burbank, Calif 

Bekins Van & Storage Co., Industrial Packaging Div., 
12512 Inglewood Ave., Hawthorne, Calif 

Bland Burner Co., The, Precision Threaded Product 
Div., 83 Woodbine St., Hartford 6, Conn 

Boots Aircraft 
Conn 


Nut Corp., Newton Turnpike, Norwalk, 


Briles Mfg., 1415 East Grand Ave., El Segundo, Cali- 
fornia 
Bristol Co., 
20, Conn 
Burkiyn Company, 

39, Calif 
Calinoy Div., Iilinois Tool Works, 
Hawthorne, Calif. 


The, P. 0. Box 1790-A. W., Waterbury 
3429 Glendale Bivd., Los Angeles 


12917 Cerise St., 


Camear Screw & Mfg. Co. Div., Textron Indu 
600 Eighteenth Ave., Rockford 

Gente Fastener Corp., 22 Spring Valley Rd., 

J. 

Canada Illinois yee \ ames 
Mills, Ontar 

CHERRY RIVET Div * TOWNSEND °.. 12 
Dethi Rd Santa Ana, Calif SEE AD A 

tie & Co., 175 Fiftt 


stries, Inc., 
Paramus, 
75 Scarsdale Rd., Don 


24 East 


49 


Southern Ave., South 


nd Screw Products Co., 2200 Fourth 

e Mich 

zus Fastener Co., Babylon, N. Y 

Federal Machine Co., Inc., 809 Garfield Ave., 
City 5, N. J 

G. W. Galloway Co., 
Calif 

Geo. K. Garrett Co., Inc., Torre 
St., Philadeiphia 36, Pa 

Garron Aircraft 
York 3, N. Y 

Grieff Brothers 506 Broadway, New York 

Gries Reproducer Corp., 158 Beechwood 
Rochelle, N. Y 

Groov-Pin Corp., 
N. J. 

Hamilton Watch Co., A 
Ave., Lancaster, Pa 
Hartwell Aviation Supply C 

Angeles 34, Calif 
John Massall, in Westb 
Haynes Stellite Co . 
eral Office & Works, Kokor Ind 
HELI-COIL CORP., Shelter Rock Lane, 
SEE ADV. 0-202 
Hi-Shear Rivet Tool Co., 2600 W. 247th St., Torra 
wd ft 
Huber 
33, Qhio 
Illinois Tool Works, 


Jersey 


220 South First Ave., Arcadia, 


sdale Ave. at Tolbut 


Supply, iInc., 5 Union Square, New 


1125 Hendricks Causeway, 


ed Products 


arbide Corr 


Danbury, Conn. 


Industries, Inc., 4960 Hillside Ave., 


‘ 
Shakeproof Div., St 


c gin lt 
Kasar Mfg. & D “es Co., 
S vd Culver t f 
KAYNAR MFG. CO., INC KAYLOCK DIV., Box 2 
Terminal Annex os Angeles 54, California SE 
ADV. 2nd COVER 
Klincher wt Corp 
a ay nd 
H Koch & Sons, B 
Monadnock Millis 
1977 First Ave., Leand 
National Screw & Mfg. C he, 2440 East 75th St. 
Cleveland 4, Ohio 
Nutt-Shei Co. I 
Calif 
Nylok Corp., 
Pacific Cut 


Park, va 


9905 West 


Santa Ana, 


Ne rwood St., 
amset Fasteners 
vieson Chem. Corp., 


Co., 1412 


ce Mia 


g. Lo., 


879 


Anaheim, Calif : 
SIMMONDS AEROCESSORIES, INC., 105 Whit 
Rd., Tarrytown, N. Y SEE ADV. D-195 


STANDARD PRESSED STEEL CO., B 
Pa. SEE ADV. 0-178, 0-17 9 
Co., 1413 E. Frank 


nical Milling 

Manhatt tan Beach, Ca 

Vibra Seal Corp., 2832 East Gran 
Mich 

Voi-Shan Mfg. Co., Div., Phe 
Higuera St., Culver City, C 

Waldes Kohinoor, Inc., 47-16 Aust 
City 1, N. Y 

Western Sky Industries, 213 
Calif. 

Zippertubing Co., The, 752 S. San Pedro St., Los 
Angeles 14, Calif. 


Long Island 


1a Way, Hayward, 
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FIBER, VULCANIZED 
Felt, Sheet & Strip 


Ww . 
VICTOR EQUIPMENT COMPANY. 8<¢ 
EE ADV. 0-185 


“hee fies 


Ferrules 


Air Ignition Div., R 
k Blvd, 6 


BURNOY CORP., OMATON DIV 


ADV. D-159 


Fiber, Vulcanized (Rods, 
Sheet, Tubes) 


5 Mick 
CONTINENTAL. DIAMOND FIBRE CORP 


SEE ADV. A-48 








FIBER, VULCANIZED 


Westinghouse Electric Corp., 3 Gateway Center P. 0. 
Box 868 ttsburgh 30, Pa 
Wilmington Fibre Specialty Co., 





New Castle, Del. 


Files 


Chicago Pneumatic Tool Co., 8 East 44th St., New 
York 17, N. Y. 


Hamilton Mfg. Co., Two Rivers, Wisc 
Republic Steel = a ge Division, 1038 Belden 
N. E - Ohio 
Inc., 648 Iowa Rd. Sag- 
Co., 470 Main St., Fitchburg, 





* 


Filters, Air 


A c pg PLUG DIV., GENERAL MOTORS CORP. 
13 rt Hwy., Flint 2, Mich. SEE ADV. D-167 

Accessory > Protane Co., Division of Textron Inc., 616 
W. Whittier Bivd., Whittier, Calif 


Actuation Research Corp., 416 N. Glendale Ave., Gien- 
dale 6, Calif 
Aero Supply Mfg. Co., 611 W. Main St., Corry, Pa 


Air Maze Corp., 25000 Miles Rd., Cleveland 28, Ohio 


Aircraft Porous Media, !nc., 30 Sea Cliff Ave., Gien 
Cove, 'N. Y 
A bes Witan Co., 12500 Bellaire Rd., Cleveland 35, 


AMERICAN AIR FILTER CO 
UCTS DIV., 310 Third St 
ADV. 0-201 

AMERICAN AIR FILTER CO. INC., 


INC., DEFENSE PROD- 
Rock Island, Ili. SEE 


215 Central Ave. 
D-201 


Louisville 8, Kentucky. SEE ADV 

Aqualite Corp., 1660 Tenth St., Santa Monica, Calif. 

Arnav Fitting Corp., 32 Industrial Ave., Little Ferry, 
N. J 

Asco Sintering Corp., 7799 Telegraph Rd., Los An- 
geies,, Calif 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich. 

Bendix Filter Div., Bendix Aviation Corp., P. 0. Box 
135, Royal Oak, Mich 

Binks Manufacturing Co., 3114 West Carroll Ave., 
Chicago 12, lil 
F. Bowser Co., Ltd., 344 Sherman Ave., N., 
a. - oy, wy 


Div., Fort Wayne 2, Ind. 

THe “griccs ‘FILTRATION COMPANY, River Road, 
Washington 16, 0. C. SEE ADV. D-191 

7 al Filters Corp., 2 Main St., Melrose 76, 


CONTINENTAL MOTORS CORP., a ENGINE 
or Muskegon, Mich SEE A-52 

Meriden conan ut 

Toledo 1, Ohio 
Radiator Corp., 
Los Angeles 54, 


Cuno Engineering Corp 

DeVilbiss Co., The, Phillips Ave., 

Drayer-Hanson Div., National-U. S 
P. 0. Box 2215, Terminal Annex, 
Calif. 

a 7 aa 
N 


10 Bridge St., New York 4, 


P. 0. Box 426, Newburgh, 


Inc., 


om y Co., Inc., 
Y. 


me. Corp., 55 Pawtucket Ave., Providence, R. I 
Gar Precision Parts, Inc., 190. Henry St., Stamford, 


Conn. 
General Cable Corp., 420 Lexington Ave., New York 17, 
N.Y. 


Gits Bros. Mfg. Co., 1832 S. Kilbourn Ave., Chicago 
23, Til. 


Hydrodyne Corp., Skinner Seal Div., 7350 Coldwater 


Canyon Ave North Hollywood, Calif 
Instrument Associates, 351 Great Neck Rd., Great 
Neck, N. Y. 


Kahn & Co., Inc., 541 Windsor St., Hartford, Conn. 
Kenyon Instrument Co., Brewster, N. Y. 
Kidde, Walter & Co. of Canada, Ltd., 5500 Royal- 
mount Ave., Montreal 9, Quebec, Canada 
— Kidde & Co., Inc., 256 Main St., Belleville 9, 
J 


Lincoim Engrg. Co., Div., McNeil Machine & Engineer- 


ing Co., 5701 Natural Bridge Ave., St. Louis 20, Mo. 
Logan Engrg. Co., 4901 West Lawrence Ave., Chicago 
30, Ill. 


ue Aviation, Inc., 230 Park Ave., New York 17, 
We 
McGraw-Edison Co., Elgin, Ill. 

Microtron Corp., P. 0. Box 2092, Charlotte 1, N. C. 
Mine Safety Appliances Co., 201 North Braddock Ave., 
Pittsburgh 8, Pa. 
Newark Wire Cloth Co., 

N. J. 


351 Verona Ave., Newark 4, 


Owens Corning Fiberglas Corp., Aircraft Div., 5933 
Telegraph Rd., Los Angeles 22, Calif. 
Peacock Bros. Ltd., P. 0. Box 1040, Montreal, Quebec, 


Canada 

Pittsburgh Plate Glass Co., 
Pittsburgh 22, Pa. 

Purolator Prods., Inc., 
Rahway, N. J. 

Radex Corp., 2076 Elston Ave., Chicago 14, Ill. 

— PRODUCTS, INC., P. 0. Box 430, Caldwell, 

SEE ADV. D-206 

A. rl yes Corp., Aero Products-Western Div., 900 
E. Ball Rd., Anaheim, Caiif. 

Superior Pneumatic & Mfg. Inc., 
Cleveland 25, Ohio 

United Metallic 0 Ring Corp., 
Ohio 

VICTOR EQUIPMENT COMPANY, 844 Folsom St., San 
Francisco 7, Calif. SEE D-185 


632 Fort Duquesne Bivd., 


970 New Brunswick Ave., 


4758 Warner Rd., 


Box 1035, Dayton 1, 


D-44 





Wells Industries Corp., 6880 Troost Ave., North Holly- 
wood, Calif 
Wheelabrator 
waka, Ind. 


Corp., 1433 South Byrkit St., Misha- 


Filters (Deicing Systems) 


Actuation Research Corp., 416 N. Glendale Ave., Glen- 


dale 6, Calif 


Aero Supply Mfg. Co., 611 W. Main St orry, Pa 
Aircraft Porous Media, Inc., 30 Sea Cliff Ave., Gien 
Cove, N. Y. 


Santa Monica, Calif 
Los Angeles, 


Aqualite Corp., 1660 Tenth St 

Asco Sintering Corp., 7799 Telegraph Rd., 
Calif 

Bendix Aviation Corp 


Fisher Bidg., Detroit 2, Mich. 
Bendix Filter Div., Bendix Aviation Corp., P. 0. Box 


135, Royal Oak, Mich 
Commercial Filters Corp., 2 Main St., Melrose 76, 


’ 


5121 San Fernando Rd., 
Providence, R. I 
51 Verona Ave., Newark 4, 





C ° 970 New Brunswick Ave., 
Rahway, N. J. 

United Metallic O Ring Corp., Box 1035, Dayton 1, 
Ohio 

Wells Industries Corp., 6880 Troost Ave., North Holly- 


wood, Calif. 


Filters, Fuel 


A C SPARK PLUG DIV., GENERAL MOTORS CORP. 
1300 N. Dort Hwy., Flint 2, Mich. SEE ADV. D-167 

Accessory Products Co., Division of A ee Inc., 616 
W. Whittier Bivd., Whittier, Ca 

Actuation Research Corp., 416 N Glendale Ave., Glen- 
dale 6, Calif 


Aero Supply Mfg. Co., 611 W. Main St., Corry, Pa. 

Air Maze Corp., 25000 Miles Rd., Cleveland 28, Ohio 

Airaterra, 620 Paula Ave., Glendale 1, Calif. 

Aircraft Porous Media, Inc., 30 Sea Cliff Ave., Gien 
Cove, N. Y 

Asco Sintering Corp., 7799 Telegraph Rd., Los Angeles, 
Calif 

Aqua — Corp., 1660 Tenth St., Santa Monica, Calif. 

Arnav Fitting ‘Corp 32 Industrial Ave., Little Ferry, 
N 


Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich. 
Bendix Filter Div., Bendix Aviation Corp., P. 0. Box 
135, Royal Oak, Mich 
S. F. Bowser Co., Ltd 
ton, Ontario, Canada 
Bowser, Inc., 1302 East Creighton Ave., 


344 Sherman Ave., N., Hamil- 


Fort Wayne 2, 


Ind 

Bowser, Inc. yne Div., Fort Wayne 2, Ind. 

THE 6RIGGS PFILTRATION COMPANY, River Road, 
Washington 16, D. C. SEE ADV. D-191 

Commercial Filters Corp., 2 Main St., Melrose 76, 
Mass. 

Cuno Engineering Corp., Meriden, Connecticut 

Darco Industries Inc., Val-Aero Div., 2151 E. Rose- 
crams Ave., E! Segundo, Calif 

Dumont Aviation Assocs., 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif 

Dynamic Filters, Inc., 2100 Howard St., Detroit 16, 
Mich 

Enfab Corp., 1955 Lafayette Rd., Santa Clara, Calif. 


1602 Wagner Ave., Erie, Pa. 


Erie Meter Systems, Inc 
New York 4, 


Firth- a Inc., 10 Bridge St., 
N 

Flight, Refuelli ing (Canada) Ltd., 44 Haas Rd., Rexdale, 

Ontario, Canada 


Fram Corp., 55 Pawtucket Ave., Providence, R. I. 


Gar Precision Parts, Inc., 190 Henry St., Stamford, 
Conn. 

General Filters, Inc., 43800 Grand River Ave., Novi, 
Mich. 


Harman Equipment Co., 3605 East Olympic Bivd., Los 
Angeles 23, Calif 

aa her a Purifier Div., 100 West Fourth St., 
Elm 

HYDRO- AIRE, Ye. 3000 Winona Ave., Burbank, Calif. 
SEE ADV. D-175 

Hydrodyne Corp., 7350 Coldwater Canyon Ave., N. 
Hollywood, Calif 

Hydrodyne Corp., Skinner Seal Div., 7350 Coldwater 
Canyon Ave., North Hollywood, Calif. 

Kaha & Co., Inc., 541 Windsor St., Hartford, Conn. 

Kenyon Instrument Co., Brewster, N. Y. 

Koehler Aircraft Products Co., Inc., Sub., New Britain 
Machine Co., 409 Leo St., Dayton 4, Ohio 

Lapeer Mfg. Co., 1144 West Baltimore, Detroit, Mich. 

Lucas-Rotax Ltd., Box 115, Station H., Toronto 13, 
Ontario, Canada 


Metalart Corp., 266 Freeman St., Brooklyn 22, N. Y. 


Michigan Wire Cloth Co., 2100 Howard St., Detroit 16, 
Mich. 

J. R. Mills & Co., 2500 Wisconsin Ave., N. W., Wash- 
ington 7, D. é 


Port Huron, Michigan. 
351 Verona Ave., Newark 4, 


Mueller Brass Company, 
Newark Wire Cloth Co., 
N. J. 


Peacock Bros. Ltd., P. 0. Box 1040, Montreal, 
Canada 
Purolator 


Quebec, 


Prods., Inc., 970 New Brunswick Ave., 


Rahway, N. J. 
Ronningen-Petter Co., 


330 S. 27 St., Vicksburg, Mich. 


Giendale 1, Calif. 


Roylyn, Inc., 1706 Standard Ave., 
Marys, Pa 


St. Mary's Carbon Co., State Rd., St 
SCHULZ TOOL & — CO., 425 S. Pine St., San 
Gabriel, Calif. SEE ADV. A-2 
— ‘PRODUCTS, INC., P. 0. Box 430 
SEE ADV. D-206 


Si wre: ao Controls Div., 


Caldwell, 


Idaho Maryland Mines 


Corp., 2919 E. Victoria, Compton, Calif 

United Metallic 0 Ring Corp., Box 1035, Dayton 1, 
Ohio 

Warner Lewis Co. Div., Fram Corp., 817 North Lewis 
Piace, Box 3096, Tulsa 8, Okla 

Wells Industries Corp., 6880 Troost Ave., North Holly- 


wood, Calif 
Wire Cloth Products, Inc 
highway, Bellwood, Ili. 


2815 Congress St., Super- 





“ 


Filters, Gaseous 


Accessory Products Co., Division of Textron Inc., 616 


W. Whittier Bivd., Whittier, Calif 

Actuation Research Corp., 416 N. Glendale Ave., Gien- 
dale 6, Calif 

Aero Supply Mfg. Co., 611 W Main St., Corry, Pa 


Air Maze Corp., 25000 Miles Rd., C eveland 28, Ohio 


Aircraft Porous Media, Inc., 30 Sea Cliff Ave., Glen 
Cove, N. Y. 

AMERICAN AIR FILTER CO., INC., eg PROD- 
UCTS DIV., 310 Third St. Rock Island, | SEE 
ADV. 0-201 

Aqualite Corp.. 1660 Tenth St., Santa Monica, Calif 

THE BRIGGS FILTRATION COMPANY, River Road, 


Washington 16, D. C. SEE ADV. D-191 


Filters, Gasoline 


A C SPARK PLUG DIV., GENERAL MOTORS CORP 
1300 N. Dort Hwy., Flint 2, Mich. SEE ADV. D-167 

Actuation Research Corp., 416 N. Glendale Ave., Gien- 
dale 6, Calif 

Aero Supply Mfg. Co., 611 W. Main St., Corry, Pa 

Air Maze Corp., 25000 Miles Rd., Cleveland 28, Ohio 

Airaterra, 620 Paula Ave., Glendale 1, Calif 

= —, ~~ Media, Inc., 30 Sea Cliff Ave., Glen 


AMERICAN Air FILTER CO., INC., DEFENSE PROD- 
UCTS DIV., 310 Third St., Rock Isiand, Ili. SEE 
ADV. 0-201 

Aqualite Corp., 1660 Tenth St., 

Arnav Fitting Corp., 32 Industrial Ave., 


Santa Monica, Calif 
Little Ferry, 


N. J 

Asco Sintering Corp., 7799 Telegraph Rd., Los Angeles, 
Calif 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 

Bendix Filter Div., Bendix Aviation Corp., P. 0. Box 
135, Royal Oak, Mich. 

S. F. Bowser Co., Ltd. 344 Sherman Ave., N., 
iltoa, Ontario, — 

Bowser, Inc., Fort Div., Fort Wayne 2, Ind 

THE S8RIGGS FILTRATION COMPANY, River Road, 
Washington 16, D. C. SEE ADV. 0-191 

Melrose 76, 


Ham- 


Commercial Filters Corp., 2 Main St., 
Mass. 

Cuno Engineering Corp., Meriden, 

Darco Industries Inc., Val-Aero Div., 
crans Ave., El Segundo, Calif. 

Dumont Aviation Assocs., 1401 Freeman Ave., 
Box 4087, Long Beach 4, Calif. 

Enfab Corp., 1955 Lafayette Rd., Santa Clara, Calif 

Erie Meter Systems, Inc., 1602 Wagner Ave., Erie, Pa 

Firth-Cleveland, Inc., 10 Bridge St., N. Y. 4, N. Y 

Flight Refuelling (Canada) Ltd., 44 Haas Rd., Rexdale, 
Ontario, Canada 

Fram Corp., 55 Pawtucket Ave., Providence, R. | 


Connecticut 
2151 E. Rose- 


P. O 


Gar Precision Parts, Inc., 190 Henry St., Stamford, 
Conn. 
Hamilton Standard Div., United Aircraft Corp., Windsor 


Locks, Conn. 
Harman Equipment Co., 
Angeles 23, Calif. 
Hilliard Corp., The, Purifier Div., 
Elmira, N. Y. 

Hydrodyne Corp., Skinner Seal Div., 7350 Coldwater 
Canyon Ave., North Hollywood, Calif. 

Koehler Aircraft Products Co., Inc., Sub., New Britain 
Machine Co., 409 Leo St., Dayton 4, Ohio 

Lapeer Mfg. Co., 1144 West Baltimore, Detroit, Mich 

Metalart Corp., 266 Freeman St., Brooklyn 22, N. Y. 

Michigan Wire Cloth Co., 2100 Howard St., Detroit 16, 

ich. 

Newark Wire Cloth Co., 

N. J. 


3605 East Olympic Bivd., Los 


100 West Fourth St., 


351 Verona Ave., Newark 4, 

Peacock Bros. Ltd., P. 0. Box 1040, Montreal, Quebec, 
Cana 

Purolator Prods., 
Rahway, N. J. 

Ronningen-Petter Co., 330 S. 27 St., Vicksburg, Mich. 

Roylyn, Inc., 1706 Standard Ave., Glendale 1, Calif. 

St. Mary's Carbon Co., State Rd., St. Marys, Pa. 

SCHULZ TOOL & os. Dw 425 S. Pine St., San 
Gabriel, Calif. aio A-2 

SCREEN PRODUCTS INC., "e 0. Box 430, Caldwell, 
N. J. SEE ADV. D-206 

Warner Lewis Co. Div., Fram Corp., 
Place, Box 3096, Tulsa 8, Okla 


Inc., 970 New Brunswick Ave. 


817 North Lewis 


Wells Industries Corp., 6880 Troost Ave., North 
Hollywood, Calif. 
Wire Cloth Products, Inc., 2815 Congress St., Super- 


highway, Bellwood, Ill. 
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Filters, Liquid 


Accessory Products Co., Division of Textron Inc., 616 
W. Whittier Bivd., Whittier, Calif. 

Actuation Research Corp., 416 N. Glendale Ave., 
dale 6, Calif. 

Aero Supply Mfg. Co., 611 W. Main St., Corry, Pa. 

Airaterra, 620 Paula. Ave., Glendale i, Calif. 

Aircraft Porous Media, Inc., 30 Sea Cliff Ave., Glen 
Cove, N. Y. 


‘ Cleveland 28, Ohio 


Air Maze C ag Miles Rd. 
AMERICAN Al& FILTER CO., INC., DEFENSE bROD- 
| 


UCTS DIV., 310 Third St. Rock Island, 

ADV. D-201 
American Broach & Machine Co., Ann Arbor, Mich. 
Aqualite Corp., 1660 Tenth St, Santa Monica, Calif. 
Arnav Fitting Corp., 32 Industrial Ave., Little Ferry, 


Glen- 


Arrow Tools, Inc., 1900 South Kostner Ave., Chicago 
23, b 

Asco Sintering Corp., 7799 Telegraph Rd., 
geles, Calif. 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 

Bendix Filter Div., Bendix Aviation Corp., P. 0. Box 
135, Royal Oak, Mich. 

S. F. Bowser Co., Ltd., 
ton, Ontario, “canada 

Boner, Inc., 1302 East Cre ghton Ave., 
~ 


Los An- 


344 Sherman Ave., N., Ham- 
Fort Wayne 2, 


Ind. 
Road, 


Fort Wayne Div., Fort Wayne 2, 

THe “Grices Aa ar ag COMPANY, River 
Washington 16, D. C E ADV. 0-191 

Filters Corp., ; ‘ae St., Melrose 76, 


pa 6 


Commercial 


Mass 

CONSOLIDATED DIESEL ELECTRIC CORP., L 
Canal Sts., Stamford, Conn. SEE ADV. 6-209 

Cuno Engineering Corp., Meriden, Connecticut 

Darco Industries Inc., Val-Aero Div., 2151 E. Ros 
crans Ave., El Segundo, Calif. 

Dumont Aviation Assocs., 1401 Freeman Ave., P 
Box 4087, Long Beach 4, Calif 

Dynamic Filters, Inc., 2100 Howard St., 


Det ; 
Detroit 


1955 Lafayette Rd., Santa Clara, Calif. 
2627 West 19th St., Chicago 8, | 
10 Bridge St., New York 4, 


ch 
Enfab Corp., 
Everpure, | 
Firth-Cleveland, Inc., 
N. Y 
Providence, R. I. 
ford, 


55 Pawtucket Ave., 
Parts, 190 Henry St., Stan 


Fram Co 
Gar Precision 
Conn 
Genera 
N. Y 
General F 


Inc., 


Cable Corp., 420 Lexington Ave., New York 17, 


ters, Inc., 43800 Grand River Ave., Novi, 
ouls M. Gerson Co., 42 Deering Rd., Ma 
Mass. 
Harman Equipment Co., 
Los Angeles 23, Calif. 
Hilliard Corp., The, Purifier 
St., Elmira, N. ¥. 
Hydrodyne Corp., 
Hollywood, Calif. 
Hydrodyne Corp., Skinner Seal Div., 
Canyon Ave., North Hollywood, Calif 
Kahn & Co., Inc., 541 Windsor St., Hartford, Conn 
Koehler Aircraft Products Co., Inc., Sub., New Britain 
Machine Co., 409 Leo St., Dayton 4, Ohio 
Lapeer Mfg. Co., 1144 West Baltimore, Detroit, Mich. 
Metalart Corp., 266 Freeman St., Brooklyn 22, N 
Michigan Wire Cloth Co., 2100 Howard St., Detroit 
16, Mich. 
Mueller Brass Company, 
Newark Wire Cloth Co., 
N 


ttapan 26, 
3605 
Div., 


East Olympic Bivd., 
100 West Fourth 


7350 Coldwater Canyon Ave, N. 


7350 Coldwater 


Port Huron, Michigan 
351 Verona Ave., Newark 4, 


J 
Peacock Bros. Ltd., P. 0. Box 1040, Montreal, Quebec, 
Canada 
Purolator Prods., Inc., 970 
way, N. J. 
Ronningen-Petter Co., 330 S. 27 St.. Vicksburg, Mich. 
Roylyn, Inc., 1706 Standard Ave., Glendale 1, Calif. 
St. Mary's Carbon Co., State Rd., St. Marys, Pa 
SCHULZ TOOL & MFG. CO., 425 S. Pine St 
Gabriel, Calif. SEE ADV. A-2 
— PRODUCTS INC., P. 0. Bcx 430, Caldwell, 
J. SEE ADV. D-206 


Techni cal Development Co., 
Pa 


New Brunswick Ave., Rah- 


San 


305 South Chester Pike, 


Glenolden 

United Meta 
Ohio 

Welding & Steel Fab. Co., 
Tonawanda, N. Y. 

Wells Industries Corp., 6880 Troost 
Hollywood, Calif. 

Wire Cloth Prod 
highway, Bellwood, 


Filters, Oil 


A C SPARK PLUG DIV., GENERAL MOTORS CORP. 
1300 N. Dort Hwy., Flint 2, Mich. SEE ADV. D-16 


Actuation Research Corp., 416 N. Glendale Ave., Glen- 
dale 6, Calif. 


Aero Supply Mfg. Co., 611 W. Main St. 

Air Maze Corp., 25000 Miles Rd., Cleveland 

Airaterra, 620 Paula Ave., Glendale 1, Calif 

Aircraft Porous Media, Inc., 30 Sea Cliff Ave, 
Cove, Ve 

Aqualite Corp., 1660 Tenth St., Santa Monica, Calif. 

or wens Corp., 32 Industrial Ave., Little Ferry, 


c O Ring Corp., Box 10 


35 


Inc., P. O. Box 148, 


Ave., North 


ts Inc 
aed 


2815 


Congress St., Super- 


ail. 


Corry Pa. 


28, Ohio 


Glen 


Arrow Tools, Inc., 1900 South Kostner Ave., Chicago 
23, lil. 


Asco Sintering Corp., 7799 Tel 
Calif. 


Bendix Aviation Corp., Fisher 

Bendix Filter Div., Bendix Av 
135, Royal Oak, Mich. 

Gusset, Inc., 1302 East Creigh 
Ind. 


Bowser, Inc., Fort Wayne Div., 


Ss. * Bowser ‘e aes 344 Sherman Ave., N., Hamil- 
THe "BRiGcs” FILTRATION Rg 


Washington 16, D. C. 
Commercial Filters Corp., 7 
Mass. 
Cuno Engineering Corp., Merid 
Darco Industries Inc., 


crans Ave., El Segundo, 


Dynamic Filters, Inc., abo ‘onerd St. 
Mich. 


Enfab Corp., 1955 Lafayette R 

Erie Met er Systems, Inc., 

Firth-Cieveland, Inc. 10 Br 
N. Y. 


Fram Corp., 55 Pawtucket Ave., 
190 Henry St., Stamford, 


Gar Precision Parts, inc., 


nn. 
General Cable Corp., 420 Lexin 
N 


General Filters, Inc., 43800 
Mich 


Greer Hydraulics, Inc., 
Jamaica 30, N. Y 


Harman Equipment Co., 3605 £ 


Angeles 23, Calif 
Hilliard Corp., The, 
Eimira, N. Y. 
Hydrodyne Corp., Skinner 
Canyon Ave., North Ho 


Purifier 0 


ywo 


Kahn & Co., Inc., 541 Windso 
Brewster, 


Kenyon Instrument Co., 
Koehler Aircraft Produ 
Machine Co., 409 
eer Mfg. Co., 1144 
H. W. Loud Machine Wor ks, 
Pomona, Calif 

Lund Aviation (Canada) Ltd 
Quebec, Canada 

Lund Aviation, Inc., 
a. ¥, 

Metalart Corp., 

Michigan Wire Cloth 
1" 


cts 


Lag 


266 Freeman 


Co., 2100 


Mich, 
Newark Wire C 
N.J 
Peacock Bros 
Canada 
olator Prods 
way, N. J. 
Ronningen-Petter Co., 
Roylyn, Inc., 
Rucker Co., The, 


th Co., 
P. 0. 


351 


Ltd., 


Box 
,» inc., 
330 S 


4700 San 
; Calif. 

SCHULZ Tools & me. * €0., 
Gabriel, Calif. SEE ADV. 
SCREEN PRODUCTS, INC., P. 
. SEE ADV. D-206 

~~ nme Co., 3 


Val- ‘om Div., 


1602 Wagner 


N. Y. Int 


970 New 


1706 Standard Ave 


FIRE ALARM SYSTEMS 


Corp., 
54, 


National-U. S. Radiator 
Terminal Annex, Los Angeles 


P. O. 


Drayer-Hanson Div., 
P. O. Box 2215, 
Bidg., Detroit 2, Mich Calif 
jation Corp., P. 0. Box Dumont Aviation Assocs., 
Box 4087, Long SGeac 
Fram Corp., 55 Pawt ovidence, R. I 
Gar Precision Parts, Inc., 15 denry St., Stamford, 
Conn. 
Hydrodyne Corp., Skinner Seal Div., 
Canyon Ave., North Hollywood, Calif 
Kahn & Co., Inc., 541 Windsor St., Hartford, 
Kenyon Instrument , Brewster, N. Y 
Kidde, Walter & C of Canada, Ltd., 
Ave., Montreal 9, Quebec, Canada 
Connecticut Walter Kidde & C 256 Main St 
2151 E. Rose- N.J 
Metalart Cor 
cit 16, Michigan W 
Mich. 
tron Cor; 


A 


Newark Wir 


egraph Rd., Los Angeles, 


Freeman Ave., 
‘ 


ton Ave., Fort Wayne 2, 


Fort Wayne 2, Ind 
7350 Co 


dwater 


River Road, Conn. 


ADV. D-191 
‘uals St., Melrose 76, 


5500 Royalmount 


Vo., iInK., 


len, 
Detr re Cloth 


Clara, Calif M 
~ Erie, Pa. 
New York 4, 


d., Santa 
Ave 
dge St., J 
¥ Cc A 
1. ole 
Pea ock Bros 
Cana 
Purolat 
Rahwa 
Grand River Ave., No mang & 


SCREEN PRODUCTS INC 
SEE ADV 0-206 


re Co., 
Providence, R 


Ltd., P. 


gton Ave., New York 17, 


Sie 


A 


v., i 


+ 
G 


SEE ADV. D-18 


» £645 VLongress 


Systems) 


230 Park 


Ve 
oe 
7 AMERICAN AIR FILTER CO., INC., 
UCTS DIV., 310 d 
ADV. D-201 — 


27 St., Vicksburg, Mich. Ag te 
F 


serene PROD- 
SEE 


and, 


tting Corp., 32 
Pat 


A-2 
0. Box 430, 


05 South Chest 


olden 
UNITED AIRCRAFT PRODUCTS, INC., P. 0. Box 103 


Ohio. 
Meta 


Dayton, 
United 
Ohio 
Wells 
wood, Calif. 


Industries Corp., 6880 Tr 


B-43 
ic O Ring Corp., 


Box 1035, Dayton 


post Ave., North 


Westinghouse Electric Corp., 3 Gate 


s 

Box 868, P ttsburgh 30, Pa 
Wire Cloth Products 
highway, Bellwood, 


Inc., 28 


li. 


Filters (Pneumati 


Accessory Pro 
W. Whittier vd 
sation Resear ch Cor; 
ale 6, 


ts Co., Div 


611 W 
Miles 
Inc., 

ed Witan Co., 12500 Be 

Ohio 

Altitude, Inc 113 She 

AMERICAN AIR FILTER CO., 
UCTS DIV., 310 Third St., 
ADV. D-201 

Aqualite Corp., 

Arnav Fitting Corp., 
N.J 

Arrow Tools, 
23, ll. 

Asc 
Calif 

Bailey 
Ohio 
Bendix Aviation 
Bendix Fiiter Div., 
135, Royal Oak, Mich 

Commercial Filters Corp., 2 
Mass. 

Cuno Engineering Corp., Meride 

Darco Industries, Inc. 2151 
Segundo, Calif. 


Jon St 


Inc., 


> Sintering Corp., 7799 Te 
Meter Co., 


Corp., Fisher 


i> 


c 


30 


INC., DEFENSE PROD- 
SEE 


Rock isiand, iil 


1660 Tenth St 
32 Indust 


1900 South 


1050 Ivant 


Bendix Aviat 


Main St 

mn, Connecticut es 39, Calif 

E. Rosecrans Ave. El Elect cs Corp f 
Cambridge 42, 


America, One Memorial 


Mass 
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FIRE ALARM SYSTEMS 


Walter Kidde & Co., Inc., 256 Main St. Belleville 9, 
of Canada, Ltd., 5500 Royal- 


N. J 
Kidde, Walter & Co 
Quebec, Canada 


mount Ave., Montreal! 9, 


McGraw-Edison Co., Elgin, Ii! 
Pyrene Mfg. Co. of Canada, Ltd., 91 East Don 
Roadway, Toronto 8, Ontario, Canada 


Universal Winding Co., 1655 Elmwood Ave., Cranston, 
R. L. 


Fire-Extinguisher Agents 


American LaFrance Div., eae Precision Corp., 100 
E. LaFrance St., Elmira, N 

Ca! a Chem. Co., 9600 Perry a Pittsburgh 37, 

vas = Chemical Co., Midland, Mich. 

Fenwa! Incorporated, Ashland, Mass 

Fire Equipment Div., Ansul Chemical Co., 
Wisc 

General Fire Extinguisher Corp., The, 6801 Rising Sun 
Ave., Philadelphia 11, Pa 

R. M. Hollingshead Corp., Government-Aviation Sales 
Div., 840 Cooper St., Camden, N. J. 

Kidde, Walter & Co. of Canada, Ltd, 5500 Royal- 
mount Ave., Montreal 9, Quebec, Canada 

Walter Kidde-Pacific, Sub-Walter Kidde & Company, 
Inc., 14617 Keswick St., Van Nuys, Calif. 

Mear! Mfg. Corp., 220 Westfield Ave., Roselle Park, 

N. J 

Pittsburgh Plate Glass Co., 
Pittsburgh 22, Pa 

Pyrene Mfg. Co. of 
way, Toronto 8, Ontario, 

M. L. Snyder & Son, Inc., 
Philadelphia 25, Pa 

Stop-Fire, Inc., P. 0. Box %, Monmouth Junction, N. J. 


Marinette, 


632 Fort Duquesne Bivd., 


Canada, Ltd. 91 East Don Road- 
Canada 


2413 No. Jasper St., 


Fire-Extinguisher Systems 


Accessory Products Co., Division of Textron Inc., 616 
W. Whittier Bivd., Whittier, Calif 

American LaFrance Div., Sterling Precision Corp., 100 
E. LaFrance St., Elmira, N 


Avionic Products Engineering Corp., Route 46, Dover, 


N. J. 
John Bean Div., 
Lansing 4, Mich 


Food Machinery & Chemical Co., 


Bell & Gossett Co., 8200 N. Austin Ave., Morton 
Grove, Ill. 

Cardox Corp., Fire Div., 307 North Michigan Ave., 
Chicago 1, Ill 

Dunbar Kapple Inc., North Island Ave., Batavia, Ill. 

Fenwal Incorporated, Ashland, Mass 


Fire Equipment Div., Ansui Chemica 
Wisc 
General Fire Extinguisher Corp., The, 6801 Rising Sun 


Ave., Philadelphia 11, Pa 


Co., Marinette, 


Grinnell! Co., Inc., 260 West Exchange St., Provi- 
dence 1, R. I. 

Walter Kidde-Pacific, Sub-Walter Kidde & Company, 
Inc., 14617 Keswick St., Van Nuys, Calif 


Kidde, Walter & Co. of 
mount Ave., Montrea! 9, 

Walter Kidde & Co., Inc., 
N. J 


Canada, Ltd., 5500 Royal- 
Quebec, Canada 
256 Main St., Belleville 9, 


Pyrene Mfg. Co. of Canada, Ltd 
way, Toronto 8, Ontario, Canada 


91 East Don Road- 


Fire-Extinguisher, Hand 


American LaFrance Div 


Sterling bs on Corp., 100 
E. LaFrance St., N 


Elmira, 


Fire Equipment Div., Ansul Scena Co., Marinette, 
Wisc 

General Fire Extinguisher Corp., The, 6801 Rising 
Sun Ave., Philadelphia 11, Pa 

Walter Kidde & Co., Inc., 256 Main St., Belleville 9, 
N.J 

Walter Kidde-Pacific, Sub-Walter Kidde & Com- 
pany, Inc., 14617 Keswick St., Van Nuys, Calif 

Kidde, Walter & Co. of Canada, Ltd. 5500 Royal- 
mount Ave., Montreal 9, Quebec, Canada 


Pyrene Mfg. Co. of Canada, Ltd., 91 East Don Road- 


way, Toronto 8, Ontario, Canada 

M. L. Snyder & Son, Inc., 2413 Ne. Jasper St., Phil- 
adelphia 25, Pa 

Stop-Fire, Inc. P. 0. Box 9, Monmouth Junction, 
N. J 


Fire Protection Equipment 


Accessory Products Co., Division of Textron Inc., 616 


W. Whittier Bivd., Whittier, Calif 

American District Telegraph Co., 155 Sixth Ave., 
New York 13, N. Y 

American LaFrance Div., Sterling Precision Corp., 100 
E. LaFrance St., Elmira, N. Y 

John Bean Div., Food Machinery & Chemical Co., 
Lansing 4, Mich 

Bemis Bro. Bag Co., 408 Pine St., Box 110, St. Louis 

Mo 

Cardox Corp., Fire Div., 307 North Michigan Ave., 
Chicago 1, Ill 

Fenwal Incorporated, Ashland, Mass. 


D-46 





Fire Equipment Div., Ansul Chemical Co., Marinette, 
Wisc 

Four Wheel Drive Auto Co., 

General Fire Extinguisher Corp., 
Ave., Philadelphia 11, Pa 

Grinnell = Inc., 260 West 
dence 1, 

a ides & Co., 

J. 


Clintonville, Wisc. 
The, 6801 Rising Sun 


Exchange St., Provi- 


Inc., 256 Main St., Belleville 9, 

Sub-Walter Kidde & Company, 
Inc., 14617 Keswick St., Van Nuys, Calif. 

Kidde, Walter & Co. of Canada, Ltd., 5500 Royal- 
mount Ave., Montreal 9, Quebec, Canada 

Marmon-Herrington Co., Inc., 1511 W. Washington St., 
Indianapolis 7, Ind. 

McGraw-Edison Company, Thomas A. Edison Indus. 
Instr. Div., 51 Lakeside Ave., West Orange, N q 

Miller Research Labs. Div., Miller Metal Products, Inc., 
2215 Russell St., Baltimore 30, Md 

Pyrene Mfg. Co of Canada, Ltd., 91 East Don Road- 
way, Toronto 8, Ontario, Canada 

M. L. Snyder & Son, Inc., 2413 No. Jasper St., 
deiphia 25, Pa 

Stop-Fire, Inc., P. 0. Box 9, Monmouth Junction, N. J. 


was ter Kidde-Pacific, 


Phila- 


Fittings, Belt & Strap 


Aerial Machine & Tool Corp., 38-27 30th St., Long 
Island City 1, N. Y 

Aeroquip (Canada) Ltd., 287 Bridgeland Ave., Toronto 
9, Ontario, Canada 


Brown-Line Corp., 111 Main St., El Segundo, Calif 

Capewell Mfg. Co., 60 Governor St., Hartford 2, Conn. 

Davis Aircraft Products, Inc., 1195 Spofford Ave. 
Bronx 59, WN. Y. 

General Logistics Div., 
Burbank, Calif 
Fred H. Lowenstein, 
New York 8 N.Y 


Aeroquip Corp., 2929 Floyd St., 


P. 0. 1007, Church St., Sta. 


Meteor Aircraft Prods. Inc. P. 0. Box 787, Faire 
mont 1, West Va 

Universal Metal Products, 331 Vineland Ave, La 
Puente, Calif. 


Western Sky Industries, 21301 Cloud Way, Hayward, 
Calif. 


Fittings, Conduit, Electrical 


Air Ignition Div., Robert L. Hall Co, 3318 W. 
Burbank Bivd., Burbank, Calif 

Aircraft Components, Inc., Woodland Ave., Twin Cities 
Airport, Benton Harbor, Mich 

Alton Iron Works, Inc., 1205 38th Street, Brooklyn 
18, N. Y. 

Aluminum Co. of America, 1501 Alcoa Bidg., Pittsburgh 
19, Pa 

Amphenol Canada Ltd., 
Ontario, Canada 

— _— Corp., 


300 Campbe!! Ave., Toronto 9, 


32 Industrial Ave., Little Ferry, 


pean Dist. Canada, Ltd., 7001 Cote des Neiges Rd., 


Montreal, Quebec, Canada 
J. A. Bozung Co., 9401 Whitmore St., Rosemead, Calif. 
Breeze Corporations, Inc., 700 Liberty Ave., Union, 
N. J. 
Collins Engineering Corp., 9050 Washington Bivd., 


Culver City, Calif 
Deutsch Co., The, 7000 Avalon Bivd., 
California 
Dumont Aviation Assocs., 


Les Angeles 3, 


1401 Freeman Ave., P. 0. 


Box 4087, Long Beach 4, Calif 
Flexible Meta! Hose Mfg. Co., 777 West 16 St., Costa 
Mesa, Calif 


21 St., Racine, Wisc. 
New York 16, N. Y. 
P. O 


General Steel Fittings Co., 1321 

Johns-Manville, 22 East 40 St., 

Marco Industries Co., 207 South Helena St., 
Box 110, Anaheim, Calif 

National Electric Prods. Corp., 
Pittsburgh 22, Pa 


140 Stanwix St., 


New Plastic Corp., 1026 North Sycamore Ave., Los 
Angeles 38, Calif 

Pyle-National Co., The, 1334 North Kostner Ave., 
Chicago 51, Ill 

J. R. Robbins Co., 9046 Sunset Bivd., Los Angeles 46, 
Calif 

Rome Cable Corp., Rome, N. Y 

Universal Metal Products, 331 Vineland Ave., La 
Puente, Calif. 

Voi-Shan Mfg. Co., Div., Pheoll Mfg. Co., 8463 
Higuera St., Culver City, Calif 


Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 
Fittings (Hydraulic Systems) 


300 South East Ave., Jackson, Mich 
287 Bridgeland Ave., Toronto 


Aeroquip Corp., 

Aeroquip (Canada) Ltd., 
9, Ontario, Canada 

Aeroquip Western Div., 30 
Burbank, Calif 

Airaterra, 620 Paula Ave., 

Aircraft Components, Inc 


Corp 15 Winona Ave., 


Glendale 1, Calif. 
Woodland Ave., Twin Cities 


Airport, Benton Harbor, Mich 

The Aircraft Fitting Co., 11830 Brookpark Rd., Cieve- 
land 30, Ohio 

Airdrome Parts Co 922 West Hyde Park Bivd., 


Inglewood 3, Calif. 


ae Goan Corp., 15 Wright Ave., Jersey City, 
Anchor Coupling Co., 
ville, Til. 
Aqualite Corp., 
Arkwin Industries, Inc., 


342 North Fourth St., Liberty- 

1660 Tenth St., Santa Monica, Calif. 

648 Main St., Westbury, 
N. Y. 

Blackhawk Mfg. Co., 5325 W. Rogers St., Milwaukee 
46, Wisc. 

Bland Burner Co., The, Precision Threaded Products 
Div., 83 Woodbine St., Hartford 6, Conn 

J. A. Bozung Co., 9401 Whitmore St. 


Calif 

BRUNING CO., THE, 601 South Ninth St., 
Neb. SEE ADV. 0-183 

Carmac Aviation, 8414 San Fernando Road, Sun Valley, 
California 

Chicago Forging & Mfg. Co., 
Ave., Chicago, Ill. 


Rosemead, 


Lincoin, 


2000 North Southport 


Collins Engineering Corp., 9050 Washington Bivd., 
Culver City, Calif. 

Corbin Products Div., Ohison International Corp., 
Crescent Plaza Bidg., Long Isiand City 1, N. Y 

Deutsch Co., The, 7000 Avalon Bivd., Los Angeles 3, 
California 

Dumont Aviation Assocs., 1401 Freeman Ave, P. 0. 
Box 4087, Long Beach 4, Calif 

Dunbar Kapple, Inc., North Island Ave., Batavia, | 

EASTERN INDUSTRIES, INC., 100 Skiff St., Hamden 
14, Conn. SEE ADV. D-17 

Flexonics Corp., 1302 S. Third St., Maywood, I!! 

Flodar Corp., 16911 St. Clair Ave., Cleveland, Ohio 

Garron Aircraft Supply, Inc., 5 Union Square, New 
York 3 

General Steel Fittings Co., 1321 21 St., Racine, 
Wisc. 

Hansen Mfg. Co., The, 4031 West 150 St., Cleveland 
35, Ohio 

Honti 1410 De La Torre Way, 


Engrg. & Mfg. Co., 

Los Angeles 23, Calif 

Hydrodyme Corp., Skinner Seal Div., 7350 Coldwater 
Canyon Ave., North Hollywood, Calif 

Imperial Brass Mfg. Co., The, 6300 W. Howard St, 
Chicago 48, Ill. 


Kohler Co., Kohler, Wisc 

Ladish Co., 5418 South Packard Ave., Cudany, Wisc 

Mayfair Industries, Inc., 2442 Irving Park Rd., 
Chicago 18, Ill. 

The McNeill Machine & Engrg. Co., 4010 Goodfellow 
Bivd., St. Louis 20, Mo. 

Mercury Air Parts Supply Co. Inc., 3826 Willat Ave, 
©. 0. Box 135, Culver City, lif. 

Parker Aircraft Co., 5728 West Century Bivd., Los 


Angeles 45, Calif 

— = a \ euemome 17325 Euclid Ave 
la 

RANDALL “ENGINEERING CORP., 5933 Bowcroft St. 
Los Angeles 16, Ca EE ADV. D-203 

Resistoflex Corp., mension, N. J 

J. R. Robbins Co., 


Cieve- 


9046 Sunset Bivd., Los Angeles 46, 
1706 Standard Ave., Glendale 1, Calif. 
201 Titusville Rd., Union City, Pa. 
463 Warren Ave., Portland, 


yn, Inc., 

Snap-Tite, Inc., 

Southworth Machine Co., 
Maine 

Stratofiex of Canada Inc., 91 
P. 0. Box 49, Toronto 18, Ontario 


Kipling Avenue S., 
Canada 


3906 Cohasset, Burbank, 


Titanium Fabricators, Inc., 
Calif 

Titeflex, Inc., Hendee St., Springfield 4, Mass 

United Supply Co., 3676 S. Broadway Pi., Los 
Angeles 7 ! 


Vibra —_ we 2832 East Grand Bivd., Detroit 11, 
Mic 


= “shan wire Co., , Pheoll Mfg. Co., 8463 Higuera 


WEATHERHEAD ¢ TH E, 300 E 
8, Ohio. SEE ADV. A-43, D-186 

Weatherhead Co " Canada Ltd. The, 109 

St., St. Thomas, Ontario, Canada 

Weba, Inc., 1301 Fourth Ave., New Hyde Park, N. Y 

Weber Sales & Supply Co., 2640-48 La Cienega Bivd., 
Los Angeles 34, Calif 

York Gears, Ltd. 825 Caledonia Rd., 
Ontario, Canada 

Z & W Mfg. Corp., Electronics Div., 
Bivd., Wickliff, Ohio 


131 St, Cleveland 


Inkerman 


Toronto 19, 


30240 Lakeland 


Fittings, Metallic (To 
Specifications) (See Also 
Specific Parts) 


Abbott Products, Inc., 150-50 12 Ave., Whitestone 57, 
Y 


N 

ccessories Manufacturers, Ltd., 641-645 St. James 
St., W., Montreal Canada 

Aerial Machine & Tool Corp., 38-27 30th St., Long 
Island City 1, N. Y. 


Aeroaffiliates, Inc., Hicks Field, P. 0. Box 4125 


Fort Worth 6, Tex 


Aeroquip (Canada) Ltd., 287 Bridgeland Ave., Toronto 
9, Ontario, Canada 

Aeroquip Corp., Western Div., 3015 Winona Ave., 
Burbank, Calif. 

Aeroquip Corp., 300 South East Ave., Jackson, Mic 

Air-Lock, Inc., 108 Gulf St., Milford, Conn 

Airdrome Parts Co., 922 West Hyde Park Bivd, 


Inglewood 3, Calif. 
Airtek Dynamics, Inc., 2222 South Figueroa St., Los 


Angeles 7, Calif. 
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Allie? Ordnance Corp., 15 Wright Ave., Jersey City, 


N. J. 
Alloy Metal Sales Ltd., 181 Fleet Street East, Toronto 
, Ontario, Cana 
Alloy Products Corp., 
Wisc. 

Alton Iron Works, Inc., 
18, N. Y. 

American Standard Prods., 


Hartford, Conn 
Anchor Coupling Co., 342 North Fourth St., 
Santa Monica, Calif. 


ville, Hil. 
Aqualite Corp., 1660 Tenth St., 
Little Ferry, 


Arnav Fitting Corp., 32 Industrial Ave., 


Co., The, Precision Threaded Products 
Div., 83 Woodbine St., Hartford 6, 
, ae 


1045 Perkins Ave., Waukesha, 
1205 38th Street, Brooklyn 


Inc., 3030 Main St. 


Liberty- 


Co., 9401 Whitmore St., Rosemead, 


Lincoln, 


BRUNING CO., THE, 601 South Ninth St., 
EE ADV. D-183 
oun my pas San Fernando Road, Sun Valley, 
California ; 
Collins Engineering Corp., 9050 Washington Bivd., 
Culver City, Calif. 

Co-Operative Industries, Inc., Chester, N. J. 
Corbin Products Div., Ohison International Corp., 
Crescent Plaza Bidg., Long Island City 1, N. Y 
on ss-Wright Corp., Metals Processing Div., Buffalo, 


Y. 
mo. Co., The, 7000 Avalon Bivd., Los Angeles 3, 


California 
Diecraft, Inc., York Rd., Sparks, Md 
Dumont Aviation Assocs., 1401 Freeman Ave., 
Box 4087, Long Beach 4, Calif 
Electric Steel Foundry Co., 2141 Northwest 25 Ave., 
Portland 10, Oregon 
Federal “— Co. Inc., 
Cc ty S, N 
Flexonics PM 1302 S. Third St., Maywood, | 
Flodar Corp., 16911 St. Clair Ave., Cleveland, Of 
Gamah Corp., 602 Colorado Ave., Santa Monica, Cal f. 
Garron Aircraft Supply, inc., 5 Union Square, New 
York 3, 

General Stee! Fitti ings Co., 1321 21 St., Racine, Wisc. 
Hardman Tool & Engineering Co., P. 0. Box 25825, 
1845 S. Bundy Drive, Los Angeles 25, Calif 
Harvey Aluminum, 19200 South Western Ave., 

rance, Calif. 

Honti Engrg. & Mfg. Co., 
Los Angeles 23, Calif. 
Hydrodyne Corp., Skinner Seal Div., 7350 Coldwater 

Canyon Ave., ‘North Hollywood, Calif 
International Nickel Co., Inc., The, 67 Wall St., New 


York 5, N. Y. 

INDUSTRIAL TOOL MFG. CORP. SUB., PENDLETON 
TOOL INDUSTRIES, INC., 8150 Marbrisa Ave. 

Park, Calif. SEE ADV. D-196 

Island Machine Co., Inc., Fulton St., Farmingdale, 
New York 

donco Aircraft Corp., Sub. of Fairchild Engine & Air- 
craft Corp., Box 541, Shawnee, Okla 

a Mfg. & Distri ~ Co., 9905 West Jefferson 

Bivd., Culver City, Calif 

Kelley Mfg Co., P. O. Box 17, Houston 1, Texas 

Kling Metal Spinning Co., 245-7 Centre St., 
York 13, N. Y. 

Koehler Aircraft Products Co., Inc., Sub., New 6r 
Machine Co., 409 Leo St., Dayton 4, Ohio 

Ladish Co., 5418 South Packard Ave., Cudahy, Wisc. 

LAVELLE ‘AIRCRAFT CORP., Newtown, Bucks County, 
Pa. SEE ADV. A-44 

Mayfair Industries, Inc., 
cago 18, Ill. 

Mercury Air Parts Supply Co. ~— 
P. 0. Box 135, — city, Calif 

Mueller Brass Port Huron, Michigan 

Parker Aircraft Co., S728 West Century Bivd., Los 
Angeles 45, Calif. 

or ga Mfg. Co., 1412 N. Ogden Ave., Chicago 10, 

Resistofiex Corp., Roseland, N. 

J. ome Robbins Co., 9046 Sunset ‘tnd., Los Angeles 46, 

Schweizer Aircraft Corp., Chemung County Airport, 
Elmira, New York 

Sido Ltd., 555 Boivin Bivd., Granby, Quebec, Canada 

Southworth Machine Co., 463 Warren Ave., Portland, 
Maine 

Wm. H. Saow Co., 
Calif. 

Specialties Mfg. Co., 
1, Conn. 


P. 0. 


809 Garfield Ave., Jersey 


Tors 


Way, 


1410 De La Torre 


New 


tain 


2442 Irving Park Rd., Chi- 


3826 Willat Ave., 


1413 E. Franklin Ave., El Segundo, 
Inc., P. 0. Box 844, Bridgeport 


Stratofiex of Canada Inc., 91 Kipling Avenue S., 
P. 0. Box 49, Toronto is, Ontario, Canada 
Thermo-Form Div., Aluminum Taper Mi ling §=(iv., 
Altamil Corp., 225 Oregon St., Ei Segundo, Calif 
Titanium Fabricators, Inc., 3906 Cohasset, Burbank, 
Titefiex, Inc., Hendee St., Springfield 4, Mass. 
Thieblot Aircraft Co. Div., Vitro Corp. of America, 
P. 0. Box 481, Martinsburg, West Va 
U. S. Steel Corp., 525 William Penn Pi., 
30, Pa. 
Universal Metal 
Puente, Calif. 
Variety Aircraft Corp., 2901 W. Third St., 
Ohio 
Vibra Seal Corp., 2832 East Grand Bivd., 
Mich. 


Pittsburgh 
Products, 331 Vineland Ave., La 
Dayton, 
Detroit 11, 
Waco Aircraft Co., The, Peters Ave., Troy, Ohio 


WEATHERHEAD CO., THE, 300 E. 131 St., Cleveland 
8, Obio. SEE ADV. A-43, D-186 


oe TUBES 


Weatherhead Co. of Canada Ltd., The, 109 Inkerman Carmac tion, 8414 San Fernando Road, Sun Valley 
St., St. Thomas, Ontario, Canada rr ’ 

Weba, Inc., 1301 Fourth Ave., New Hyde Park, 

Weber Sales & Supply Co., 2640-48 La Ciene 
Los Angeles 34, Calif 

Worcester Pressed Steei Co., 102 Barbe 
Mass. 

Y. W. Small Parts, Ltd., 
Canada 

York Gears, Ltd, 825 
Ontario, Canada 

Z & W Mfg. Corp., Electronics Div., 30240 Lakeland 

. Wickliff, Ohio 


N. Y. c s £ é p., 9050 Washinat 


ga Bivd., 


496 Queen S 


Caledonia Rd., Tor 


RANDALL ENGI NEERING CORP., 59 
9 f SEE A 0-203. 


Bivd south Gate, 


%s Angeles 46, 


Fittings, Nonmetallic (To 
Specifications) chroeder Controlf Div., Idaho Maryland Mines 
(See Also Specific Parts) Stratofien of Canada Inc, 91” Kipling Avenue Sy 


9, To 18, Ontario nada 
STRATOFLEX “INC Box ; 
SE EE Adv 0-210 


Airconductors, 367 East Olive, Gardena, Calif 

American Latex Products Corp., 3341 W. El Seg 
Bivd., Hawthorne, Calif. Thieblot A 

Dixon Corp., 7-21 Burnside St Bristol, &. 1 Pr. UO. Bow 

6B. F. Goodrich Industrial Prod Co., Marietta, Ohio umiversal Wit 

Carmac Aviation, 8414 San Fernando Road, S Valley Puente u 
California WEATHERHEAD CO., THE, 

Haveg Industries, Inc., 900 Greenbank Rd., Wilming- 18 f 4 ADV Aas D- +t 
ton 8, Del. Weber Sales » 2640-48 La Cie 

Honti Engrg. & Mfg. Co., 1410 De La Torre : 
Los Angeles 23, Calif 

Island Machine Co., Inc., Fulton St., Farm 
New York 

Mueller Brass Company 

Reinforced Plastics, Vineyard Haven 

J. R. Robbins Co., 9046 Sun 
Calif 

Spaulding Fibre Co., Inc., 
wanda, New York 

Specialties Mfg. Co., Inc., 
1, Conn. 

Stratofiex of Canada Inc., 91 } 
Box 49, Toronto 18, Ontar 


! 


Titanium Fabricators, Inc 
Calif 


Worth, 


do Texa 


ega Sive., 
Way, 
ngdaie, 
Port Huron, Michigan 
a 


P.O 


Vibra Seal Corp., 2832 East Gran 
Mich 

Y. W. Small Parts, Ltd., 496 Quee 
Canada 


Fittings, Seat Attachment 


Aerial Mach ne & Tool 
Island C ity 1, N , 
. anada) 
ario, Canada 
Uphoisterers, 


H Koch & Sons, Box 125, 
Lund Aviation (Canada) Ltd., 
Quebec, Canada 
Meteor Aircraft Prods., Inc. 
mont 1, Wést Va 
Oro Mfg. Co., 1425 East Mic 
The Thermix Corp., Box 1198, Gree 
Thieblot Aircraft C Div 
P. 0. Box 481, Martinsbu ro, West Va. 


Fittings, Swivel 


Abbott Products, Inc., 150-50 1 
N. Y. 

Aerial Machine & T 
Island City 1, N. 
Aeroquip (Canada) Ltd. 287 
9, Ontario, Canada 
Aeroquip Corp., 300 S$ 

Aeroquip Corp., Western 
Burbank, Calif. 
The Aircraft Fitting Co., 
Cleveland 30, Ohio 
Airdrome Parts Co., est Hyde Park Bivd., Ingle Ss 
wood 3, Calif. \ 
Allied Ordnance Corp., 
N. J. 


Corp., 


STRATOFLEX, INC., P. 0 
Tex SEE ADV. D-210 


N. ¥. Box 49, 
Anchor C 

v e, ati. 
Aqualite Corp., 1660 Tenth St., Sant 
Burns Aero Seat Co., Inc. Box 


St., Burbank, Calif. 


127, 
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FLASHLIGHTS 


eae co HE, 131 St 
8, Ohio e AbV. A-43, “D-186 

Weatherhead CU of Canada Ltd The, 109 
St., St. Thomas, Ontario, Canada 

Weber Sales & 2640-48 La Cienega 

os Angeles 34, Calif 

z & W Mfg. Corp., Electronics Div., 

Bivd., Wickliff, Ohio 


Cleveland 
Inkerman 
Supply Co Bivd., 


30240 Lakeland 


Flashlights 


Canada Ltd 636 St 

Quebec, Canada 

Industries, 600 Getty Ave., 

C Freeport, | 
Durham Ave., 


Paul St. W., 
N. J. 


Clifton, 
ay N. J. 
Ave., Chicago 14 


Nationa! Carbon Co on Carbid 
42 St New 

Olin Mathieson mic S 460 
York 22, N 

Ray Va 
10, Wis 

B. kK Sweeney 
16, Colo. 


Park Ave 


East Washington Ave., Madison 


Mfg. Co., 6300 East 44 Ave., Denver 


Flowmeters 


Aero Research Instrument Co 


315 N. Aberdeen St., 


Meter Ivanhoe Rd., Cleveland 10, 
Bendix Aviation 
Brandstrom 


te A 2, Mich 


Box F 
28 Carleton 


790 Warminster Rd., Hatboro, 
Flow Corp., 85 Mystic St., Ar ngton 74, Mass 
The Foxboro Co., 38 Neponset Ave., Foxboro 
General Electric Co., Apparatus Sis. Div., 1 
Rd., Schenectady 5, N. Y 
E. Greiner Co., 22 N. Moore St., New York, 
Gulton Industries, 212 Durham Ave., 
Hydrodyne Corp 7350 Coldwater 
Hollywood, Calif 
George Kent (Canada) Ltd 
14, Ontario, Canada 
Librascope, Inc., 808 Western Ave., Glendale 
as hee Corp., The, 475 10 Ave., New York 


Mass 


389 Horner Ave., 


Minneapo!is-Honeywel! 
ucts Group, 
44, Pa 

George L Nankervis Co., 
Detroit 27, Mich 

National Instruments Lab., 
Washington, D. C 

Daniel Orifice Fitting Co. 3352 
= Angeles 23, Calif 


Regulator Co., Industrial Prod- 
Wayne & Windrim Aves., Philadelphia 


ullerton Ave., 


Union 
9720 Katy Rd 


PIONEER- CENTRAL DIVISION, 
CORP., Davenport, lowa. SEE A 

Potter Aeronautical Corp., Route a Union, N. J 

Puritan Compressed Gas Corp. Aviation Div 2012 
Grand Ave., Kansas City 8, Mo 

REVERE CORP. OF AMERICA, on North Colony Rd 
Wallingford, Conn. SEE ADV. 8-38 : 

Victory —e. Corp., lorio ot. 
Union, N 

VICTOR courant COMPANY, 844 Folsom St.. San 
Francisco 7, Calif. SEE ADV. 0-185 

Wallace & Tiernan, Inc., 25 Main St., 
N. J 

Waugh Engineering Co., 
Calif. 


Pacific Ave. 
Houston 24, 


a AVIATION 
. D-208 


& Springfield Rd., 


Belleville 9, 


7842 Burnet Ave., Van Nuys, 


Flowmeters, Liquid 


Acoustica Associates, Inc., 26 Windsor Ave., Mineola 
_ ’ . 


Aero Research Instrument Co., 
Chicago 7, It 

Aerojet-Genera! 
Azusa, 

Ba ley 
Ohio 


315 N. Aberdeen St., 


Corp., 
California 
Meter Co., 


6352 North Irwindale Ave., 


1050 Ivanhoe Rd., Cleveland 10, 


Berkeley Div., Beckman Instruments, 
Ave., Richmond, Calif 

Bendix Aviation Corp., Fisher Bidg., 

Bowser, Inc., Fort Wayne Div 

Bristol Co., The, P. 0. 
20, Conn 

Dynamic Instrument Co., Inc., 28 
bridge, Mass. 

Firth-Cleveland, 
N.Y 


Inc., 2200 Wright 


Detroit 2, Mich. 
Fort Wayne 2, Ind. 
Box 1790-A. W., Waterbury 


Carleton St., Cam- 


Inc., 10 Bridge St., New York 4, 


790 Warminster Rd., Hatboro, 


Fischer & Porter Co., 
Pa 


Flow Corp., 85 Mystic St., Arlington 74, Mass. 
The Foxboro Co., 38 Neponset Ave., Foxboro, Mass. 


General Electric Co., Apparatus Sis. Div., 1 River Rd., 
Schenectady 5, N. Y. 


E. Greiner Co., 22 N. Moore St., New York, N. Y. 


D-48 


Gulton 
N. J 
Hydrodyne Corp. 
Hollywood, Calif 
Librascope, Inc., 808 Western Ave., Glendale 1 
N Maxson Corp., The, 475 10 Ave. N. Y 
p $-honeywe 
sroup, Wayne 


Industries, Inc., 212 Durhan Ave., Metachen, 


7350 Coldwater 
Calif. 
18, N.Y 
Regulator Industrial Prod- 
& Windrin e Philadelphia 


Nankervis Co., 15300 


PIONEER: CENTRAL DIVISION 

Mig Daven ~~ owa 
REVERE ‘CORP. OF & AMERICA. 845 North Colony Rd. 
: Conn. SEE ADV. B-38 : 


Corp., lorio Ct. & 


erton Ave., Detroit 


BENDIX AVIATION 
ADV. 0-208 


Springfield Rd, 


of America, 261 Madison Ave., New York 


St., Belleville, 


Fluids, Cooling 


Esso Standard Oi! Co., 15 West 51 St., New York 19, 
Y 


Carrier Parkway 


; 0 , 1671 Hyde Park Ave 
omatic Hone Corp., 8100 Sch 
38, Mich 
Monsanto Chemical Co., Or 
bergh & Olive St. Rd 
mn Mathieson Chemic 
alt 3, Md 


Fluids, Deicing 


Esso Export Corp 
New York 20, N 

Esso Standard C 15 West 51 y 

B. F. Goodrich Aviation Produ 
Akron, Ohio 

R. M. Hollingshead Corp., Gover 
Div 40 Cooper St., Camden 

Kingston Chemical Co., Inc., 15 am St., 
York 5, WN y 

Merix Chemical Co 
I 

Shell Oil Co., 50 West St., New York 20, N. Y 

Shel! Oi! Co. of Canada P Box 400, Terminal 
A, Toronto 1, On ntario, ‘Car ada 

Carbide Chemicals Co. Div., Union 


Union 
30 E. 42 St.. New York 17, WN. Y 


4 ation Dept., 60 W. 49th St., 
19, N.Y 
th Main St 


t-Aviation Sales 


New 


1021 East 55 St., Chicago 15, 


Carbide Corp., 


Fluids (Hydraulic Systems) 


American Engineering Co., Wheatsheaf Lane & Sepviva 
St., Philadelphia 37, Pa 

Blackhawk Mfg. Co., 5325 W. Rogers 
46, Wisc 

Dumont Aviation Assocs., 1401 Freeman Ave 
Box 4087, Long Beach 4, Calif 

Esso Export Corp., Aviation Dept., 60 W 
New York 20, N. Y 

Esso Standard Oi! Co., 
N.Y 


St., Milwaukee 


P. 0. 
49th St., 
15 West 51 St., New York 19, 


Electric Co., S$ Water- 


Genera c Co., Silicone Products Dept., 
ford, N. Y 

R. M. Hollingshead Corp 
Div., 840 Cooper St., 

€. F. Houghton Co., 303 W 
33, Pa 

Internationa! Metal 
dianapolis 7, Ind. 


Government-Aviation Sales 
Camden, N. J 
Lehigh Ave., Philadelphia 


Polish Co., 1910 Quill St., In- 


Lehigh Chemical Company, Flatland Road-Kent County, 
Chestertown, Maryland 

Chemical Co., Organic Chemicals Div., Lind- 
ive St. Rd., St. Louis 24, Mo 


Industrial 


Monsant » 
bergh & O 

Olin Mathieson Chemical Corp., 
Baltimore 3, Md 

Olin Mathieson Chemical 
York 22, N. Y 

Oronite Chemical Co., 200 Bush St., 
Calif 

Shel! Oi! Co., 50 West 50 St., 

Shell Oi! Co. of Canada, Ltd. P 
minal A, Toronto 1, Ontario, Canada 

Silicones Div., Union Carbide 30 E 
New York 17, N. Y 

Standard Oil Co. of 


Chemicals, 


Corp., 460 Park Ave., New 


San Francisco, 


New York 20 
Box 400, 


N.Y 
Ter- 


Corp., 42 St., 


California, Western Operations, 
Inc., 225 Bush St., San Francisco 20, Calif 
Sundstrand Aviation Div., Sundstrand Machine Tool Co., 
2421 llth St., Rockford, Ill 
Texas Co., The, 135 E. 42 St., 
Union Carbide Chemicals Co. Div., Union Carbide Corp., 
30 E. 42 St., New York 17, N. Y. 
United Lubricant Co., 4614 Prospect Ave., 
3, Ohio 
Weba, Inc., 


New York 17, N. Y. 


Cleveland 


1301 Fourth Ave., New Hyde Park, N. Y. 


Canyon Ave., N. 


Fluxes 


Air Reduction Sales Co., 150 E. 42nd St., New York 
17, N.Y 
All-State Welding A 
White Plains, N 
Alpha Metals, Inc. 56 Water St 
American Chemical Paint Co., 
American Solder & Flux Co., 
Geiphia 25, Pa 
Belmont Smelting & 
Ave., Brooklyn 7, } 
Divis‘on Lead Co., 77 W. 61 P Summit, Ill 
Handy & Harman, 82 Fulton St., New York 38, N. Y. 
Hanson-Van Winkle-Munning Co., Church St., Matawan, 
N 


Inc., 249-55 Ferris Ave 


loys Co ’ 
Y ‘ 
Jersey City, N. J 
Ambler, Pa 

19 & Willard Sts., Phila- 


efining Wks. Ind., 330 Belmont 
Y 


Internationa! Nickel Co., Inc., 
York 5, N. Y 
Johnson Mfg. Co., 
Vernon, lowa 
Kester Solder Co., 4201 Wrightwood Ave., Chicago 39, 

Ht 
Linde Co. Div., Union 

New York 17, N 
Meta's & Controls Corp., General 

Forest St., Attleboro, Mass 
Nationa! Lead Co., The, 111 Broadway, N. Y. 6 ~ Y 
Ruby — cal Co., The, 68-70 McDowell St., 

Box 08, Columbus 16, Ohio 
SOLAR "AIRCRAFT CO., 2200 Pa 

12, Calif. SEE ADV. A-58 
Supe rior »* & — Co 


The, 67 Wall St., New 
Inc., 100 Nation Ave., Mount 
Carbide Corp., 30 E. 12 St., 


Plate Div., 41 


fic Hwy., San Diego 


1536 St. Clair Ave., 
VICTOR EQUIPMENT ‘COMPANY, 844 m St., San 
Francisco 7, SEE ADV. D- iss 


f. 
Calif 


Flywheels 


MOTORS CORP., AIRCRAFT ENGINE 
SEE ADV. A-52 
809 Garfield Ave, Jersey 


CONTINENTAL 
DIV., Muskegon, Mich 
Federal Machine Co. Inc., 

City 5, WN. J 


Lovejoy Tool Co., Inc., 133 Main St., Springfield, Va. 


Foil, Al. minum 


Aluminum Co. of America, 1501 Alcoa Bidg., Pitts- 


burgh 19, Pa 

Bram Metallurgical-Chemical Co., 820 65th Ave., 
Philadelphia 26, Pa 

Johnston Foil Mfg. Co., 
Louis, Mo 

Kaiser Aluminum & Chemical Sales, Inc. 919 N 
Michigan Ave., Chicago 11, Il! 

Kaiser Aluminum & Chemical Sales, Inc., 1924 Broad- 
way, Oakland 12, Calif 

A. D0. Mackay, Inc., 198 Broadway, 
N.Y 

Metals & Controls 
Forest St., Attilebo 

Olin Mathieson Chemica! Corp., 
York 22, N. Y 

Revere Copper & Brass, Inc., 
York 17, N. Y 

Reynolds Metals 
Richmond 18, 

The Staver Co., Inc., 41 N 
N.Y 

Suchy 
N.Y 


Foil, Lead 


Belmont Smelting & Refining Wks 
Ave., Brooklyn 7, N.Y 

Bram Metallurgical-Chemical Co., 820 
Philadelphia 26, Pa 

Division Lead Co., 7742 W. 61 PI., 

Federated Metals Div., American Smelting & 
Co., 120 Broadway, New York, N.Y 

Mfg. Co., 6106 South Br 


6106 South Broadway, S 


New York 38, 


General Plate Div., 41 


460 Park Ave., New 


230 Park Ave., New 


Company, 6601 West Broad Street, 
Virginia 
Saxon Ave., Bay Shore, 


Division, Inc., 200 W. 57th St., New York 19, 


Ind., 330 Belmont 


65th Ave., 

Summit, Il 

Refining 

Johnston Foil oadway, St 

Louis, Mo. 

New Brunswick, N. J 
Inc., 230 Park Ave., 


Permacel, 

Revere Copper & Brass, 
17 

The Staver Co., 
N. Y. 


New York 


Inc., 41 N. Saxon Ave., Bay Shore, 


Forgings, Drop 


ACF Industries, Inc., 750 Third Ave., New York 17, 
N.Y 
Aerial Machine & Tool 
Island City 1, N.Y. 
Aircraft Mechanics Inc., 
rado Springs, Colo. 
Aluminum Co. of America, 
burgh 19, Pa. 
Aluminum Limited Sales, Inc., 
York 20, New York 
American Brake Shoe Co., 
York 36, New York 
American Car & Foundry Div., ACF 
750 Third Ave., New York 17, N. 


Corp., 38-27 30th St., Long 


3200 North Nevada St., Colo- 
1501 Alcoa Bidg., Pitts- 
630 Fifth Ave. New 
530 Fifth Ave, New 


Industries, Inc., 
Y 
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Corp., Broadway & Wire Ave 
Co., 209 West Mount Hope 


Beth ehe tee Co., Bethlehem, Pa 
B gs Spencer Co., 1 Laurel S 
iceeny Witenes Man , 112-113 Por tson WEATHERHEAD CO., THE 
t rtlan / SEE ADV A-43, D-186 
Capewe 
Camer Iron orks, 


Improvement, Ltd., 


tario, Canada 


INDUSTRIAL TOOL MFG CoRP < 8. PENDLETON 
TOOL INDUSTRIES INC a 
Mune t Part SEE ADV cs 9% 


2358 


! Sales, Inc., 


Ave., Det 


Roosevelt, Chicago 5 
th Packard Ave., Cudahy 
Baldwin-Lima-Hami't 

3, N.Y 
50 


Port 


SOLAR AIRCRAFT CO., 2200 
it SEE ADV. ASS. " sive = : ine mem gy 3 
Mfg. Co., P 370, Denver 17, aliforn THOMPSON PRODUCTS. INC. GENERAL OFFICES 
F 2 ? SEE ADV. D-170 


ment & Forge Co., e, 970 East 64 St., stoatea . . ns - 


THOMPSON PRODUCTS, INC., GENERAL OFFICES 
eveland 17, Ohio SEE ADV. D-170 / 

0 WEATHERHEAD CO.. THE 
; SEE ADV. A-43 


Forks (Cable, Wire) 


Industries, Inc., 750 


MacWHYTE WIRE ROPE CO 
E ADV. 0-165 


Fuels 


SOLAR AIRCRAT CO., 22 
f. SEE ADV. A- 58 


WEATHERHEAD CO.. THE 1 t 
SEE ADV. A-43, 0-186 


Ladis 
Loewy-Hydropre E J Ll 
111 Fifth Ave., New Yor N.Y 
Mueller Brass Company, Port Huron, Mich gan 
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FUELS 


Standard Oj! Co. of California, Western Operations, 
Inc., 225 Bush St., San Francisco 20 Calif. 
Union Oi! Co. of Calif., Union Oil Center, P. O. Box 


7600, Los Angeles, Calif. 


Fuels, Nuclear 


M & C Nuclear, Inc., P. 0. Box 898, Attleboro, Mass. 


Fuels, Rocket 


Aerojet -Genera orp., 
Azusa, Califor 

Astrodyne E 

Callery Chem. C 
Pa 

Esso Export 


6352 North Irwindale Ave., 
nia 

P. 0. Box 548, McGregor, Texas 

©., 9600 Perry Hwy., Pittsburgh 37, 
Dept., 60 W. 49th St., 


Corp., Aviation 
Y 


Chemical Corp., P. 0. Box 760, 
Food Machinery & Chem. Corp., Chemica ,» 161 
East 42 St., New York 17, N. Y. 
B. F. Goodrich Aviation Products, A Div. of The B. F 
Goodrich Co., 500 South Main St., Akron 18, Ohio 
Grand Central Rocket Co., P. 0. Box 111, Redlands, 
La 
Hughes Too! C Aircraft Div., F 
Culver City, Calif 
Mackay, Inc., 


orence & Teale Sts., 


198 Broadway, New York 38, 


athieson Chemical Corp., Industrial Chemicals, 
ore 3, Md 

Olin Mathieson aeons Corp., 460 Park Ave, 
York 22, N. 

ORDCO DIV., BERMITE POWDER CO., 11120 Cump- 
ston St., North Hollywood, Calif EE ADV. 8-40 

Pennsalt 2 cals Corp., Three Penn Center, Phila- 
de!phia Pa 

PROPELLEX CHEMICAL CORP., A DIV. OF CHROM- 
ALLOY CORP., P. 0. Box 187, Edwardsville, Ill. 
SEE ADV. B- 40 


New 


York 20, N. Y. 
42 St., New 


Operations, 

- Calif 
OKOL “CHEMICAL CORP., Clinton, Trenton 
N. J. SEE ADV. D-81 
Union e of Calif = 


0 C P. O. Box 
7600, Los : Angel es, Calif. 


on Oil Center, 


Fuses, Hydraulic 


T Santa 


Calif. 
Corp., 


Aqualite Corp., 1660 Monica, 
Air Products Div A. S. R. Products 
Vista Ave., Los Angeles 23, Calif 
-Aero Div., 2151 
§ 


enth St 


Rosecrans 


Freeman Ave., P. 0. 
¢ 


Henry St., Stamford, 


Hydra Power C . Court 
Hydrodyne Cort 7350 
Hollywood, Calif 
RANDALL ENGINEERING CORP 
Los Angeles 16 4 SEE ADV. D-203 
J. R. Robbins Co Los Angeles 46, 
Calif 
Sargent 
Sterer Engir & 
North Hollywood Cal 
United Metallic 0 
Ohio 
een ENGINEERING CO., AIRCRAFT DIVISION, 


39 uster Avenue, Evanston, Illin- 
ois SEE "ADV. p-204 


New Rochelle 

Coidwater Canyon Ave., N. 

5933 Bowcroft St 
croft St., 


9046 Sunset Bivd., 


mtington Park, Calif 
11423 Van Owen St., 


Engineering Corp., Hu 
veering g. Co 


f 


Ring Corp., Dayton 1, 


Fuses, Pneumatic 


Santa Monica, Calif. 
cts Div., A. S Products Corp., 1201 


nalif 


Aqualite Corp., 1660 Tenth St 
Com. Air 


Rio V 


Prod 
sta Ave., Los Angeles 2 
ries In Val-Aero , 2151 Rosecran 
Segundo, Calif 

on Assc 1401 
Long Beach 4, Ca 


Parts, Inc., 190 Henry St., 


Ay Freeman Ave., P. 0. 
Gar Prec 
Conn 
Hydrodyne Corp 7350 
N. Hollywood, Calif 
Walter Kidde & Co., Inc., 
N. J 

Kidde, Walter & Co. of 
mount Ave., Montreal 9, Quebec, Canada 

RANDALL ENGINEERING CORP. 5933 Bowcroft St., 
Los Angeles 16, Calif. SEE ADV. D-203 

J. R. Robbins Co., 9046 Sunset Bivd., Los Angeles 46, 
Calif 

Sterer Engineering & Mfg. Co., 
North Hollywood, Calif 

United Metallic O Ring Corp., 
Ohio 


sion Stamford, 


Coldwater Canyon Ave., 
256 Main St., Belleville 9, 


Canada, Ltd., 5500 Royal- 


11423 Van Owen St., 


Box 1035, Dayton 1, 


D-50 


. 
Gages, Air Pressure 
Andrew California Corp., 941 E. Marylind, Claremont, 
Ca 
3300 Newport 


Calif. 
Peterson Ave., 


Borg-Warner Corp., 
Box 1679, Santa Ana 
4201 W. 


BJ Electronics, 
Ave., P. O 
The Bastian-Blessing Co., 

Chicago 46, Ill 
Binks Manufacturing Co., 
Chicago 12, Ill 
Consolidated Controls 
Dynametrics Corp., 


3114 West Carroll Ave., 
Conn. 
uStrial 


Corp., Bethe 


Northwest Ind Park, Bur- 


c Instrument Co., Inc., 28 Carleton St., Cam- 
bridge, Mass 
Gits Bros. Mfg. Co., 1832 S. Kilbourn Ave., Chicago 


Inc., 56 llth Ave., N. E., Minneapolis 13, 


Industries, Inc., 212 Durham Ave., Metuchen, 


Chemicals & Controls, Inc., Hagan Bidg.—Box 
1346, Pittsburgh 30, Pa 
Instrument Associates, 351 
Neck, N. Y 
Kistier Instrument 
wanda, N. Y 
Kolisman Instrument Corp Subs 
Coil Prods. Co., Inc., 80-08 45 Ave 


Hagan 


Great Neck Rd., Great 


Corp., 15 Webster St., N. Tona- 

diary of Standard 

Elmhurst 73, 
N.Y 

JAS. P. MARSH CORPORATION, 3501 Howard St, 
Skokie, Illinois. SEE ADV. A-53 

Martin-Decker Corp., 3431 Cherry Ave., 
Calif. 

~~ —s 


Long Beach, 


Compressed Gas Corp Aviation Div., 2012 
Ave., Kansas City 8, Mo 
ROCHESTER MFG. CO., INC. 93 
if. SEE ADV. 0-174 
SERVONIC INSTRUMENT, 640 
Mesa, Calif. SEE ADV. C-105 
Stair Instrument Co., The, P. 0. Box 341, 
North Hollywood, Calif 
U. S. Gauge Div., Amer 
S ville, Pa 
VICTOR EQUIPMENT COMPANY, 844 
Francisco 7, Calif. SEE ADV. 0-185 
Wallace & Tiernan, Inc., 25 Main St., 
N 
Weksler Instruments 


Freeport, N. Y. 


Beacon Pl., Pasa- 


Terminal Way, Costa 


Station 1, 


can Machine & Metals, Inc., 


Folsom St., San 
Belleville 9, 


Corp. 195 East Merrick Rd., 


Gages, Brake-Mean-Effective- 
Pressure 


dated Controls Corp., Bethel, C 


Instrument Associates, 351 Great 
Neck, N. Y. 

tair Instrument Co., The, P Box 341, 
Calif 

American Machine & Metals, 


Conso an 
Neck Rd., Great 
Station 1, 
rth Hollywood, 
S. Gauge Div., 
Sellersville, Pa. 


Inc., 


Gages, Compression 


Aircraft djiand Ave., Twin Cities 
Airport, Benton Harbor 
Gabb Specia roducts, Ir v sor Locks, Conn 


ciates, reat Neck Rd., Great 


Components, Inc., Wor 


Instrument 
Neck, N 
Kent -Moore 


rganization, Inc., 28635 Mound Road, 


Kistler Webster St., N. Tona- 
wanda 
JAS e MARSH CORPORATION, 3501 
mols. SEE ADV. A- 33 
SERVONIC ee ay 640 Termina 
esa, Ca SEE ADV. C-105 

Gauge ss Mach 
e, Pa. 


Howard St., 


Way, Costa 


U ‘S Amer icar ve & Metals, Inc., 


Seilersv 


Gages, Cylinder Head 
Temperature 


A ren Co omponents Inc., W and Ave., Twin Cities 


AIRWORK CORPORATION, Nun 
New Jersey. SEE ADV. D- 201 

Avien, 58-15 Northern Blvd WwW dside 77, N. Y 

CONTINENTAL MOTORS CORP AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Thomas A. Edison Industries, Instrument Div., 
side Ave., West Orange, N. J 

Garwin, Inc., 1326 Walnut St., Wichita, Kansas 

Instrument Associates, 351 Great Neck Rd., 
Neck, N. Y 

Kent-Moore Organization, Inc., 
Warren, Mich 

LEWIS ENGINEERING CO., 52 
tuck, Conn. SEE ADV. C-102 

McGraw-Edison Co., Elgin, 

Minneapolis-Honeywe!l! Regulator Co 
2600 Ridgway, Minneapolis 13 

Stair Instrument Co., The, P. 0. 
North Hollywood, Calif. 

Weston Electrical Instrument Corp., 614 Frelinghuysen 
Ave., Newark 12, N. J. 


Harb 


49 Lake- 


Great 
28635 Mound Road, 


Rubber Ave., Nauga- 


Aeronautical Div., 
Minn 


Box 341, Station 1, 


Gages, Differential Pressure 


AIRWORK CORPORATION, Municipal Airport, Millville, 
New Jersey. SEE ADV. D-201 

Aro Equipment Corp., Aircraft Div., Bryan, Ohio 

BJ Electronics, Borg-Warner Corp., 3300 Newport 
Ave., P. 0. Box 1679, Santa Ana, Calif 

Bristol Co., The, P. 0. Box 1790-A. W., Waterbury 
20, Conn. 

G. L. Collins Corp., 2820 Hullett St., 
Calif 

Consolidated Electrodynamics Car. 
Madrevilla, Pasadena 15, Cal 

The Decker Corp., 45 ae Rd., 


Long Beach 5, 


300 WN. Sierra 


Bala-Cynwyd, 


a 

Dynametrics Corp., Northwest Industrial Park, Burling- 
ton, Mass 

Dynamic Instrument Co., Inc., 
bridge, Mass 

The Foxboro Co., 38 Neponset Ave., Foxboro, Mass. 

Fram Corp., 55 Pawtucket Ave., Providence, R. | 

Guiton Industries, 212 Durham Ave., Metuchen, N. J 

Instrument Associates, 351 Great Neck Rd., Great 
Neck, N. Y 

George Kent (Canada) Ltd. 
14, Ontario, Canada 

Kent-Moore Organization, Inc., 
Warren, Mich 

Kolisman Instru 
Coil Prods. Co., 
N — 

Minneapolis Honeywell 
Div., 2600 Ridgway, Minneapolis 13, Minn 

Norwood Controls Unit, Detroit Controls Div 
Washington St., Norwood, Mass 

Phstecen Research Products, 421 N 

asadena, Ca 

SERVONIC INSTRUMENT, 640 Terminal Way, Costa 
Mesa, Calif. SEE ADV. C-105 

Stair Instrument Co., The, P. 0. Box 341, 
North Hollywood, Calif 

U. S. Gauge Div., American Machine & Metals, Inc., 
Sellersville, Pa 

Wallace & Tiernan, Inc., 
N. J 

Weksler Instruments 
Freeport, N. Y 

Weston Electrical Instrument Corp., 
Ave., Newark 12, N 


28 Carleton St., Cam- 


389 Horner Ave., Toronto 


28635 Mound Road, 


ment Corp., Subsidiary of Standard 
Inc., 80-08 45 Ave., Elmhurst 73, 


Regulator Co Aeronautical 


934 


Altadena Dr., 
Station 1, 


25 Main St., Belleville 9, 


Corp., 195 East Merrick Rd., 


614 Frelinghuysen 


Gages, Fuel Pressure 


AIRWORK CORPORATION, Municipal Airport, Millville, 
New Jersey. SEE ADV. D-201 

Alemite Div Stewart Warner 
Diversey Bivd., Chicago 14, I 

BJ Electronics, Borg-Warner Corp., 330 
Ave., P. 0. Box 1679, Santa Ana 

A. Biederman, Inc., Precision Instruments 
Airway, Glendale 1, Calif 

Consolidated 


Controls Corp 
Dynamic Instrument Co., Inc., 


bridge, Mass 

THE ELECTRIC AUTO-LITE CO., 
ADV. D-158 

Firth-Cleveland, Inc., 

The Foxboro Co., 38 Neponset Ave Mass. 

Garwin, Inc., 1326 Walnut St., Wichita, Kansas 

Gulton Industries, Inc., 212 Durham Ave., Metuchen 
N. J 

Instrument Associates, 351 
Neck, N. Y 

Kent- - —oonegd 0 
Warren, Cc 

JAS. P. MARSH Seite 
atte, Haske. SES ADV. A-53 

-Edison Co 
ROCHESTER MFG co. “inc 
SEE ADV. D-174 

ment & Ac 
national Airport, Jamaica 30, N. Y 

SERVONIC INSTRUMENT, 640 Terminal Way, Costa 
Mesa, Calif. SEE ADV. C-105 

Stair Instrument Co., The, P. 0. Box 341, 
North Hollywood, Calif 

U. S. Gauge Div., American 
Sellersville, Pa 

Wallace & Tiernan, Inc., 
N. J. 


Corp., 


1828 West 


0 Newport 


‘ 


Labs., 1045 


Bethel, Conn 
28 Carleton St., Cam- 


Toledo 1, Ohio. SEE 


10 Bridge St., New York 4, 


Foxboro 


Neck 


- zation, Inc., 


Howard 


93 Beacon Pl., Pasa- 
dena, Calif 
S. M. S. Instr cessories, Inc 


Stat 


on 1, 
Machine & Meta Inc., 


25 Main St., Belleville 9, 


Gages, Fuel Quantity 


A. C. SPARK PLUG DIV., — MOTORS CORP., 
1300 N. Dort Hwy., Flint Mich. SEE ADV. 
D-167 

Airaterra, 620 Paula Ave 

Aircraft Instruments Co., 304 


Radnow, Pa 
AIRWORK CORPORATION, Mun 
New Jersey. SEE ADV. D-201 
Alemite Div Stewart Warner Cor 
Diversey Bivd., Chicago 14, II! 
Avien, 58-15 Northern Bivd., Woodside 77 
BJ Electronics, Borg-Warner Cort 3300 
Ave., P. 0. Box 1679, Santa Ana, Calif 
A. Biederman, Inc., Precision Instruments Labs., 
Airway, Glendale 1, Calif 
Boston Auto Gauge 


Glendale 1, Calif 


King of P 


cipal Airpo 


N.Y 


Newport 
1045 


Co., 70 West St., Pittsfield, 


Mass 
Firth-C 10 Bridge St., New York 4 
Y 
Gulton 
N. 


leveland, Inc., 


Industries, Inc., 212 Durham Ave., Metuchen, 
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Instrument Assoc 
Neck, N. Y 
Lear, Inc., 3171 
The Liquidometer 
City, 1. N. Y. 

McGraw-Edison Co., Elgin, Ill 
Minneapolis Honeywell Reguiator Co., 
Div., 2600 Ridgway, Minneapolis 13, Minr 
National Electronics, P. 0. Box 1237, 
Wyoming 
Petrometer 


PIONEER: CENTRAL segs 

coR ene SEE 

REVERE’ con OF AMERICA, ty te wth C y 
ngford, Conn. SEE ADV. B-38 

ROCHESTER “MFG CO., INC., 93 Beacon 

Jena, Calif. SEE ADV. D-174 

° ylyn, Inc., 1706 Standard Ave., Glendale 1 

Ss ~——wz > ] N. Y 


SIMMONDS "AEROCESSORIES *tNC. 105 
Rd, Tarrytown, N SEE ADV _D- ‘eer 
mds Aerocessories of Canada, | 37 
e Ave N Ha ton, Ontario, Canada 
Instrument The, 0. Box 341 
rth r 


ates, 351 Great Neck Rd 
S. Bundy Dr., Santa Monica, 
Corp., 41-03 36 St., Long | 


her 


Corp., 43-22 Tenth Ave., Long 


ga AVIA 
D-208 


White 


Inc., 25 Main St 


N. J. 


Gages, Hydraulic Pressure 


AIRWORK CORPORATION, Municipal A 
New Jersey. SEE ADV. D-201 
Avia Ltd., 636 St. Paul St. W 


g-Warner Corp 
1679, Santa Ana 
325 W. Rogers St 


yments La 


39° 
THE ELECTRIC AUTO-LITE CO., 
ADV -158 


a anda, N. Y 
Le ne 3171 Bundy Dr., Santa 
JAS. P. MARSH CORPORATION 
kokie, | SEE ADV. A-53 
Martin-Decker Cor 3431 Cherry Ave., 
Norwood Cont t, Detroit 
W ashingtor t Norwood, Mass 
ROCHESTER MFG. CO., INC., 93 Bea 
dena, Calif SEE ADV. D-174 


S. M. S. Inst ‘ 


Contre 


INSTRUMENT “64 
lif. SEE ADV. C- 105 
Pp 


Instrumer 


tions 
SERVONIC 
aoa 


Stair 


Aeronau 


Great 


Calif 


siand 


tical 


idan, 


Island 


TION 


Rd 


’ 


Gages, Inspection & Testing 


Equipment 


Airborne Instruments Lab Cutler-H 
Old Country Rd., Mineola, N. Y 
American Broach & Machine ae - Art 
Assembly Prods hes 39 
B & H INSTRUMENT co. “INC, 3479 WV 
Bivd., Fort Worth 7, Tex. SEE ADV. A- 51 
The Barth Corp., 12¢ Brookpark Rd., C 


Dw., 


THE 
Pa see ADV. A- ~48 


3806 


1144 Eddy St., 
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Providenc 


Gordon Enterprises, 5362 North Cahu 


Allied Products 


— Park Ave 
prin Ave La 

INDUSTRIAL TEST EQUIPMENT co., § 

New York 3, N. Y. SEE ADV. D-206 
Instrument Associates, 351 Great Ne 

Neck, N. Y 
Jones & Lamson Machine 
Kent-M 


at eH ‘ B 
MARSH CORPORATION 


JAS. P. 
, SEE ADV. A-53 


SERVONIC INSTRUMENT 
SEE ADV. C- 
ot. d Te , 
SPERRY PRODUCTS, INC. 
SEE ADV. D-202 


Gages, Liquid Level (Fuel, 
Water, Deicing Fluids, 
etc.) 


A. C. SPARK PLUG DIV MOTORS CORP 


SEE ADV. D-167 


GENERAL 


Pet 


PIONEER. CENTRAL DIVISION, BENDIX AVIATION 
COR wa. SEE ADV. 0-208 
REVERE coRP OF AMERICA, 845 North r 
E ADV. B- 
ROCHESTER MFG CO., INC., 93 Be 
dene SEE ADV. D-174 


BUYERS’ GUIDE ISSUE 


GAGES 


105 White Plains 
0-195 


Box 


SIMMONDS ACCESSORIES INC 
j., Tarrytown, N. Y. SEE ADV 


nstrument e P 341, Stat 


a 
, 


Gages, Manifold Pressure 


Aircraft Component 
Airport, Bent M 
— CORPORATI ON 
New Jersey. SEE ADV. D-201 
Alemite Div tew WW 
Diversey Bivd 
BJ Electror 
Ave., P 5 
Bastian-Ble 
hicago 4¢ 
A. Biedermar 
Airway, Gle 


The 


Jge 


INSTRUMENT 


N. Y 
SERVONIC 
M SEE ADV 


esa alif C-105 
yA 


ge 


VICTOR EQUIPMENT COMPANY 


SEE ADV. 0-185 


Gages, Oil Level 


a 
N 


CORPORATI 


AIRWORK 
‘ SEE AD 


ADV 


N 
REVERE CORP OF AM 


ROCHESTER MFG 
SE 


SIMMONDS AEROCESSORIES, INC 
- T ytow SEE ADV 


Gages, Oil Pressure 


A. C. SPARK PLUG DIV., GENERAL MOTORS CORP 
] N. Dort Hwy d SEE ADV. D-167 
a 2 t i Av Tw 
AIRWORK CORPORATION 
New Jersey. SEE ADV. 0-201 


AIRCRAFT ENGINE 
A-52 


CONTINENTAL MOTORS CORP 
DIV., Muskeg N SEE ADV 


D-51 





Dynamic ore Co., Inc., 28 Carleton St., Cam- 
bridge, ‘ 

Thomas A. Edison Industries, Instrument Div., 49 
Lakeside Ave., West owe N. J. 

THE ELECTRIC AUTO-LITE CO., Toledo 1, Ohio. SEE 
ADV. D-158 

Firth-Cleveland, Inc, 10 Bridge St., New York 4, 
N. Y. 

Guiton Industries, Inc., 212 Durham Ave., Metuchen, 
N 

351 Great Neck Rd., Great 
28635 Mound Road, 
15 Webster St., N. Tona- 


J. 
Instrument apetaeen, 
Neck, WN. 
Kent -Moore Organization, 
Warren, 
Kistler Tatroment Corp., 
Y. 


wanda, N 

JAS. P.” MARSH yy ere 3501 Howard St., 
Skokie, Illinois. SEE A A-53 
McGraw-Edison Co., Elg a 

ROCHESTER MFG. co. 
dena, Calif. SEE ADV. D-17 

SERVONIC INSTRUMENT 640 dined Way, Costa 
Mesa, Calif. E ADV. C-105 

Stair Instrument Co., 4 P. 0. Box 341, Station 1, 
North Hollywood, “calif. 

U. S. Gauge Div, American Machine & Metals, 
Sellersville, Pa, 

Weksier Instruments Corp., 
Freeport, N. Y. 


Gages, Oil Temperature 


Inc., 200 Henry St., Stamford, Conn. 
ubber Ave., Naugatuck, 


Inc., 


Inc., 


195 East Merrick Rd., 


Fonda Gage Co. 
Lewis Engineering Co., 52 
Conn. 


>. * 
Gages, Outside Air 
Temperature 
Inc., Woodland Ave., Twin Cities 
i Harbor, Mich. 
Astra Technical Instrument Corp., 1132 Mission St., 
South Pasadena, Calif. 
58-15 Northern Bivd., Woodside 77, WN. Y. 
BJ Electronics, Borg-Warner Corp., 3300 Newport Ave., 
P. O. Box 1679, Santa Ana, Calif. 
Barnes Engineering Co., 30 Commerce Rd., Stamford, 
conn 


A. Biederman, Inc., Precision Instruments Labs., 1045 

Airway, Glendale 1, Calif. 

—— A. Edison Industries, 
akeside Ave., West Oran 


Instrument Div., 49 


N. J. 
THE pag th ‘AUTO-LITE t6., Toledo 1, Ohio. SEE 


Wichita, Kansas 
351 Great Neck Rd., 


a... Inc., 1326 Walnut St., 

Instrument ‘Associates, 
Neck, N. Y. 

ome al ey Ltd., 389 Horner Ave., Toronto 


Canada 
Lewis ‘ENGINEERING CO., 52 Rubber Ave., Nauga- 
SEE ADV. C-102 
adismenpotie -Honeywell Regulator Co., Aeronautical 
Div., 2600 Ridgway, Minneapolis 13, Mina, 
National Electronics, P. 0. 1237, Sheridan, 


ROCHESTER MFG. CO., INC., 93 Beacon PI., 
dena, Calif. SEE ADV. D-174 
Co., ~ ° 0. Box 341, Station 1, 


Great 


Pasa- 


. Fla. 
Weksler eet Corp., 195 East Merrick Rd., 
Y 


Freeport, ° 
Weston Electrical Instrument tas 614 Freling- 


huysen Ave., Newark 12, N. 


Gages, Pressure 
Aircraft Components, Inc., eae Ave., Twin Cities 


Airport, Benton Harbor, ich. 
AIRWORK  ¢ CORP. Municipal Airport, Millville, N. J. 
Alemite Div., 


Stewart Warner Corp., 1828 West Diver- 


, Inc, Helicoid Gage Div., 


3300 Newport 
Ana, Calif. 
Baldwin-Lima-Hamilton Corp., 42 Fourth Ave., Wal- 
The Bastian-Biessing Co, 4201 W. Peterson Ave., 
Chicago 46, Ill. 
A. Biederman, Inc., Precision Instruments Labs., 1045 
rway, Glendale 1, Calif. 
~~ The, P. 0. Box 1790-A. W., Waterbury 


20, Conn. 
Consolidated Electrodynamics Corp., 
Madrevilla, Pasadena 15, Calif. 
Dynametrics Corp., Northwest Industrial Park, Bur- 


lington, Mass. 
— Instrument Co., Inc., 28 Carleton -St., Cam- 


THE  eLécraie AUTO-LITE CO., Toledo 1, Ohio. SEE 
Ender Corp., 161 East California St., Pasadena 1, 
The Foxboro Co., 38 Neponset Ave., Foxboro, Mass. 
Guilton Industries, 212 Durham Ave., Metuchen, N. J. 
Hastings-Raydist, Inc., Newcomb Ave. Off Ivy Home 


Road, Hampton, Va. 
Instrument 351 Great Neck Rd., Great 


. N. 


300 N. Sierra 


28635 Mound Road, 


Kent-Moore Organization, Inc., 
Mich. 
N. Tona- 


Warren, 

Kistier Instrument Corp., 15 Webster St., 
wanda, WN. Y. 

Kolisman Instrument Corp., Subsidiary, of Standard 
Coil Prods. Co., Inc., 80-08 45 Ave., Elmhurst 73, 


N. Y. 
JAS. P. MARSH CORPORATION, 3501 Howard St. 
Skokie, Illinois, SEE ADV. A-53 
oo ~ eed Corp., 3431 Cherry Ave., 
lif. 
McGraw-Edison Co., 
McGraw-Edison Company, 
Instr. Div., 51 Lakeside Ave., 
Minneapolis-Honeywell Regulator Co., 
2600 Ridgway, Minneapolis 13, Minn. 
Norwood Controls Unit, Detroit Controls 
Washington St., Norwood, Mass. 
Photocon Research Products, 421 
P. Calif. 
—— yg 4 Ls Aviation Div., 
‘Mo. 
ROCHESTER "MEG. G0. Ne 93 Beacon Pl., 
SEE ADV. 0-174 
Inc., —y 


N. Y. 
SERVONIC INSTRUMENT, 640 Terminal 
Mesa, Calif. SEE ADV. C-105 
Stair Instrument Co., The, P. 0. Box 341, 
North Hollywood, Calif. 
Taber Instrument Corp., 111 Goundry St., 
wanda, N. Y. 
Inc., P. 0. Box 3308, 2624 San Mateo, 
Albuquerque, N. M 
U. S. Gauge Div., American Machine & Metals, Inc, 
Sellersville, Pa. 
Waidale Research Co., 
Monte, Calif. 
Wallace & Tiernan, Inc., 
N. J. 


Long Beach, 


Elgin, It. 

Thomas A. Edison Indus. 
West Orange, N. J. 
Aeronautical Div. 


Div., 934 


N. Altadena Dr., 
2012 
Pasa- 


Lafayette St., New York, 


Way, Costa 


Station 1, 


North Tona- 


Inc., 11626 McBean Dr., Et 


25 Main St., Belleville 9, 


Weksler Instruments Corp., 195 East Merrick Rd., 
Freeport, N. Y. 

VICTOR EQUIPMENT COMPANY, 844 Folsom St., San 
Francisco 7, Calif. SEE ADV. D-185 


Zep Aero, 113 Sheldon St., El Segundo, Calif. 


Gages, Quantity 


Aircraft Components, Inc., Woodland Ave., Twin Cities 
Ai Mich 
N. J. 


Municipal Airport, Milivilie, 
1 


Alemite Div., Corp., 1828 West 
Diversey Bivd., 

Aro Equipment Corp., 

Aro Equipment of Canada Ltd., 
15, Ontario, da 

Avien, 58-15 Northern Bivd., Woodside 77, N. Y. 

Electronics, Borg-Warner Corp., 3300 Newport 

Ave., P. 0. Box 1679, Santa Ana, Calif. 

A. Biederman, Inc., Precision Instruments Labs., 
Airway, Glendale 1, Calif. 

Boston Auto Gauge Co., 70 West St., Pittsfield, Mass. 

Dakota Aviation Co., Box 18, Huron, S. D. 

Gulton Industries, Inc., 212 Durham Ave., Metuchen, 
N. J. 

ae Associates, 351 Great 
Neck, N. Y. 

Karnish Instrument Sales & Service, 
& Maple St., Lock Haven, Pa. 
Minneapolis-Honeywell Regulator Co., Aeronautical 
Div., 2600 Ridgway, Minneapolis 13, Minn 
National Electronics, P. 0. Box 1237, 


PIONEER-CENTRAL habagg: a AVIATION 
, Davenport, SE D-208 
REVERE CORP. Ms AMERICA <- north Colony Rd., 
Walli y E ADV. 8-38 

ROCH n Mee CO., INC., 
dena, Calif. SEE ADV. D-174 

SIMMONDS AEROCESSORIES, ~~, te White Plains 
Rd., Tarrytown, N. Y. SEE A D-195 

Stair ‘Instrument Co., The, P. 0. ~a 341, Station 1, 
North Hollywood, Calif. 


Stewart Warner 
Chicago 14, I 
Aircraft Div., 
P. 0. 


Bryan, Ohio 
Box 515, Toronto 


1045 


Neck Rd., Great 


Inc., Third Ave. 


Sheridan, 


93 Beacon Pl., Pasa- 


Gages, Strain 
750 Third Ave., New York 17, 
N. J. 


ACF Industries, Inc., 


N 
AIRWORK CORP., Municipal Airport, Millville, 
SEE ADV. D-201 
American Instrument Co., 
Silver Spring, Md. 
Baldwin-Lima-Hamilton Corp., 
tham, Mass. 
— on The, P. 0. Box 1790-A. W., Waterbury 


Budd co. 


Inc., 8030 Georgia Ave., 
42 Fourth Ave., Wal- 


E, 2450 So Park Ave., Philadelphia 

29, Pa. SEE ADV 

Columbia RL. > Macdade Bivd. & 
Bullens Lane, Woodlyn, Pa. 

Consolidated Electrodynamics Corp, 
Madrevilla, Pasadena 15, Ca 

Dynamic Instrument Co., Iac., 
bridge, Mass. 

The Foxboro Co., 38 Neponset Ave., 

Gulton Industries, 212 Durham Ave., 

Instrument - ar 351 Great 
Neck, 

BL adi Mfg., Inc., Datran Electronics Div., 
1836 Rosecrans Ave., Manhattan Beach, Calif. 

Norwood Controls Unit, Detroit Controls Div., 
Washington St., Norwood, Mass. 


300 N. Sierra 


23 Carleton St., Cam- 


Foxboro, Mass. 
Metuchen, N. J. 
Neck Rd., Great 


934 


Photocon Research Products, 421 N. Altadena Dr. 
Pasadena, Calif 
— INSTRUMENTS, INC., paeet — Olympic 
Los Angeles 64, Calif. SEE ADV. C-85 
TATNALL ee “SysTEMS Co., . Sussio1ARY 
OF em CO., Box 245, Phoenixville, Pa. 
Ste ‘A Vv. A-48 


Tinsley cmak P. 0. Box 99, Smiths Falls, Ont, 


Canada 
Waldale Research Co., 11626 McBean Dr. El 


Monte, Calif. 


Inc., 


Gages, Suction 


Aircraft Twin 


Components, Inc., Woodland Ave. 
Cities Airport, Benton Harbor, Mich 

A. Biederman, Inc., Precision Instruments Labs., 
Airway, Glendale 1, Calif 

Coliens Instrument Co., 56 Cooper Square, New York, 
N. ¥ 


Cam- 


1045 


Dynamic Instrument Co., Inc., 28 Carleton St., 
bridge, Mass. 

The Foxboro Co., 38 Neponset Ave., 

Garwin, Inc., 1326 Walnut St., \ 

Instrument Associates, 351 Great 
Neck, N. Y. 

Stair Instrument Co., 
North Hollywood, 

U. S. Gage Div 
Sellersville, Pa 

Wallace & Tiernan, Inc., 
N. J. 


Foxboro, Mass. 
chita, Kansas 
Neck Rd., Great 
The, P. 0. Box 341, Station 1, 

Calif 
American 


Machine & Metals, Inc., 


25 Main St., Belleville 9, 


Gages, Tire 


Dill Mfg. Co., 700 East 82 St., 
Federal Products Corp., 1144 Eddy St., 
R. 1 


Cleveland 3, Ohio 

Providence, 

Instrument \enceam, 351 Great Neck Rd., Great 
Neck ' 

A. Schrader’s ies s, 470 Vanderbilt Ave., 


N. Y. 


Brooklyn 17, 


Gages, Torque Pressure 


Iton Corp., 42 Fourth Ave., Waltham, 


Ba!dwin-Lima-Ham 
Mass 

A. Biederman, Inc., Precision Instruments Labs., 
Airway Glendale 1, Calif 

Burton Mfg. Co., 2520 Colorado Ave., 


W. C. Di 
Calif 
Instrument Associates, 

Neck, N. Y 
Kent-Moore Organization, Inc., 
Warren, Mich 
G. Scherr Co., Inc., 


N. Y 

SERVONIC INSTRUMENT, 640 Terminal 
Mesa, Calif. .SEE ADV. C-105 

Stair Instrument Co., The, P. 0. Box 341, Station 1, 
North Hollywood, Calif 

P. A. Sturtevant Co., Addison 1, II! 

Tensitron, Inc., Pin Hill, Harvard, Mass. 

U. S. Gauge Div., American Machine & Metals, 
Sellersville, Pa 
Wallace & Tiernan, 

N. J. 


1045 
Santa Monica, 


ion & Co., 14620 Keswick St., Van Nuys, 


351 Great Neck Rd., Great 


28635 Mound Road, 


200 Lafayette St., New York, 


Way, Costa 


Inc., 


Inc., 25 Main S&., Belleville 9, 


Gages, Vacuum 


AIRWORK CORP., Municipal Airport, Millville, WN. J. 
SEE ADV. 0-201 

American Chain & Cable Co., 
Bridgeport 2, Conn. 

A. Biederman, Inc., Precision Instruments Labs., 
Airway, Glendale 1, Calif 

Bristol — The, P. 0. Box 1790-A. W., Waterbury 
20, Con 

Central 


N. J. 
Central Scientific Co., 1700 Irving Park Rd., Chicago 
Itt. 
Consolidated Electrodynamics Corp., 
Madre Villa, Pasadena, Calif 
Consolidated Electrodynamics Corp., Rochester 
1775 Mt. Read Bivd., Rochester 3, N. Y 
The Decker Corp., 45 Monument Rd., Bala-Cynwyd, Pa 
Dynamic Instrument Co., Inc., 28 Carleton St., Cam- 
bridge, Mass 

Garwin, Inc., 1326 Walnut St., Wichita, Kansas 

General Electric Co., Apparatus Sis. Div., 1 River Rd., 
Schenectady 5, N. Y 

E. Greiner Co., 22 N. Moore St., 

Hastings-Raydist, Inc., Newcomb Ave. Off 
Road, Hampton, Va. 

Instrument Associates, Neck Rd., 
Neck, >. Ve 

International Pump & Machine Wks., 
Livingston, N. J 

Kent-Moore Organization, 
Warren, Mich 

Kinney Mfg. Div., New York Air 
Washington St., Boston 30, Mass 

JAS. P. MARSH ee 3501 Howard St., 
Skokie, Illinois. SEE A A-53 

Martin-Decker Corp., soy ee Ave., 
Calif. 

NRC Equipment Corp., 
61, Mass. 


Inc., Helicoid Gage Div., 


1045 
Ghoctrente Mfrs., 2 Richwood Place, Denville, 
300 North Sierra 
Div., 


New York, N. Y 
Ivy Home 


351 Great Great 
83 Dorsa Ave., 
28635 Mound Road, 


3529 


Inc., 


Brake Co., 


Long Beach, 


160 Charlemont St., Newton 
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GEAR ASSEMBLIES 


Puritan Compressed Gas Aviation Div., 2012 adiliac as shemica 9., 15111 Secor . h Advanced Product > B ; N 
and = k t ° a etrot 3 4 rave 
tron 2908 N ska, Santa M a, Calif 
ROCHESTER “MFG co INC 93 Beacon Pi., Pasadena, 
SEE ADV d- “174 
Stair Instrumer 
North Hollyw 


Cc lor 3! Rubber Co Ravenna h 
CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 


86 Denton Ave., New Hyde Pa 


vicTOR EQUIPMENT oe, 844 Folsom St 
Francisco 7 EE ADV. D-185 

Wallace & Tiernar I 25 Main St 
N. J 

Weksler Inst 
Freeport 

WwW. M. Wel 


Welding & 
Tonawanda 
Zep Aero, 1 


Gaskets, Metallic 


The Advanced ucts Co., 59 Br 


AUBURN Spark PLUG CO “ING, 
Auburn Y. SEE ADV. D- ~_" 

CONTINENTAL MOTORS CORP., * AIRCRAFT ENGINE 
DIV., Muskegon, WV SEE ADV. A-52 

D. S. D Mfg. Co., The, 2964 Whitney 


on Lead 


Gear Assemblies, Reduction 


AC SPARK incr Div GENERAL MOTORS Orr 


ADV D- 167 


Actuation Research 


Advance 
New 
LAMINATED “SHIM COMPANY INC 
enbrook, Conr SEE ADV. A-54, A-55 
M er Gasket Mfg = ne 211 Fac 
ntington Park. C 
Pacific Cut Washer C 
Pp k alif 


Parker Sea 
malig 


ONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 


Wis 


Gaskets, Nonmetallic 


Acro Gasket Industries Ltd 27 Wellington St 
Toronto 1, Ontar Canada 
Actionflex Div., Orchard Industries, Inc., 912 508 t., Camden 1 ept., 845 East 25 St te N 
State St., Hastings, Mich _«< Same Mien » Ge lee 4 he GENERAL MILLS, INC.. MECHANICAL 
Aero Gasket Corp., 763 Hanover Rd. Mer . ent Ave., N. E., I ’ 
Andrew Parts Manufacturing Co 32-70 
sland City 6, New York 
Armstrong Cork Co., West Liberty St., Lancaster, Vellumoid C kdale St., Worcester 6 
a HOOVER ELECTRIC co 
Arnav Fitting Corp., 32 Industrial Ave., Little Ferry, rN Gasket Co., 57 est Roosevelt Rd Angele ’ 
N ago . @ Por 
ARROWHEAD PRODUCTS DIVISION, FEDERAL-MOGUL- Abv.'¢-97 
BOWER BEARINGS, INC., 2300 Cu srry Street, Long a pp Aviation 
Beach 5, Calif. SEE ADV. D-187 Gaskets, Ring & Hose 
Auburn Mfg. Co., Middletown, Conn. 
Beemer Engineering Co, 401 North Broad St . Acro Gasket Industries Ltd. 27 We 
Philadelphia 8, Pa Toronto 1, Ontario, Canada 
Bestobell (Canada) Ltd., 4 Bestobell Rd., Toronto 14, Actionflex Div., Orchard Industries, 
Ontario, Canada State St., Hastings, Mich 


Genera 
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GEAR ASSEMBLIES 
Coteey- tages Co., 3600 Military Ave. Detroit 32, 


Ken — een ay N. Y. 
Lear, ie. 3171 S. ‘Bundy Or Santa Monica, Calif. 
-Belt ‘Company Dept. AWGL- ~58, Prudential Piaza, 
nay it ‘i Glen Head, WN. Y. 
Lundy Mfg. -» Glen AS 
Gear & Tool Co., Div., Geartronics 


Corp., St., Woburn, 
Michigan Tool Co., 7171 East McNichols Road, Detroit 
Micron yo Mfg. Co., 73 Rushmore St., Westbury, 


me AF AN 0. Box 1040, Montreal, Quedec, 
Perkins Machine & Gear Co., Circuit Ave., West Spring- 


field, Mass. 
PIC Design Corp., Sub. of Benrus Watch Co., 
477 Atlantic Ave., East bie 
ey ee Products, Inc., 132 Ave., Paterson 
3, WN. J. 
Prudential Industries, Atlas Precision Pdts. Co. Div., 
Castor & Kensington he = Philadelphia 24, Pa. 
Reeves Instrument , Roosevelt Field, Garden City, 


Inc., 


Pacoima, 


TEK PRODUCTS CO., 1086 Goffle Rd., Haw- 
thorne 1, N. J. SEE ADV. C-103 
Quebec, Canada 
bea Snow-Nabstedt Gear Corp., Atias & Welton Sts., 
a ee yom 17 Matinecock Ave., Port 
Sundstrand Petatton Div., 
Co., 2421 llth St., Rockford, Ill. 
10445 Glenoaks Bivd., 
Calif. 
Talley Corp., The, Newbury Park, Calif. 
4600 
Pacific Bivd., Los Angeles 58, Calif. 
Vinco Corp., 9111 Schaefer Hwy., Detroit 28, Mich. 
Hwy., Lynwood, Calif. 
Westinghouse Electric me t Gateway Center, P. 0. 
ntario, 
Industries, Inc., Mechanical Power Transmission 
Div., 1982 Pittsburgh Avenue, Erie, Pa. 
AC SPARK PLUG DIV., GENERAL MOTORS CORP. 
1925 E. Kenilworth Place, Milwaukee 1, Wis. SEE 
oom } ed Co., 
Actuate Research Corp., 416 N. Glendale Ave., Glen- 
Advance Gear & Machine Corp., 5851 Holmes Ave., 
Los Angeles 1, Calif. 
6352 North Irwindale Ave., 
Azusa, ifornia 
tady, N.Y 
American *. a Corp., Box 73, Caldwell, N. J. 
Boyertown, Pa. 
Aviquipo of Canada Ltd., 636 St. 
Montre 
112-03 14 Ave., College Point 
Bowmar Instrument Corp., 2415 Pennsylvania St., 
Ft. Wayne, Ind 
Canadian Pratt & Whitney Aircraft Company, Ltd., 
ay Montreal 23, Quebec, hs 


Sido Ltd., 555 Boivin Bivd., Granby, 
Washington, N 
Sundstrand Machine Tool 
Sunstrand Turbo, 
Technical Products Div., Waste King Corp., 
Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 
Toronto 19, 
Gear Boxes 
ADV. D-167 
Inc., 129 Coolidge Ave., Englewood, 
dale 6, Calif. 
Aerojet-General Corp., 
Alco Products, Inc., Dept. 905, Box 1065, Schenec- 
Atlantic Aviation Corp., 
Paul St. W, 
Bendix Aviation Corp., Utica Div., Utica, N. Y. 
Bowser, Inc., Fort Wayne Div., Fort Wayne 2, Ind. 
Champion A Osceola, 
Cleveland Worm & Gear’ Co., 3960 East 80 St., Cleve- 


Bells Corners, 
CONTINENTAL AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE hove a 


aa a aaa & Co., 175 Fifth Ave. a York 10, 


Charles E. Crofoot Gear Corp., 65 Central St., South 
Boston, Mass. 

The Cross Company, Park Grove Postal Station, Box 
3835, Detroit 5, Mich. 

Crown Controls Co. Inc., 
New Bremen, Ohio 

Curtiss-Wright Corp., Propeller Div., Caldwell, N. J. 

Dalmo Victor Co. Div., Textron, Inc., 1515 Industrial 
Way, Belmont, Calif. 

os oe Instrument Div., Daystrom, Inc., Archbald, 
a. 


40-44 S. Washington St., 


Thomas A. Edison Industries, Instrument Div., 49 
Lakeside Ave., West Orange, N. J. 

Falk Corp., The, 3001 West Canal St., 
Wisc. 

Farrand Optical Co., 
Bivd., New York Jo, 

Federal Machine Co. ang i Garfield Ave., Jersey 
City 5, N. J. 

Fenn Mfg. Co., The, P. 0. Box 235, Hartford, Conn. 

Foote Bros. Manufacturing Co., 4545 South Western 
Ave., Chicago, lil. 


Milwaukee 1, 


wy a om 238th St. & Bronx 


D-54 


Four Wheel Drive Auto Co., Clintonville, Wisc. 

General Electric oan Gear Motor = hn ae 
Comp. Onn 45 East 25 St J. 

GENERAL MILLS, INC., MECHANICAL DIV DIV. “isz0 
Central Ave., N. E., Minneapolis, Minn. SEE A\ 


c-90 
Gladden Products Corp., 635 West Colorado Bivd., 


Glendale, Calif. 
“— Industries, Inc., 1784 Stanley Ave., Dayton 4, 
10 
HOOVER ELECTRIC CO., 2100 South Stoner Ave., 
Los Angeles 25, Calif., Eastern Sis. & Serv., Hangar 
2, Port Columbus Airport, Columbus 19, Ohio. SEE 
ADV. C-97 


Hupp eagle Company, 6633 West 65 St., Chicago 
8, I 
3000 Winona Ave., Burbank, Calif. 
SEE ADV. pigs 
1458 East 19 St., 


Indiana Gear Works, Inc., 
apolis 7, Ind 
Waltham 54, Mass. 
Cleveland 1, 


Indian- 
Itek Corp., 1606 Trapelo Rd., 


Jack & Heintz, Inc., 17600 Broadway, 


Ohio 
Kelsey-Hayes Co., 3600 Military Ave., Detroit 32, Mich. 
Kerns Manufacturing Corp., 45-18 Court Sq., Long 
Island City 1, N. Y. 
Langley Corp., 310 Euclid Ave., San Diego 12, Calif. 
Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif. 
Link Aviation, Inc., Hillcrest, Binghamton, N. Y. 
Link-Belt Company Dept. AWGL-58, Prudential Plaza, 
Chicago 1, Ii. 
Lovejoy Flexible Coupling Co., 5001 West Lake St. 
oa 44, I. 
Glen Head 


Lundy Corp 
LYCOMING ‘D AVCcO MANUFACTURING CORP., 
Stratford, Conn. SEE ADV. 
Lyndon Aircraft, “Inc, 140 Cli aoe . + 
J 


N. J. 
Massachusetts Gear & Tool Co., Div., Geartronics Corp., 
32 Nashua St., Woburn, Mass . 
Metron Instrument Co., 432 Lincoln, Denver, Colo. 
Micron Gear Mfg. Co., 73 Rushmore St., Westbury, 


Newark 5, 


N.Y. 

Moorlee Mfg. Co., 120 W. Slauson Ave., Los Angeles 3, 
Calif. 

Morse Chain Co., 

Motordyne, Inc., 
Calif. 

National Frost Protection Co., 
Fernando Bivd., Burbank, Cali 

New Process Gear 4 es Chrysler = 500 Plum St., 


Syracuse 1, N. 
Perkins Machine | Gear Co., Circuit Ave., West 


Springfield, Mass. 

Pesco Products Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

Philadelphia Gear Corp., Erie & G Streets, Phila- 
delphia, Pa. 

Piasecki Aircraft Corp., 
Airport, Philadelphia 42, Pa. 

Precision Gear Products, Inc., 132 lowa Ave., Pater- 
son 3, N. 

Prudential Industries,- Atlas Precision Pdts. Co. Div., 
Castor & Kensington Aves., Philadelphia 24, Pa. 

ing Corp., Hunti ngton Park, Calif 
Sido Ltd., 555 Boivin Bivd., Granby, Quebec, Canada 
The Snow-Nabstedt Gear Corp., Atlas & Welton Sts. 


Ithaca, N. 
2661 South Myrtle Ave., Monrovia, 


oo 2990 N. San 


Island Rd., International 


Inc., 5880 Centinela Ave., 
Calif. 

Sterling Precision Corp., 
Washington, N.Y. 

Sundstrand Aviation Div., Sundstrand Machine Tool Co., 
2421 llth St, Rockford, It 

Sundstrand Turbo, 10445 Glenoaks Bivd., 
Calif. 

Talley Corp., The, Newbury Park, Calif. 

Technical Products Div., Waste King Corp., 4600 
Pacific Bivd., Los Angeles 58, Calif. 

THOM INC., General Offices, Cleve- 
land 17, Ohio. SEE ADV. 0-170 

Vinco Corp., 9111 Schaefer Hwy., Detroit 28, Mich. 

Western Gear Corp., P. O. Box 192, 2600 E. Imperial 
Hwy., Lynwood, Calif. 

Westinghouse Electric Coren R Gateway Center, P. 0. 
Box 868, P' 

York Gears, Ltd., tes; “baledonia Rd., 
Ontario, Canada 

Zurn Industries, Inc., Mechanical Power Transmission 
Div., 1982 Pittsburgh Avenue, Erie Pa. 


17 Matinecock Ave., Port 


Pacoima, 


Toronto 19, 


Gear Cutters 


Barber-Co!man Co., Rockford, Il!. 
Belock Inst. Corp., 112-03 14 Ave., College Point 


56, N. Y. 
Canada Illinois Tools, Ltd, 
Mills, Ontario, Canada 
— = Gear Shaper Co., The, 78 River St., 


75 Scarsdale Rd., Don 
Spring- 
1000 University Ave., Rochester 


Id, 
Gleason Wort, Inc., 
3, N. 

PP Baton Contract Sls. Div., 


Res. Development 

Manufacture, Inc., 429 E. Collom St., Phila- 
delphia 44, 

Greenleaf Mfg. Co., 7814 Maplewood Industrial Court, 
St. Louis 17, Mo. 

HOOVER ELECTRIC CO., 2100 South Stoner Ave., 
- Angeles 25, Calif., Eastern Sls. & Serv., 
Hangar 2 fot falumbus Airport, Columbus 19, 
Ohie. SEE ADV. C-97 

Interair Parts 
field, L 

Michigan Tool Co., 
Detroit 12, Mich. 


se 55 Woodbine St., Bergen- 


7171 East McNichols Road, 


National Broach & Mach. Co. 5600 St. Jean, 
Detroit 13, Mich. 
Inc., 3500 West Fort 


id Bendix Aviation Corp., 
721 Springfield St., Dayton 1, Ohio 
Union Twist Drill Co., Athol, Mass 
Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 
Hwy., Lynwood, Calif. 


Gears, Metallic 


AC SPARK PLUG DIV., GENERAL MOTORS CORP., 
1925 E. Kenilworth Place, Milwaukee 1, Wis. SEE 
ADV. D-167 

ACF Industries, Inc., 750 Third Ave., New York 17, 
N.Y. 

Acme Gear Co., Inc., Englewood, 
N. J. 

Advance Gear & Machine Corp., Ave., 
Los Angeles 1, Calif. 

American Transmission Corp., Box 73, Caldwell, N. J. 

Ampco Metal, Inc., 1745 South 38th, Milwaukee 46, 
Wisc. 

Andrew Parts Manufacturing Co., 32-70 31 St., Long 
Island City 6, New York 

Belock a. Corp., 112-03 14 Ave., College Point 


56, Y. 

E. W. Bites Co., 1375 Raff Rd., S. W., Canton, Ohio 

Bowmar Instrument Corp., 2415 Pennsylvania St., Ft. 
Wayne, Ind. 

Champion Aircraft Corp., Osceola, Wi 

— MOTORS CORP. AIRCRAFT ENGINE 

DIV uskegon, Mich. SEE ADV 

R. S. “orstie x Co., 175 Fifth x 
N. 


Charles E. Crofoot Gear Corp., 65 Central St., 
Boston, Mass. 

Cunningham Industries, Inc., 
ford, Conn. 

Dalmo Victor Co. Div., 
Way, Belmont, Calif 

Daystrom Instrument Div., 
Pa. 

Defense Products Div., Fairchild Camera & Inst 
Robbins Lane, Syosset, L. I., N. Y. 

Diefendorf Gear Corp., Box 934, Syracuse 1, N. Y. 

Thomas A. Edison Industri ies, Instrument Div., 49 
Lakeside Ave., West Orange, N. J 

> tenn s Div., Elgin National Watch Co., Elgin, 


129 Coolidge Ave., 
5851 Holmes 


a York 10, 
South 
56 Hubbard Ave., Stam- 
Textron, Inc., 1515 Industrial 
Daystrom, Inc., Archbald, 


Co 
LOorp., 


Fale Core. The, 3001 West Cana! St., Milwaukee 1, 
& Bronx Bivd., 
Pittsburgh 6, 
4545 South Western 


samt Optical Co., 
New York 70, N 
J bg Fecker, Inc., 


Inc., East 238th St 
* . 
6592 Hailton Ave., 


m.. Bros. 4 ee Co., 
a i oS y' 


Co., 
GENERAL ‘MILLS, ANC. 
Central Ave., N. E., Minneapolis, 


Clintonville, Wisc. 
MECHANICAL DIV., 1620 
Minn. SEE ADV. 


c-90 
= Works, Inc., 1000 University Ave., Rochester 


v. 
m.%.. — ses, 5362 North Cahuenga Bivd., North 


Hollywood, 

Government Convent Sis. Div., Res. 
Manufacture, Inc., 429 E. Coliom St., 
44, Pa. 

Greenleaf Mfg. Co., 7814 Maplewood Industrial Court, 
St. Louis 17, Mo. 

Gries Reproducer Corp., 
Rochelle, N. Y. 

Hamilton Watch Co., Allied Products Div., 
Ave., Lancaster, Pa. 

Hartford Spec. Machy. Co., The, Hartford 12, Conn 

HOOVER 


Development 
Philadelphia 


158 Beechwood Ave., New 


Columbia 


ELECTRIC Co., 2100 South Stoner Ave., Los 
Angeles 25, Calif., Eastern Sis. & Serv., Hangar 2, 
Port Columbus Airport, Columbus 19, Ohio. SEE 
ADV. C- 

Chicago 38, 
Bergenfield, 


Cleveland 1, 


Hupp Aviation Company, 6633 West 65 St., 
it. 

Interair Parts Corp., 55 Woodbine St. 
N. J. 

Jack A. Heintz, Inc., 


ia. Verzi Machine Works, 4635 West Lake, Chicago, 


17600 Broadway, 


Binghamton, 
500 West 


Ti. 
Link Aviation, Inc., Hillcrest, 
Lovejoy Flexible Coupling Co., 
Chicago 44, by 
Massachusetts Gear & Tool Co., Div., 
32 Nashua St., Woburn, Mass. 
ag Tool Co., 7171 East McNichols Road, Detroit 


12, Mich. 
Micron Gear Mfg. Co., 73 Rushmore St., Westbury, 
N. Y. 


Lake ‘R. 


Geartronics Corp., 


Mueller Brass Company, Port Huron, Michigan 

National Broach & Mach. Co., 5600 St. Jean, Detroit 
13, Mich. 

New Process Gear Div., Chrysler Corp., 500 Plum St., 
Syracuse 1, N. Y. 

WNortronics Div., Northrop Aircraft 
Prairie Ave., Hawthorne, Calif. 

Perkins Machine & Gear Co., 
Springfield, Mass. 

Pesco Products Div., Borg-Warner Corp., 
Miles Rd., Bedford, Ohio 

PIC Design Corp., Sub. of Benrus Watch oe 
477 Atlantic Ave., East Rockaway, N. 

Philadelphia Gear Corp., Erie & G Streets, "Philadel- 
phia, Pa. 

Prudential Industries, Atlas Precision Pdts. Co. Div., 
Castor & Kensington Aves., Philadelphia 24, Pa. 


Inc., 222 North 


Circuit Ave., West 
24700 North 


Inc., 
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Reeves Instrument Roosevelt Field, Garden 
ty, N 
Sargent Engir veering Corp., Huntington Park, Calif 
Servomechanisms Mechatro! Div., 1200 Prospect 
Ave., Westbury, N. Y 
Sido Ltd., 555 Boivin Bivd., Granby, Quebec, Canz 
The Snow-Nabstedt Gear Corp., Atias & Weltor 
Hamden, Conr 
Springfield Brass Co., 821 
feild 12, Ob 
Stearns-Roger Mfg. Co., 
Colo. 
Sterling Pre 
Washingtor 


Corp., 


827 West Main St., Spring- 


P. 0. Box 5370, Denver 17, 


17 Matinecock Ave Port 
Div., Sundstrand Machine Tool 
Rockford 
10445 Glenoaks Bivd., Pacoima, 


THOMPSON —— INC., GENERAL OFFICES, 
Cleveland 17 SEE ADV. 0-170 

Vard, Inc., 298 Colorado St., Pasadena 

Vinco Corp., 91 Schaefer Hwy., Detroit 

Western Gear Corr P. 0. Box 192, 2600 £ 
Hwy., Lynwood, Calif 

Westinghouse Electric Corp., 
Box 868, Pittsb 

York Gears, Ltd 
Ontario, Canada 

Zurn Industries Mechanical Power 
Div., 1982 Pittsburgh Avenue, Erie, Pa 


3 Gateway Center, 
urgh 30, Pa 


825 Caledonia Rd., Toronto 


Gears, Nonmetallic 


Advance Gear & Mach 
Los > es 1 
Ar 73 
CONTINENTAL. DIAMOND Fiere CoRP 
St., Newark De SEE ADV. A-48 


5 Fifth Ave New 


Caldwe 


rth He 
Gries a 


HOOVER “evEcTRIC co. 
Los Ange es 
Hanga 
" SEE ADV 


Western Gea 
hwy yr 
nghouse 

Sox 865 
York Gears 


Ontario, 
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GENERAL 


Gordon Enterprises 5362 North 
tal yw a 

Mueller Brass 

Western Gear 
Hwy., Lynw 

Westinghouse 
Box 868, Pittsbur 


Ame > 
Canadia r Whit A ft mpany 


f i1Ga 
CONTINENTAL MOTORS CORP. AIRCRAFT ENGINE 
DIV ske SEE ADV A- 52 


oRoco DIV., BERMITE POWDER CO., 1 
f SEE ADV B-4C 

PROPELLEX “CHEMICAL CORP., A DIV. OF CHROM- 

ALLOY CORP Box 187 ; $ . 
SEE AW B- 40 
THIOKOL CHEMICAL corP 

J. SEE ADV D-181 

Wyle As ociates d 


aa CHEMICAL CORP 
N. J. SEE ADV. 0-181 


Generators, Ram Air 
Geodesic Domes 


ORDCO’ DIV 


BERMITE POWDER CO 
et ‘ SE 


Talley Corg he, Newt 


Germanium 


Pa 
MILLS, INC., MECHANICAL DIV 


MILLS, INC WV. 263 Glands, Hydraulic 
co ae a | ats (See Seals, Hydraulic) 


c Ww 
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GLASS 


Glass, Fibre Sheets, Strip, 
etc. 


Alsynite Co. FA America, 4654 De Soto St., San 
Diego 9, 
Cadiliae Plastic & Chemical Co., 15121 Second Ave. 


Detroit 3, Mich. 
Box 832, Redlands, Ca 
—_ > ‘P.O. Box 8 dw., Sun } a Corp., 


4 Sc hutley, N. J. 
Elienson Testing & Res. Lab. Inc, 57 W. 57 St, 
New York 19, ©. 
Enfab 1955 Lafayette & Santa Clara, Calif. 
Filon Paactis Corp., 2051 E > iepie Ave., El Segundo, 


Calif 
4321 Glenridge Rd., Cleveland 21, Ohio 
Giestic Corps ies, Inc., 900 Greenbank Rd., Wilmington 


8, Del. 
Kurt Mutual Industries Ltd., 476 Edduard St., Granby, 
Canada 
ues tan, Ltd., 3220 Dufferin St., Toronto 19, 
Ontario, Canada 
L O F Glass Fibers Co., 1810 Madison Ave., Toledo 1, 


Ohio 

McMillan Industrial Ipswich, Mass. 

Owens -Corni °c Corning pray Corp., — Div., 5933 
Telegraph Rd., Los Angeles 22, i 

Pittsburgh Plate Glass Co., 632 Fort Duquesne Bivd., 


Quaker Rubber Div., Tacony & 
Comly Sts., Philadelphia 24, Pa. 
Reinhold Eng. & Plastics Corp., 12827 East Imperial, 
Norwalk, Calif. 
Rogers Corp., Rogers, Conn, 
Synthane Corp., Oaks, Pa. 


Glass, Heat Resistant 


pao Greenwich & Morton Sts., New 
York 14, 


BAUSCH & toma OPTICAL A 4 82159 St. Paul St., 
Rochester 2, N. Y. SEE ADV. B-45 
ome Glass Works, Tech. Products Div., Corning, 
s We 


pupiaes Canada Ltd., 50 St. Clair Ave. W., Toronto 7, 
Ontario, Canada 
Ellensen Testing & Res. Lab., Inc, 57 W. 57 St, 
New York 19, N. Y. 
~“Owens-Ford Glass Co., National Bank Bidg., 
Toledo, Ohio 


Liberty Mirror a Libbey-Owens-Ford Glass Co., 
Brackenridge, P. 

Pittsburgh Plate Glass Co., 632 Fort Duquesne Bivd., 
Pittsburgh 22, Pa. 

Reinhold Eng. a Plastics Corp., 12827 East Imperial, 
Norwalk, Calif. 

at — Glass Co., 4717 Stenton Ave., Philadelphia 44, 


Gunite Engr. Corp, 1100 Union Landing Rd., 
Riverton, N. J. 


Glass, Polari~ed 


Edmund Scientific Corp., 
Barrington 3, N. J. 

Ellensen Testing & Res. Lab., Inc., 57 W. 57 St., New 
York 19, Y. 
Liberty Mirror Div., Libbey-Owens-Ford Glass Co., 

Brackenridge, Pa. 


Glass, Safety 


oe oats . Co., Greenwich & Morton Sts., New 
York 14, 
Duplate ete “ise, 50 St. Clair Ave. W., Toronto 7, 
Ontario, 
a ~ Corp., 11-13 Brookside Dr., Wilmington 166, 
ie 
Libbey-Owens-Ford Glass Co., Bank Bidg., 
Toledo, Ohio 
Libbey-Owens-Ford Glass Co., 
Brackenridge, Pa. 
Pittsburgh Plate Glass Co., 
Pa. 
— Glass Co., 4717 Stenton Ave., Philadelphia 44, 
a 


506 East Gloucester Pike, 


National 


Liberty Mirror Div., 
632 Fort Duquesne Bivd., 
Pittsburgh 22, 


Gloves, Protective 


Air Reduction Sales Co., 150 E. 42nd St., New York 
Bt, Ge Ve 


fam can Optical Co., 80 Mechanic St., Southbridge, 
ass. 


Bestobell (Canada) Ltd., 4 Bestobell Rd., Toronto 14, 
Ontario, Canada 

Carl H. Biggs Co., Biggs Bidg., 2255 Barry Ave., 
Los Angeles 64, California 

B. F. Goodrich Ind. Prods. Co., 
Akron 11, Ohio 

Johns-Manville, 22 East 40 St., New York 16, N. Y. 

Olympic Glove Co., Inc., 95 Madison Ave., New York, 
N. Y. 


South Main St., 


Modi 





Ray-O0-Vac Co., 212 East Washington Ave., 
Wis. 


10, 
L. Snyder & Son, Inc., 2413 No. Jasper St., 


M. 
Philadelphia 25, Pa. 


D-56 


431 North Quentin Rd., 
New York 10, N. Y. 


Standard ae Equip. Co., 
Palatine, I 
Victor ty = 49 E. 21 St, 


Goggles, Airmen 


Components, Inc., Me Ave., Twin Cities 
Airport, Benton Harbor, 
je Optical Co., 80 "Mechanic St., Southbridge, 


BAUSCH & & LOMB OPTICAL oo. 82159 St. Paul St, 
2, N. Y. SEE ADV. B-45 


» 212 East Washington Ave. Madison 


Wis. 
Watchemoket ote a Inc., 232 West Exchange St., 
Providence 3 


Goggles, Shop 


> nee Sales Co., 150 E. 42nd St., 
American Optical Co., 80 Mechanic St., Southbridge, 


BAUSCH & LOMB ee. 2. fu" St. Paul St., 
Rochester 2, N. SEE B-45 
General Scientific ian x 7516 Limekiln Pike, 
Philadelphia 50, Pa. 
Kent-Moore ee, Inc., 28635 Mound Road, 
‘ 


New York 


Warren, 
Olympic 4 Co, Inc., 95 Madison Ave., New 
York, 


N. 
a E - e. 


Wis. 
seanderd Safety Equip. Co., 
Palatine, Ill. 
United Supply Co., 3676 S. Broadway Pl., 
geles 7, Calif. 
Watchemoket Optical Co., 
St., Providence 3, R. L 


212 East Washington Ave., Madison 
431 North Quentin Rd, 
Los An- 


Inc., 232 West Exchange 


Gold & Gold Alloys 


Amer. Metal Climax, Inc., 500 5th Ave., New York 36, 
N. Y. 


J. Bishop & Co. Platinum Works, Malvern, Pa. 
c. ps | on nin Co., 318 Washington St., Mt. Vernon, 


m1 "jinetalturgical-Chemi cal Co, 6820 65th Ave., 
Philadelphia, 26, Pa 

Handy & Harman, 82 Fulton St., New York 38, N. Y. 

Metals & Controls Corp., General Plate Div., 41 Forest 
St., Attleboro, Mass. 

J. M. Ney Co., P. 0. Box 990, Hartford 1, Conn. 

Technic, Inc, P. 0. Box 965, 39 Snow St., Provi- 
dence 1, Rhode Island 


Governors, Propeller 


— yy yy ie Airport, Millville, 

me. A Electric Co., Westport, Conn. 

Exports, Inc., P. 0. Box 2122, Alexandria, Va. 

Hamilton Standard Div., United Aircraft Corp., Wind- 
sor Locks, Conn. 

Hoof Products Co., 6543 So. Laramie Ave., Chicago 33, 
Ml. 

Lund Aviation, Inc., 230 Park Ave., New York 17, 
N. Y. 

Piqua Engrg. Co., South & College Sts., Piqua, Ohio 

S. M. S. Instrument & Accessories, Inc., WN. Y. 
International Airport, Jamaica 30, N. Y. 

Servicair Co., 1841 Flower St., Glendale, Calif. 

Specialties, Inc., P. 0. Box 2062, Alexandria, Va. 

Woodward Governor Co., 5001 N. Second St., Rock- 
ford, Ill. 

Stair Instrument Co., The, P. 0. Box 341, Station 1, 
North Hollywood, Calif. 


Graphite, Colloidal 


Acheson Colloids Co., Port Huron, 

Grafo Colloids Corp., 310 Wilkes Pl 

A. D. ae, Inc., 198 Broadway, 
N.Y. 


Mich. 
Sharon, Pa. 
New York 38, 


Master Lubricants Co. 962 East Fourth St., Los 


Angeles 13, Calif. 


Graphite, Lubricating 


Port Huron, Mich. 
4802 Camp Bowie Bivd., 


Acheson Colloids Co., 

Almar-York Co., Inc., 
Worth, > 

Brooks & Perkins, Inc., 
16, Mich. 

Electrofilm, Inc., 7116 Laurel Canyon Bivd., 
Box 106, North Hollywood, Calif. 

Esso Export Corp., Aviation Dept., 60 W. 49th St., 
New York 20, N. Y. 

Grafo Colloids Corp., 310 Wilkes Pl., Sharon, Pa. 

Kano Laboratories, 1000 South Thompson Lane, Nash- 
ville 11, Tenn. 


Fort 
1950 West Fort St., Detroit 


P. 0. 


Master Lubricants oo 962 East Fourth St., Los 


: poe Carbide Corp., 30 E. 
on | Products Co., 6541 Euctid Ave., Cleveland 3, 
U. S. — Co., Div., The Wickes Corp., Saginaw, 


Greases 


Acheson Colloids Co., 
Alemite Div., 


Port Huron, Mich. 

Stewart Warner Corp., 
iversey Bivd., Chicago 14, Ill. 

ag oy A Co., "Inc., 4802 Camp Bowie Bivd., Fort 

——- Chemical Co., 3940 Summit St., Weston, 

Drilube Co., 723 West Broadway, Glendale 4, California 

Esso Corp., _ Dept., 60 W. 49th St., 


1828 West 


New York 20, N. 
Esso Standara Oil Co., 


N. 
Gulf oii Corp., 


15 West 51 St., 


1822 Gulf Bidg., Pittsburgh, Pa. 
Houghton Co. 303 W. Lehigh Ave., 
delphia 33, 


Pa. 
— Refining Co., 77 N. Kendall Ave., Bradford, 


New York 19, 


Phila- 


Lubricants Div., Lockrey Co., Southhampton, N. Y. 
Lubrication Engineers, 


Inc., Box 7128, Fort Worth 11, 
Texas 


Master Lubricants Co. 
Angeles 13, Calif. 
New York & New Jersey Lubricant Co., 
Ave., New York 17, N. Y. 

Penazoil Div, South Penn Oil Co., Drake Bidg., Oil 
ity, 

PIC Design Corp., Sub. of Benrus Watch Co. Inc., 477 
Atlantic Ave., East Rockaway, N. Y. 

Pure Oi! Co., The, a Dept., 35 East Wacker 
Or., Chicago 1, 

Quaker State Oil Refining Corp., Quaker State Bidg., 
Oil City, Pa. 

Shell OH Co., 50 West 50 St., New York 20, N. Y. 
Shel! Oi! Co. “of Canada, Ltd., P. 0. Box 400, Terminal 
A, Toronto 1, Ontario, Canada 
‘Silicones Div., Union Carbide Corp., 
New York 17, N. 
a Refining Co., 


me “Mobil e Co., Inc., 
York 17, N. Y. 

Standard Oil 
Inc., 225 Bush St., 

Sun Oil Co., 1608 Walnut St., 

Technical Information Service, Dow 
Midlands, Mich. 

Texas Co., The, 135 E. 42 St., 

Union Oi! Co. of Calif., Union Oil Center, 
7600, Los Angeles, Calif. 

United Lubricant Co., 
3, Ohio 

White & Bagley Co., The, 100 Foster St., 
8, Mass. 

Zenith Plastics Co., Sub., Minnesota Mining & Mfg. 

Co., 1600 West 135 St., Gardena, Calif. 


962 East Fourth St., Los 
292 Madison 


30 E. 42 St, 
Y. 
600 Fifth Ave., New York 20, 


150 East 42 St., New 


Co. of California, Western Operations, 
San Francisco 20, Calif. 
Philadelphia 3, Pa. 
Corning Corp., 


New York 17, N. Y. 
P. 0. Box 


4614 Prospect Ave., Cleveland 


Worcester 


. > > 
Greasing & Lubricating 
. 
Equipment 
Alemite Div., Stewart Warner 
Diversey Bivd., Chicago 14, Ill. 
Aro Equipment of Canada Ltd., P. 0. Box 515, Toronto 
15, Ontario, 
Associated Technica! Sales Co., 
Ave., Dayton, Ohio 
DeVilbiss Co., The, Phillips 
Gray Co., Inc., 56 llth Ave., 
Minn. 


Corp., 1828 West 


1926 E. Siebenthaler 


Ave., Toledo 1, Ohio 
N. E., Minneapolis 13, 


McNeil Machine & Engineer- 


Lincoln Engrg Co., Div., 
Louis 20, 


ing Co., 5701 ‘Natural Bridge Ave., St 
Mo. 
The McNeill Machine & Engrg 
Bivd., St. Louis 20, Mo. 
Monarch Aircraft Sales, Inc., 
Huntington Park, Calif. 


Grills 


\rayer-Hanson Div., National-U. S. 
P. 0. Box 2215, Terminal Annex, 
Calif. 

McGraw-Edison Co., Elgin, Ill. 

Wickwire-Spencer Steel Div., 
Corp., The, 575 Madison Ave., 


Co., 4010 Goodfellow 


3311 East Gage Ave., 


Radiator Corp., 
Los Angeles 54, 


Colorado Fuel & Iron 
New York, N. Y. 


Grinding Machines 


Almar-York Co., Inc., 4802 Camp Bowie Bivd., Fort 
Worth, Tex. 
American Broach & Machine Co., Ann Arbor, Mich. 
Black & Decker Mfg. Co., The, 600 East Pennsylvania 
d. 


Ave., Towson 4, 
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GROUND HANDLING 


Brown & Sharve Mfo Promenade St., wm fg. Co., 1 Michiean J e yorth 20, Cleveland 
Providence 1, R f 
To 


Gere. $008 Sactatnere Ota Gat Walter vercieen, « Astoria Blvd. S. CONSOLIDATED DIESEL 


ri . ‘ T; 


CORNELIUS CO., THE 


SEE A 
CRAIG SYSTEMS, I! 
f SEE 


DEL MAR ENGINEERING 


Grommets, Metallic 


The American Brass Co., Waterbury, Conn 
Arnav Fitting rt 32 Indust 

N. J 
Calinoy Div., Illinois Works 


Grommets, Nonmetallic 


Actionflex Div 
State St 

Aero Gasket 

Arnav Fitting 


> Seq r 

vd Hawt 

asmowneat PRODUCTS aa FEDERAL- MO- 
UL-POWER BEARINGS, INC ry street, AIRCRAFT CORP., Nia 
Long Beach 5 lif. SEE AV. D- 187 BELL N SEE ADV. pwr 

Auburn Mfg Cc Middletown, . Bogue Electr ; 52 

AUBURN SPARK PLUG CO INC 89 York St 
Auburn, N. Y SEE ADV. D-208 

Calinoy Div., 1 s Tool Works, 12917 Cerise St 


awthorne, C f 


Wayne 2, Ind. INDUSTRIAL TOOL MFG. CORP., DIV. PENDLETON 
‘ irist t terr Ltd P 4, TOOL INDUSTRIES, INC ‘ Marbrisa Ave 
tevenson Fie nnipeg, Manitoba 4 Huntingt Park, Calif. SEE ADV. 0-196 
CONTINENTAL. DIAMOND FIBRE CORP., 70 S. Chapel . & Per ! 1950 West F St 2 4 : 7é E Iv clew 
St., Newark, De SEE ADV. A-48 ; 
Co-Operative Industries, Inc., Chester, N. J. t THE BRUNSWICK- BALKE-COLLENDER CO _ DEFENSE 
R. S. Cristie & C 175 Fifth Ave., New York 10, PRODUCTS DIV., 1700 Messier ' Mich 
N. Y¥ SEE ADV. B-46 
nerson Plastics Corp., 3 Seabury Ave., Bronx BUDD CO., THE, 2450 Hunting Park Ave., Pt 
61, N. Y 29, Pa. SEE ADV. A-48 
Firestone Tire & Ru o., 1200 Firestone Pkwy., Buffalo Metz tz Corp., 35 Roetzer 
Akron 17, Ob 11 
Garron Aircraft pr Ir 5 Union Square, New 
York 3, N. Y 
General Tire & : 0... 1708 Englewood Ave., 
Akron 9, Ohi 
ding, McBean c 01 Los Feliz Bivd., Los 
ngeles, Calif 
Goshen Rubber Co., Ir 7 East Iowa St., Goshen, 
Ind 
Grieff Brothers, 506 Broadway, New York, N. Y 
Griffith, G. L. & Sons Lt 341 Erie St., Stratford, 
Ontario, Canada 
Hathaway, Kraemer Ltd., 125 Whitney Pl., Kitchener, 
Ontario, Canada 
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Longren Aircraft Co., Inc., 24751 Crenshaw Bivd., 


Torrance, Calif. 
Lynn Coach & Truck Co., Oneonta, 
Magna Mill Products, 10533 Sessler 5” “South Gate, 
California 
Mast Development Company, Inc., 2212 E. 12th St., 
owa 


Davenport, 

Mechanics Res. Div., American Machine & Foundry Co. 
1104 S. Wabash Ave., Chicago 5, Ill. 

Menasco Mfg. Co., 805 S. San Fernando Bivd., Bur- 
bank, Calif., Box 7397, Sylvania Station, Ft. 
Worth, Texas 

Midland Foundry & Machine Co., Ltd, 223-5 Bay 
St. W., Midland, Ontario, Canada 

Miller Research Labs. Div., Miller Metal 
Inc., 2215 Russell St., Baltimore 30, Md. 

M inneapolis-Honeywell Reguiator Co., Aeronautical Div., 
2600 Ridgway, oe 13, Minn. 

Missile Products Div., Fruehauf Trailer Co., 10940 
Harper Ave., Detroit = Mich. 

Modern Metal Crafts Sts., ¢ - “Cor. York & Amer- 
mere Sts a ia 3 a. 

OR GENERA OR CORP. (HOBART BROS. AFF.) 
Se at wt ~yhs oy, Ohio. .SEE ADV. EL 

George L. Nankervis Co., 15300 Fullerton Ave., De- 
troit 27, Mich. : 

National Company, inc., Div., 61 
Sherman St., Maiden, Mass. 

NEWBROOK MACHINE CORP., 16 Mechanic St., Silver 
Creek, N.Y. SEE ADV. B-39 

NORTH AMERICAN AVIATION, INC., COLUMBUS DIV., 
asee Gast Fifth Ave., Columbus 16, Ohio. SEE ADV. 
D-1 

Pac Aero Engineering Corp., 3021 Airport Ave., Santa 
Monica, Calif. 

Pesco Prods. Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

ey Mfg. Co., 5951 Sepulveda Bivd., 


Piasecki Aircraft Corp., Island Rd., 
Airport, Philadelphia 42, Pa. : 

Rad aphone Co., Inc., 600 East Evergreen, Monrovia, 

RANDALL ENGINEERING CORP., 5933 Bowcroft St. 
Los Angeles 16, Calif. SEE ADV. D-203 

Regent Jack a Co., Inc., 11905 Regentview Ave., 
Downey, Calif. 

Reliant Dontetes, 4935 Firestone Bivd., South Gate, 
Ca 

Republic Aviation Corp., Farmingdale, 

Rheem Mfg. Co., Gov. a he 
ruff Ave., D Calif 

JR Robbins Co., 9046 Sunset Bivd., Los Angeles 46, 


alif 
Ronan & Kunal, Inc., Marshall, Mich. 
640 de Courcelle St., 


Rousseau Controls Ltd., 
1035 Westminster Ave., 


Products, 


Guided Missile 


Van Nuys, 


International 


“ain Wood- 


Mone 
treal, 30 

Roya Industries, 
Alhambra, Calif. 

Ru <A Co., The, 4700 San Pablo Ave., Oakland 8, 


Ca 

Sancor Corp., 1661 Franklin Ave., El Segundo, Calif. 

Schaffer Air Industries, Inc., 290 North Henry St. 
Brooklyn 22, N. Y. 

Skyline Products, Inc., Grand Bivd., Deer Park, N. Y. 

A. 0. Smith Corp., Aero — Div., 900 
E. Ball Rd., Anaheim, Calif 

SMITHCRAFT © FABRICATION " DIVISION, A. L. 
SMITH 200 Bent Street, Cam- 
bridge a yy *, SEE e ADW D-199 

SOLAR AIRCRAFT co. 2200 Pacific Hwy., San Diego 
12, Calif. SEE ADV. A-58 

E CORP. P. 0. Box 5175, Dallas, Texas. SEE 


Inc., 


enue Armament, Inc., 631 Allen Ave., Glendale, 
Calif 

Stanley Aviation Corp., 2501 Dallas St., Denver, Colo. 

B. K. Sweeney Mfg. Co., 6300 East 44 Ave., Denver 
16, Colo. 

Symington-Wayne Corp., 


ngton 5, D. C. 
Taylorcraft, Inc., Conway-Pittsburgh Airport, Conway, 


Pa 

Thieblot Aircraft Co. Div., Vitro Corp. of America, 
P. 0. Box 481, Martinsburg, West Va. 

THOMPSON PRODUCTS, INC., Genera! Offices, Cleveland 
17, Ohio. SEE ADV. D-170 

Universal Metal Products, 331 Vineland Ave., La 
Puente, Calif. 
Van Zelm Associates, 
Baltimore 6, Md. 
Vickers, Inc. Div., Sperry Rand Corp., Administrative 
& Engrg. Center, Detroit 32, Mich. 

Vitro Corp. aa America, 261 Madison Ave., New York 
16, N. 

Waco bt Co., The, Peters Ave., Troy, Ohio 

Wallace & Tiernan, Inc., 25 Main St., Belleville 9, 
N. J. 


Wire Bidg., Rm. 809, Wash- 


Inc., 7803 Pulaski Hwy., 


Inc., Dept. 175, Baltimore 
Burbank, 
North 


Washington Aluminum Co., 
29, . 

ay Aircraft Corp., 2820 Ontario St., 
alif. 

Wells Industries Corp., 6880 Troost Ave., 

Hollywood, Calif. 


Western Design & Mfg. Corp. Div., U. S. Industries, 
. Bidg. 344, Santa Barbara Airport, Goleta, 
Ca! 

Western Gear Corp., P. 0. Box 192, 2600 E. Imper- 
ial Hwy., Lynwood, Calif. 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 

Wheland Company, The, Signal Mountain Bivd., Chat- 
tanooga, Tenn. 


D-58 


Willamette Iron & Stee! Co., 
Portiand 10, Oregon 

York Gears, Ltd., 825 Galendonia Rd., 
Ontario, Canada 


2800 N. W. Front Ave., 
Toronto 19, 


> > 
Ground Heating Equipment 
Aeroil Products Co., South 
Hackensack, N. J. 
Airconductors, 367 East Olive, Gardena, Calif. 
Aircraft Components, Inc., Woodland Ave., 
Cities Airport, Benton Harbor, Mich. 
AiResearch Mfg. Div., The Garrett Corp., 402 S. 
9851 


Inc. 69 Wesley St., 


Twin 


36 St., Phoenix, Ariz. 

AiResearch Mfg. Div., The Garrett Corp., 
Speuiveda Bivd., Los Angeles 45, Calif. 
AiResearch Aviation Service Div., The Garrett Corp., 
6201 W. Imperial Hwy., Los Angeles 45, Calif. 
Almar-York Co., Inc., 4802 Camp Bowie Bivd., Fort 


Worth, Tex. 
AMERICAN AIR FILTER CO., INC., DEFENSE PROD- 
UCTS Le 310 Third St. Rock Isiand, Ill. SEE 


ADV. D-205 

AMERICAN AIR FILTER CO., INC., 215 Central Ave., 
Louisville 8, Kentucky. SEE ADV. D-205 

1660 Tenth St., Santa Monica, Calif. 

1950 West Fort St., Detroit 


Aqualite Corp., 

Brooks & Perkins, Inc., 
1 Mich. 

CONSOLIDATED DIESEL ELEC. CORP., 880 Canal St. 
Stamford, Conn. SEE ADV. D-209 

Drayer-Hanson Div., WNational-U. S. Raditor Corp., 
+a y Box 2215, Terminal Annex, Los Angeles 54, 

att. 

Ellis & Watts Products, Inc., Cincinnati 36, Ohio 
The Garrett Mfg. Corp. of Canada, Ltd., 4 Racine Rd, 
Rexdale, Ontario, Canada 
Greer Hydraulics, Inc., N. Y. International Airport, 

Jamaica 30, N. Y 
Inc., 3535 N. Sylvania St., Fort Worth, 


1732-42 Berkeley St, 
Bivd., 


Highland Engineer 3 Co., 
Santa Monica, Ca! 
Houston Fearless 1d 11801 West Olympic 

Los Angeles 64, Calif. 
C. E. Howard Corp., 9001 Raye Ave., 


Calif. 

INDUSTRIAL TOOL MFG. CORP. SUB., PENDLETON 
TOOL INDUSTRIES, INC pie Marbrisa Ave., 
Huntington Park, Calif. SEE ADV. D-196 

Jdanitrol Aircraft Div., Surface Combustion Corp., 
4200 Surface Rd., Columbus 4, Ohio 

Miehle-Dexter Supercharger Div., Christensen Co., 100 
Fourth St., Racine, oe 

Miller Research Labs. Div., Miller Metal Products, 
Inc., 2215 Russell St., Baltimore 30, Md. 

Nelson Electric Manufacturing Co., 4041 South Sheri- 
dan, Box 5385, .Tulsa, Okla. 

Pac Aero Engineering Corp. 
Santa Monica, Calif 

SOLAR AIRCRAFT CO., 2200 Pacific Hwy., San Diego 
12, Calif. .SEE ADV. A-58 

UNITED AIRCRAFT og) INC., P. 0. Box 1035, 
Dayton, Ohio SEE ADV. 

Western Design & Mfg ng Div., United States 
Industries, Inc., Santa Barbara Airport, Goleta, 
Calif. 

Western Gear Corp., P. 0. Box 192, 
imperial Hwy., Lynwood, Calif. 


South Gate, 


3021 Aijrport Ave. 


2600 €E. 


Guides, Valve 


American Brake Shoe Co., 
36, New York 

Andrew Parts Manufacturing Co., 
Long Island City 6, New York 

CONTINENTAL MOTORS CORP., ee ENGINE 
DIV., Muskegon, Mich. .SEE A 

Curtiss-Wright Corp., Metals Sams a Buffalo, 
N.Y 


530 Fifth Ave., New York 


32-70 31 St. 


B. H. Hadley, Inc., 1427 Garey Ave., Pomona, Calif. 

Kenyon Instrument Co., Brewster, N. Y. 

Lund . ems Inc., 230 Park Ave., 
N. 


Twouepsen PRODUCTS, INC., General Offices, Cleve- 
land 17, Ohio. SEE ADV. D-170 

United Metallic O Ring Corp., Box 1035, Dayton 1, 
hio 


New York 17, 


Guns, Rivet 


Cleco Div., Reed Roller Bit Co., 
Houston, Texas 

B. F. Goodrich Aviation Products, A Div. of The B. F. 
Goodrich Co., 500 South Main St., Akron 18, Ohio 

United Shoe Mchy. Corp., 140 Federal St., Boston 7, 
Mass. 


P. 0. Box 2119, 


Gussets 


Champion Aircraft Corp., Osceola, Wisc. 

Variety Aircraft Corp., 2901 W. Third St., Dayton, 
Ohio 

Wm. H. Snow Co., 1413 E. Franklin Ave., El Segundo, 
Calif. 


Hair for Upholstery 


Armour & Co., N. Benton Rd., Alliance, Ohio 
Armour & Co., Cushioning Products Div., 
Abrasives Div., Alliance, Ohio 

Seteeine Craftsman Corp , Box 27, Edgewater, N. J. 
The B. Goodrich Co., Shelton, Conn. 

Nubraft "ate Co., Shelbyville, ‘Ind. 

F. “ = & Co., Church & Tacony Sts., Philadelphia 

a. 


Coated 


Handles (Doors, Cabinet, 
etc.) 


Adams-Rite >. Bons 
Glendale 4, 

— re Co., Inc 

Bendix Aviation Corp., Friez Instrument Div., 
Taylor Ave., Baltimore 4, Md 

Cambridge Thermionic Corp., 447 Concord Ave., Cam- 
bridge, Mass. 

Corbin Products Div., Ohlson International 
Crescent Piaza Bidg., Long Isiand City 1, N 

CRAIG SYSTEMS, INC, 1360 Merrimack ‘St, Lawrence, 
Mass. .SEE ADV. D. 

Engineered Froducts — 
Smith St., Flint, Mich 

ae Pulley & Hardware Corp., High St., 


540 West Chevy Chase Dr., 
, 210 S. Victory Bivd., 


1400 
Corp., 
Y. 


The, P. 0. Box 118, 129 


West Nyack, 


Litton Industries, 336 Worth Foothill Rd., 
Hills, Calif 

National Lock Co., 1902 Seventh St., 

Republic Steel Corp.-Berger Division, 
Ave., N. E., Canton 5, Ohio 


Beverly 


Rockford, Il! 
1038 Belden 


Handling Equipment, 
Passenger & Cargo 


Air Cargo Equip. Co., 1121 E. Colorado Ave., Glen- 
dale 5, Calif 

Air-Ex Inc., Montreal Airport, Dorval, Quebec, Canada 

Airconductors, 367 East Olive, Gardena, Calif. 

Aircraft Mechanics Inc., 3200 North Nevada St, 
Colorado Springs. Colo. 

Allied International Co., 

, N.Y. 

American Car & Foundry Div., ACF 
750 Third Ave., New York 17, N 
American Pulley Co., 4200 Wissahicken Ave., 
adelphia 29, Pa. 
Associated Co. Inc., 


230 Park Ave., New York 


Industries, Inc., 


Phil- 

1441 S. McLean Bivd., Wichita 

Canada Litd., 636 St. Paul St. W, 

, Quebec, Canada 

Baker Industrial Trucks, Division of Otis Elevator Co., 
8000 Baker Ave., N. W., Cleveland 2, Ohio 

William Bal Corp., 2 Johnson St., Newark 5, N. J. 

Bristol Aircraft (Western) Ltd, P. 0. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 

Brooks & Perkins, Inc., 1950 West Fort St., Detroit 


Buffalo 


ic 


16, 
Buffalo Metal Container Corp., 35 Roetzer St., 


.¥. 

Burner-Ho omon Mfg. Corp., 4706 Rhode Island Ave., 
Hyattsville, Md. 

Champion Airquipment, Inc., 
burgh 21, Pa 

Champion Co., 


Ohio 

CONSOLIDATED DIESEL ELEC. CORP., 
Stamford, Conn. SEE ADV. D-209 

Cromer Mfg. & Eng. Co., Inc., 2138 E. 88 St., Los 
Angeles, Calif. 

Drayer-Hanson Div., National-U. S. Radiator Corp., 

0. Box 2215, Terminal Annex, Los Angeles 54, 

Calif. 

Engineering & Manufacturing Co., 
Philadelphia 4, Pa. 

Fabricated Steel Service, Inc., 
Bivd., North Hollywood, Calif. 

Fairbanks Co., The, 393 Lafayette St., 
N. Y. 

Four Wheel Drive Auto Co., Clintonville, Wisc 

General Logistics Div., Aeroquip Corp., 2929 Floyd 
St., Burbank, Calif 

Globe Hoist Co., 1000 E. Mermaid Lane, 
18, Pa. 

Grant Pulley & Hardware Corp., High St., 
N. Y. 


P. 0. Box 8786, Pitts- 


The, 400 Harrison St., Springfield, 


880 Canal St., 


611 North 40 St. 


7400 Laurel Canyon 


New York 3, 


Philadelphia 
West Nyack, 


Hardman Tool & Engineering Co., P. 0. Box 25825, 
1845 S. Bundy Drive, Los Angeles 25, Calif. 

Industrial Handling Equip. Co., 1231 W. Monroe St., 
Chicago 7, lil. 

INDUSTRIAL TOOL MFG. CORP. SUB., PENDLETON 
TOOL INDUSTRIES, INC., 8150 jarbrisa Ave., 
Huntington Park, Calif. .SEE ADV. D-196 

Lindholm Corp., 585 Main St., East Orange, N. J. 

Lockheed Aircraft Service, Inc., Box 33, Ontario, 
Calif. 

Lockheed Aircraft Corp., Georgia Div., Special Products 
Branch, Marietta, Ga. 

Miller Research Labs. Div., Miller Metal 
Inc., 2215 Russell St., Baltimore 30, 
National Vulcanized Fibre Co., P. 0. Box 311, Wil- 
mington 99, De 


Products, 
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Petersen Construction Corp., 431 W. Chestnut Ave., 


Monrovia, Calif. 2 . 
Pettibone Mulliken Corp., 4710 W. Division St., Chi- 


cago 51, lll 
Phelps Mfg. Co., 5951 Sepulveda Bivd., 


Calif. 
Reliant Industries, 4935 Firestone Blvd., 
Calif. 

Rheem Mfg. Co., Gov. Products Div., 11711 Woodruff 
Ave., Downey, Calif. 7 
Sancor Corp., 1661 Franklin Ave., El Segundo, Ca f. 
Schaffer Air Industries, Inc., 290 North Henry St, 

Brooklyn 22, N. Y. 
Skyline Products, Inc., Grand Bivd., Deer Park, N. Y. 
Car! N. Soule Co., 700 Xenia Ave., Dayton 10, Ohio 
SPACE Oa P. ©. Box 5175, Dallas, Texas. .SEE 
ADV. D-16 


Thieblot Aircraft Co. Div., Vitro Corp. of America, 
P. 0. Box 481, Martinsburg, West Va. 

Townsend Engineered Products, Inc., 805 
St., Santa Ana, Calif. 

— Mfg. Co., 5250 Dobeckmun Ave., Cleveland 2, 


Van Nuys, 


South Gate, 


S. McClay 


Ohi 
Uni ted States Stee! Corp., Consolidated Western Steel 
P. 0. Box 2015, Terminal Annex, Los Angeles 
54, Calif. 
Match Corp., P. 0. Box 
5841, St. Louis 21, Mo. 

Van Zeim Associates, Inc., 7803 Pulaski Hwy., Balti- 
more 6, Md. 

Washington Aluminum Co., Inc., Dept. 175, Baltimore 
29, 

wasaingies Me ag a Associates, 
Ave., Rockville, 

Weber | Aircraft “ond 2820 Ontario St., 

Calif. 

Wells Industries Corp., 6880 Troost Ave., North Hol- 
lywood, if. 

Western Design & Mfg. Corp., Div., U. S. Industries, 
Inc., Bidg. 344, Santa Barbara Airport, Goleta, 
Ca if. 

Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 
Hwy., Lynwood, Calif. 


Armament Div., 


Inc., 979 Rollins 
Burbank, 


Hangers, Cable 


Aero om, Atlanta Airport 
Service Co., 


Atlanta, Ga. 
75 West St. 


Andrew California Corp., 941 E. Marylind, Claremont, 
Calif. 

Associated Co. Inc., 
13, Kans 

BURNDY CORP., OMATON DIV., Norwalk, Conn. 
ADV. D-159 

Kickhaefer Manufacturing Co., 
Milwaukee 4, Wisc 

Prodelin, Inc., 307 Bergen Ave., Kearny, 

Rome Cable Corp., Rome, N. Y 

Washington Aluminum Co., Inc., Dept. 
29, Md. 


1441 S. McLean Bivd., Wic 


SEE 
901-03 Second St, 
N. J. 

175, Baltimore 


Headlining (Interior 
Furnishings) 


Aero Corp., Atlanta Airport, Atlanta, Ga 

Aeronautical Upholsterers, Inc., Friendship 
Airport, Md 

Bristol Aircraft (Western) Ltd, P 
Stevenson Field, Winnipeg, Manitoba, 

Champion Aircraft Corp., Osceola, 

Collins & Aikman Corp., 200 
York 16, N. Y 

Columbus Coated Fabrics 
Aves., Columbus Oh 

Duracote Corp., 

John J. Foster 
Mesa, Californ 

General Tire & Rubber Co., 
Akron 9, Ohio 

Monadnock Millis Sub., United-Carr 
1977 First Ave., San Leandro, Ca 

Swediow Plastics Co., 6986 Bandini Bivd., 
22, Calif. 

Textileather Div., The General 
607 Madison Ave., 


Internat’! 


Wis 
Madison Ave., New 


Corp., Seventh & Grant 


mond St., Ravenna, Ohio 
Harbor Bivd., Costa 


1708 Englewood Ave., 
Fastener Corp., 
Los Angeles 


Tire & Rubber Co., 
Toledo 3, Ohio 


Headrest Covers 


Acme Paper Products Co., 126 W. 22 St., 
ll, N. Y. 

Aero Corp., Atlanta Airport, Atlanta, Ga. 

Aeronautical Upholsterers, Inc., Friendship 
Airport, Md 

Burns Aero Seat Co., 
St., Burbank, Calif. 

Canadian Flight Equipment Cobourg, Ltd., 
St., Cobourg, Ontario, Canada 

John J. Foster Mfg. Co, 2880 Harbor Bivd., 
Mesa, California 

Hardman Too! & Engineering Co., P. 0. Box 25825, 
18645 S. Bundy Drive, Los Angeles 25, Calif. 

Irving Air Chute Co., 1315 Versailles Rd., Lexington, 
Ky. 


New York 


Internat’! 
Inc., Box 127, 3900 Cohasset 
66 Swayne 


Costa 


Victor Gloves Inc, 49 E. 21 St. New York 10, 
N 


Vuican Binder & Cover Co., 401 Fourth St, S. W., 


Birmingham 11, Ala. 


Heat Exchangers 


AiResearch Mfg. Div., The Garrett Corp, 9851 
Sepulveda Bivd., Los Angeles 45, Calif. 
Alco veaeaaan, Inc., Dept. 905, Box 1065, Schenectady, 


N 

AMERICAN AIR FILTER CO., INC., DEFENSE PROD- 
UCTS DIV., 310 Third St., Rock Isiand, Ili. SEE 
ADV. D-205 

o— Metal, Inc., 1745 South 38th, 


BELL “AIRCRAFT CORP., Niagara Falls Bivd., 
Falls, N. Y. SEE ADV. A-46 

Benson Mfg. Co., 1611 Agnes Ave., 
Mo 

Carbone Corp., 400 Myrtle Ave., Boonton, N. J 

Carrier Corp., Carrier Parkway, Syracuse 1, New York 

Chicago Pneumatic Tool Co., 8 East 44th St., New 
York 17, N. Y. 

Cromer Mfg. & Eng. Co., Inc., 2138 E. 88 St., Los 
Angeles, Calif. 

Despatch Oven Co., 619 
Minneapolis, Minn 

Ellis & Watts Products, Inc., 

General Alloys Co. 405 W. 
Mass. 

Griscom-Russell Co., The, Sub. of 
Equip. Corp., Massillon, Ohio 

Industries, Inc., 900 Greenbank Rd., 


Milwaukee 46, 
Niagara 


Kansas City 27, 


Southeast Eighth St, 


36, Ohio 
Boston 27, 


Cincinnati 
First St. 
Precision 


General 
Wilming- 
! 

Heat & aw Inc., 1615 Cortland Ave., San Fran- 
cisco 10 

HOFMAN LABORATORIES, INC., 5 Evans Terminal, 
Hillside, N. J. SEE ADV. D-193 

Houston Fearless Corp., 11801 West Olympic Bivd., Los 
Angeles 64, Calif 

C. E. Howard Corp., South Gate, 
Calif 

Hupp Aviation Company, 
38, Ill 

Janitro! Aircraft Div., Surface Combustion Corp., 4200 
Surface Rd., Columbus 4, Ohio 

LAVELLE AIRCRAFT CORP., Newton, Bucks County, Pa. 
SEE ADV. A-44 

Leader Iron Works, 

Lear, Romeo Div., 

Lucas-Rotax Ltd., 
Ontario, Canada 

McGregor Mfg. Corp., 2785 East Maple, Birmingham, 
Wich 

McQuay Corp., 1600 Broadway St., N. E., 
13, Minn 

Metal Fabricators Corp., 63 Pond St. 
Mass. 

Modine Mfg. Co., Adv. Dept., Racine, Wisc. 

Mueller Brass Cornpany, Port Huron, Michigan 

National Carbon Co. Div., Union Carbide Corp., 30 E. 
42 St., New York 17, N. Y 

National U. S. Radiator Corp., Johnstown, Pa. 

NEWBROOK MACHINE CORP., 16 Mechanic St. 
Creek, N. Y. SEE ADV. B-39 

Portland Copper & Tank Works, Inc., 80 Second St., 
South Portland, Me 

Power Generators, in, 600 Stokes Ave., 

Roton Manufacturing Co Schoonmaker 
stock, N. Y 

Ryan Aeronautical Co., L 


La f. 
SOLAR AIRCRAFT oo. 2200 Pacific Hwy., San Diego 
12, Calif. .SEE ADV. A-58 
South Wind Heater Div., Stewart-Warner Corp., 1514 
Drover St., Indianapolis 7, 
Stainless Steel Prods., Inc., 
rbank, Calif 
Standard Thomson Corp., 
Grove St., Waltham 54, Mas 
Stearns-Roger Mfg. Co., P. 
° 
Stewart- Warner 


i 


9001 Raye Ave., 


6633 West 65 St., Chicago 


Inc., 2122 WN. Jasper, Decatur, Ill. 
Lear, Inc., Elyria, Ohio 


Box 11 5, Station H., Toront 


Minneapolis 


Waltham 54, 


Silver 


Trenton, N de 
Lane, Wood- 


dbergh Field, San Diego 12, 


Denver 17, 
Corp., South Wind-Aircraft Products 
Dept., 1514 Drover St Indianapolis, Ind 
Stewart-Warner Corp., South Wind Heater Div. 
Drover St., Indianapolis 7, Ind 
Techr ~~ ——— Div., Waste King Corp., 
os Angeles 58, a 
TENNEY ENGINEERING. INC., 1090 Springfield Rd., 
Union, N. J. .SEE ADV. 0-171 
Thermal Research & Engineering Corp. 500 Brook Rd., 
—— a — 
La Crosse, W 
UNITED AIRCRAFT PRODUCTS “INC, P. 0 
ayton, Ohio SEE ADV. B-43 
United Metallic 0 Ring Corp., Box 1035, 
hio 
Welding & Steel Fab. Co., Inc., P. 0. 
awanda, N. Y. 
Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Gox 868, Pittsburgh 30, Pa. 


1514 
4600 Pacific 


Heater Muffler Assemblies 


Associated Co. Inc. 1441 S. Mclean Blvd, Wichita 
13, Kans. 

Found Brothers Aviation Ltd., 
Ontario, Canada 

McGregor Mfg. Corp., 2785 East Maple, 


Ryan Aeronautical Co., 
Calif 


Malton Airport, Malton, 


Birmingham, 
Lindbergh Field, San Diego 12, 
Stainless Steel Prods., Inc., 2980 San Fernando Rd., 


Burbank, Calif 


United Metallic O Ring Corp., Box 1035, Dayton 1, 
Ohio 


—— Metal Products, 331 Vineland Ave., La Puente, 
alif. 
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HEATING UNITS 
Heaters, Portable Ground 


AiResearch Mfg. Div., 
Phoenix, Ariz 
——— —— Service Div., — yw Corp., 

O01 W. Imperial Hwy s 45, C 
AMERICAN AIR FILTER cO., INC., “DEFENSE * pROD- 
UCTS pe ., 310 Third St., Rock Island, Ill. SEE 
ADV. D-205 
AMERICAN AIR FILTER CO., INC., 215 Central Ave. 
Louisville 8, Kentucky. SEE ADV. D-205 


Clayton Manufacturing Co., P. 0. Box 


The Garrett Corp., 402 S. 36 St., 


alif 
Coates Electric Mfg. C 
>eattie 4, Wash 
Friden, Inc., Sar 
General E lectr ‘ 
>chenectady 5, N 
Greer Hydraulics, 
Jamaica 30, N. Y 
€. Greiner Co., 22 N. Moore . 
Gremco, Inc., 3535 N ylvania St., 
Highland Encineering Co., 1732-42 Berkel 
Monica, Calif 
c. G. HOKANSON CO., INC., 2140 P u 
Angeles 25, Ca SEE ADV D-201 
Hussmann Aircraft Hussmann Ref 
819 East Taylor St t Lou A 
Janitrol Aircraft Div rface Cx 
Surface Rd., Columbus 4, C 
Lucas-Rotax Ltd., Box 
Ontario, Canada 
Master Vibrator Co., 
Ohio 
McGraw-Edison Co., 
Miehle-Dexter Super 
Fourth St., Ra 
National Frost 


Fernando B! 

SPACE CORP., P. 0 
SEE ADV. D- 161 
United Metallic Rir 

Ohio 
Western Gear D., 
Imperial Hwy., Lyr 
Edwin L. Wiegand 
burgh 8, Pa 
Wright, P. M., Electr 
W., Montreal 25, Quebe 


Heating Elements & Units, 
Flexible 


Aero Rese arch Instrument A : 

7 

AMERICAN AIR waren C0., INC., DEFENSE PROD- 
310 Third Rock i, I SEE 
ADV. D-205 

AMERICAN AIR FILTER CO., INC 
Louisville 8, Kentucxy. SEE ADV. 0-20 os. 


American Instrument 
Iver Spring, Md 

Atias Electric Prod 

3. Corp., The, 321 

Mfg 


~~ s 1, 
Nelson Electric Mar 
dan, Box 5385, 
Safeway Heat Eelement 
Middletown, Conn 
Suchy Division, 1 
19, N. Y. 
Temperature Engr 
Riverton, N. J. 
Therm-O-Lab Corp, 6 
Hollywood, Calif 
United Metallic 0 Ring 
Ohio 
United States Rubber - 
New York 20, N. Y. 





HEATING UNITS 
1376 Ferguson, St. Louls, 


P. O. 


Electric Mfg. Co., 
Gateway Center, 
Pitts- 


1327 Dorchester St., 
~anada 
San Pedro St. Los 


re meal 


. p e< le 69 


Ae 


Wesley 


Ca 
AMERICAN. AIR “FILTER €0., “Ine DEFENSE PROD- 
UCTS DIV., 310 Third St., Rock Isiand, | SEE 
ADV. D-205 
Be & Gossett Co., 8200 
ve 


Coie Electric Co 


MOTORS CORP. — ENGINE 
Mich. SEE A A-52 


N. Austin Ave., 
8439 Steller Dr., C 


CONTINENTAL 
Muskegon 


Milwaukee 


Corp 


Los Angeles 54, 


ncinnati 36, Ohio 


Stee Corp., Fostoria, Ohio 


Co., 1 a Div. 1 River 
mectady 5, N. Y 
22 N. Moore St., New York 
30525 Aurora Rd Solon 
6830 South Cottage Grove Ave., 


N. Y. 


Ohio 


ssmann 


Refrigerator Co., 
Mo 

Corp., 
a Station H., Toronto 
13, Ontar 


Magnethermic Box 839, Youngstown 7, 


Broadway St., N. E., Minne- 
Protection Co., Inc., 2990 WN. 
Bivd., Burbank, Calif 
National U. S. Radiator Corp., Johnstown, Pa. 
Nelson Electric Manufacturing oe 4041 
Sheridan, Box 5385, Tulsa, Ok 
Ryan Aeronautical Co., Lindberg Field, San Diego 12, 
Calif 
Spartar Air 
Ontario 
Stewart Warner 
lept., 1514 Drover St., 


South 


Services Ltd, 74 Sparks St., Ottawa, 
Canada 

Corp., South Wind-Aircraft 
Indianapolis, Ind 


1100 Union Landing Rd., 


Products 


Temperature Engr. Corp., 


Riverton 
Therma! Research & Engineering Corp., 
Conshohocken, Pa 
Typhoo n Air 


Carro ot 


Meta 


500 Brook Rd., 


Conditioning Co. Div., Hupp Corp., 505 

Brooklyn 15, N. Y 

United ic O Ring Corp., Box 1035, Dayton 1, 
Ohio 

Western Gear 
Imperial Hwy 
Edwin L. Wiegand Co., 
burgh 8, Pa 

L. J. Wing Mfg. Co., 182 Vreeland Mil 
N. J 

Wright, P. M., Electrical Co., 
w Montreal 25, Quebec, 


Corp P. 0. Box 
Lynwood, Calif 
7500 Thoms 


192, 2600 €E. 


Bivd., Pitts- 
Ils Rd., Linden, 


1327 Dorchester St. 
Canada 


Helmets, Crash 


Aerojet-Genera 6352 North 


Azusa, 


Corp., 
California 

450 Seventh Ave., New York 1, 
Industries Ltd., 476 Edduard St., 


Irwindale Ave., 


N. Y. 
Granby, 


Gentex Corp., 

Kurt Mutua 
Quebec, Canada 

Mine Safety Appliances Co 201 North Braddock Ave., 
Pittsburgh 8, Pa. 

Protection, Inc., Div., 15222 South Broadway, 
Box 61037, ‘South Station, Los Angeles 61, 

Zep Aero, 113 Sheldon St., El Segundo, Calif. 


P.O 
Calif. 


Helmets, Sound 


David Clark Co., Inc., 360 Park Ave., 
555, Worcester 2, Mass 


American Optical Co., 80 Mechanic St., 
Mass 


Gentex 
N.Y 


P. 0. Box 
Southbridge, 
Corp., 


450 Seventh Ave, New York 1, 


P. O. 
Calif. 


Protection, Inc. Div., 
Box 61037, 


15222 South Broadway, 
South Station, Los Angeles 61, 
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Little Ferry 


Ave., Copiague, 


os Angeles 39, 


Wagner Mfg 
waukee 9, Wis 
Extruded Hinge Div oung Spring & Wire 
Cherry Hill & Ridoe Rds., Ypsilanti, Mich. 


Corp., 


Hoists (Airborne) Bomb, 
Cargo, etc. 


Acco Equipment Div., Americ 
Inc., 1100 East Princess 
All American Aircraft Products 1311 West Pacific 
Coast Highway, Harbor 
All American Engineering 
mington, De 
American Engineering Co 
St., Philadelphia 37, Pa 
Associated Co. Inc., 1441 S. McLean Bilvd., Wichita 
13, Kans 
Aviquipo of Canada Ltd., 
real, Quebec, Canada 
Breeze Corporations, Inc., 700 Liberty Ave., Union, 
N. J 
Cleveland Pneumatic Industries, Inc., 
Street, Cleveland 5, Ohio 
Cromer Mfg. & Eng. Co Inc., 
Los Angeles, Calif 
i -?- Steel Service, Inc 
North Hollywood, Calif 
HOOVER “FLECTRIC CO., 2100 South ‘tcrer Ave, 
a Angeles 25, Ca Eastern Sis. & Serv., 4angar 
Port Columbus Airport, Columbus 19, Ubio. SEE 
abv. C-97 
Jack & Heintz, Inc., 17600 
Ohio 
Kelsey-Hayes Co., 3600 Military Ave., ¢ticit 32, 
Mich 
Lindholm Corp., 585 East 
Lucas-Rotax Ltd., Box 115, Station H., 
Ontario, Canada 
Lundy Mfg. Corp., Glen Head, N. Y 
Miller Research Labs. Div Miller Metal Preducts, 
Inc., 2215 Russell St., Baltimore 30, Md 
Pesco Prods. Div., Borg-Warner 24700 
Miles Rd., Bedford, Ohio 
Regent Jack Mfg. Co., Inc., 
Downey, Calif 
Talley Corp., The, Newbury Park, Calif 
Thermo-Form Div., Aluminum Taper Milling Div 
mil Corp., 225 Oregon St., E! Segundo, Calif 
Match Corp., Armament Div., P. 0. Cox 
Louis 21, Mo 
2981 E. Colorado St., 
Sperry Rand Corp., 
& Engrg. Center, Detroit 32, Mich 
Western Gear Corp., P. 0. Box 192, 
perial Hwy., Lynwood, Calif. 


Wheatsheaf Lane & Sepviva 


636 St. Paul St. W., Mont- 
3781 East 77th 
2138 E. 88 ‘t., 


7400 Laure! ‘anyon 


Broadway, Cleulend 1, 


Orange, N. J 
Tcrorto 13, 


Main St 


Corp., merth 


11905 Regentview Ave., 


Alta- 


Universal 
5841, St 


Vard, Inc., 
Vickers, Inc. Div., 


Pasadena 8, Calif 
Administrative 


2600 E. Im- 


Hoists & Lifts, Powered 


du Pont Airport, Wil- 


All American Engineering Co., 
mington, Del. 

Broach 

American Pulley Co., 
delphia 29, Pa 

Aro Equipment of 
ronto 15, Ontario, 

Blackhawk Mfg. Co., 
46, Wisc 

Breeze Corporations, 
N. J. 


Mich. 
Phila- 


& Machine Co Ann Arbor, 
4200 Wissahicken Ave., 


American 


Canada Ltd., P. 0. Box 515, To- 
Canada 
5325 W. Rogers St., Milwaukee 


Inc., 700 Liberty Ave., Union, 


Chicago Pneumatic Tool Co., 8 East 44th St., New 
York 17, N. Y. 

Colson Corp., Jonesboro, Ark 

Converto Mfg. Co., Cambridge City, Ind. 

Cromer Mfg. & Eng. Co., 2138 €E. 
Los Angeles, Calif. 


88 St., 


Inc., 


Detroit 

Mich 
Duff-Norton Co 
Electrica ngineering & Mfg 

sor Bivd. Los Angeles 16 
Fabricated Steel Serv 

Bivd., North 


Brothers 


2709 Preble 


4400 West ‘ 
_SEE ADV. D-182 
1231 W 


HARNISCHFEGER CORP., 


waukee 46. Wis 


way, New 
M 


1345 Lagonda Ave 


463 Warrer 
Wire B 
The, Newbury Park 
Power Too! Co., State & 
Universal Match Corp., Armament 
5841, St. Louis 21, Meo 
Vard, Inc., 2981 Colorado St., 
Wells Industries Corp 6880 Troost Ave 
wood, Calif 
West Bend 
Bend, Wis 
Western Gear Corp., P. 0 , 2600 
perial Hwy., Lynwood, Calif 
Wright Hoist Div., American 
735 Hay St., York, Pa 
Yale & Towne Mfg. Co., 
Philadelphia 15, Pa 


Honeycomb, Structural 


New York 17 


Pasadena 8 
North 


Equipment Co 16 Water St 


Inc., 


Chain & Cable Co 


11000 Roosevelt Bivd., 


ACF Industries, Inc., 750 Third Ave., 
N.Y 

Aero Supply & Equipment Co., P. 0. Box 96, Stanley 
Kansas 

Albano Co., Inc., 555 W. 34 St., New York 19, N. Y 

Albano Co _ ko on Div., 549-555 W. 54 St, 
New York 

TRE BRUNSWICK. ‘BALKE- COLLENDER CO., DEFENSE 
FRODUCTS DIV., 1700 Messier St., Muskegon, Mich 

SEE ADV. 8-46 

BYDD CO., THE, 2450 Hunting Park Ave., 
79, Pa. SEE ADV. A-48 

Continental Can Co., Honeycomb Products, 100 
42 St. New York 17, N. Y 

Fairchild Electrotechnics Div Fairchild 
Airplane Corp., 118 E. léth St., Costa Mesa 

Fieet Mfg. Ltd., Gilmore Road, Fort Erie, Ontar 


Philadelphia 
East 


Engine & 
f 


Corp., 1210 Massiion Rd Akron 


Hexce! Products, Inc., P. 0. Box 177, Havre De Grace 
Maryland 

Honeycomb Co. of America, Inc., 
Avenue, Bridgeport, Conn 

Young Spring & Wire Corp., 403 

Pasadena, Calif 

Bridgeport Brass Co 
Conn. 


1225 Connecticut 


Honeycomb Div., 
Raymond St., 

industrial Products 
St., Bridgeport 2, 

Kerns Manufacturing 
Island City 1, N 

McMillan Industrial Corp., 

Narmco Industries, Inc., Research & Development 
Division, 8125 Aero Drive, San Diego 11, California 

National U. S. Radiator Corp., Johnstown, Pa 

NORTH AMERICAN AVIATION, INC., 12214 Lakewood 
Bivd., Downey, Calif. SEE ADV. D-166 

Portland Copper & Tank Works, Inc., 80 Second 5t., 
South Portland, Me 

Propulsion Development Labs., 
E! Segundo, Calif 

Reinhold Eng. & Plastics Corp., 
norwalk, Calif. 

Rheem Mfg. Co., Gov. Products Div., 
Ave., Downey, Calif 

yan Aeronautical Co., 
Calif. 


30 Grand 


45-18 Court Sq., Long 


Corp - 


Ipswich, Mass 


1120 El Segundo Bivd 
12827 East Imperial 
11711 Woodruff 


Lindbergh Field, San Diego 12, 
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Scientific-Atlanta, Inc., 2162 Piedmont Rd, N. E, 
th 
SOLAR AIRCRAFT CO., 2200 Pacific Hwy., San Diego 


12, Calif. SEE ADV. A 
Staniey Aviation Corp., aot Dallas St., Denver, 


lo. 
Swediow Plastics Co., 6986 Bandini Bivd., Los Angeles 


22, Calif. 
Temeo Aircraft Corp., P. 0. Box 6191, Dallas 22, 


Thermo-Form om, Aluminum how Milling Div., 


fs one St. , Cali 
GLASS &0. Pale 1733 Sor 
“dova St., ayhe ny 7, Calif. SEE A 
U. S. Propellers Inc., Subsidiary of ty A, A 
Inc., 12177 a St., Pacoima, Calif. 
Waco Co., The, Peters Ave., Troy, Ohio 


Honing Machines 


Barnes Drill Co., 814-830 Chestnut St., Rockford, Ill. 

C. Allen Fulmer Co., 1217 First National Bank Bidg., 
Cincinnati 2, Ohio 

Lund Aviation, Inc., 230 Park Ave., New Vork 17, 
N. Y. 

Micromatic Hone Corp., 8100 Schoolcraft 
Detroit 38, Mich. 

Moline Tool Co., Moline, Ill. 

- —~¥ . —_ pau Co., 


SUNNEN. PRODUCTS ¢ CO., 7910 Manchester, St. Louis 
17, Mo. SEE A 6-199 

Wheel ae Corp., 

Mich. 


Ave., 


3500 West Fort St., 


Techiine Div., 1433 Avenue “V", 


Vicksburg, 


Hose, Air 


Actionfiex Div., 
State St., Hastings, 

Aeroquip (Canada) Ltd., 
Ontario, Canada 

, 300 South East Ave., Jackson, Mich. 

Western Div., 3015 Winona Ave., 


Orchard Industries, Inc., 
Mich 
287 Bridgeland Ave., Toronto 


912 West 


367 East Olive, Gardena, Calif. 

Alemite Div., Stewart Warner Corp., 1828 West 
Diversey Bivd., Chicago 14, Il! 

Allied Metal Hose Co., 3746 9th St., Long Island 


Y 
, 113 Sheldon St., El Segundo, Calif 
American Brass Co., The, American Metal Hose Div., 
P. 0. Box 791, Waterbury 20, Conn. 
Arn oe ‘eames Corp., 32 Industrial Ave., Little Ferry, 


ARROWHEAD PRODUCTS DIVISION, FEDERAL-MOGUL- 
BOWER BEARINGS, INC., 2300 Curry Street, Long 
Beach 5, Calif. SEE ADV. 0-187 

Bestobell (Canada) Ltd., 4 Bestobell Rd., Toronto 14, 


Ontario, 
3114 West Carroll 


Canada 
Binks Manufacturing Co., 
Chicago 12, Ill 
Chicago Pneumatic Tool Co. 8 East 44th St., New 
York 17, N. Y. 
Dayton Rubber Co., The, Dayton, Ohio 
DeVilbiss Co., The, Phillips Ave., Toledo 1, Ohio 
Dunbar Kapple, Inc., North Island Ave., Batavia, Ill. 
Dunlop Canada Ltd., 870 Queen Street East, Toronto 
8, Ontario, Canada 
Firestone Tire & Rubber Co., 
Akron 17, Ohio 
, 100 Park Ave., New York 17, N. Y. 
, 1302 S. Third St., Maywood, Ill. 
Gates Rubber Co., The, 999 South Broadway, Denver 
17, Colo 
B. F. Goodrich Aviation Products, A Div. of The 
F. Goodrich Co., 500 South Main St., Akron 
Ohio 
Goodrich Canada, 


conductors, 


Ave., 


1200 Firestone Pkwy., 


Ltd., Kitchener, Ontario, 


Ind. Prods. Co., South Main St., 


dyear Aircraft Corp., 1210 Massillon Rd., Akron 
1s, Ohio 

Gray Co., Inc., 56 11th Ave., N. E., Minneapolis 13, 
Minn 

Gutta Percha & Rubber, 
Toronto 3, Ontario, 

Hewiltt-Robins, Inc., Glenbrook P. 0., Stamford, Conn. 

Lincoin Engrg. Co., Div., McNeil Machine & Engineer- 
ing Co., 5701 Natural Bridge Ave., St. Louis 20, 
Mo 

Polymer Corp., The, Reading, Pa. 

H. K. Porter Co., Inc., Quaker Rubber Div., Tacony 
& Comly Sts., Philadelphia 24, Pa. 


Raybestos-Manhattan, Inc., 61 Willett St., 
N. J. 


Ltd., 114 O'Hara Ave., 
da 


Passaic, 


Republic Rubber Div., Lee Rubber 
Albert St., Youngstown 1, Ohio 

Resistofiex Corp., Roseland, N. J. 

Fred T. Roberts & Co., Danbury Rd., Wilton, Conn. 

A. Schrader’s Sons, 470 Vanderbilt Ave., Brooklyn 
17, WN. Y. 

Security Parachute Co., 
Leandro, Calif. 

M. L. Snyder & Son, Inc., 
Philadelphia 25, Pa. 

STRATOFLEX, P. 0. 
Texas. SEE ADV. D-210 

or wy of Canada Inc., 91 Kipling Avenue S., 
. 0. Box 49, Toronto ‘is, Ontario, Canada 


& Tire Corp., 


295 West 141 Ave, San 
2413 No. Jasper St., 


Box 10398, Fort Worth, 


Superior Pneumatic & Mfg. Inc., 4758 ‘Warner Rd., 
Cleveland 25, Ohio 

United gl ws Co., 1230 Ave. of the Americas, 
New York 

WEATHERHEAD C6., THE, 300 E. 131 St., Cleveland 
8, Ohio. SEE ADV. A-43, D-186 

Zep Aero, 113 Sheldon St., El Segundo, Calif. 


Hose Assemblies, Flexible 
(Hydraulic, Air) 


Actionfiex Div., Orchard Sonate, Inc., 
State St., Hastings, Mich. 

Aeroquip (Canada) Ltd., 287 Bridgeland Ave., Toronto 
9, Ontario, Canada 

Aeroquip Corp., Western Div., 
Burbank, Calif. 

Aeroquip Corp., 300 South East Ave., Jackson, Mich. 

ae, 620 Paula Ave., Glendale 1, Calif. 

367 East Olive, Gardena, Calif 

AIRWORK CORPORATION, Municipal Airport, Millville, 
New Jersey. SEE ADV. D-201 

Alemite Div., Stewart Warner Corp., 
Diversey Bivd., Chicago 14, Ill. 

Al ied Metal Hose Co., 3746 9th St., 


912 West 


3015 Winona Ave., 


1828 West 


Long Island 
° Y. 
Inc., 113 Sheldon St., El Segundo, Calif. 

The American Brass Co., Waterbury, Conn 

American Brass Co., The, American Metal 
P. 0. Box 791, Waterbury 20, Conn. 

American Standard Prods., Inc., 3030 Main St, 
Hartford, Conn. 

Amnor Aviation Corp., 514 Halstead Ave., 
neck, N. Y. 

Anchor Coupling Co., 
ville, It. 

Andrew Parts Manufacturing Co., 32-70 31 St., 
Isiand City 6, New York 

Avica Corp., P. 0. Box 180, Newport, R. I 

Aro Equipment of Canada Ltd., P. 0. Box 515, 
Toronto 15, Ontario, Canada 

ARROWHEAD PRODUCTS DIVISION, FEDERAL-MOGUL- 
BOWER BEARINGS, INC., 2300 Curry Street, Long 
Beach 5, Calif. SEE ADV. 0-187 

Arnav Fitting Corp., 32 Industrial Ave., Little Ferry, 


J 
The Barth Corp. 


ons abel (Canada) Ltd., 4 Bestobell Rd., Toronto 14, 
Ontario, Canada 
Blac ical Mfg. Co., 5325 W. 


46, Wisc. 
Br = i, . (Western) Ltd, P. 0. Box 874, 
ield, Winnipeg, Mani toba, Canada 
BRUNING co. THE, 601 South Ninth St., Lincoln, 
. Aov. D-183 


Carmac Aviation, 8414 San Fernando Road, Sun Valley, 
California 

Chicksan Co., Sub. of Food Machinery & Cromtent 
Corp., 330 North Pomona Ave., Brea, Calif 

Circle Weld Co., Inc., 8400 San "Fernando Rd., Sun 
Valley, Calif. 

Collins Engineering Corp., 
Culver City, Calif. 

Dayton Rubber Co., The, Dayton, Ohio 

Dunbar Kapple, Inc., North Isiand Ave., Batavia, Ill. 

Dunlop Canada Ltd., 870 Queen Street East, Toronto 
8, Ontario, ada 

Flexible Metal Hose Mfg. Co., 
Costa Mesta, Calif. 

Flexonics Corp., 1302 S. Third St., Maywood, Ill. 

Flight Refueling, Inc., Friendship International Airport, 
P. 0. Box 1701, Baltimore, 

Garron Aircraft Supply, 
York 3, N. Y. 

. F. Goodrich Canada, Ltd. 
Canada 

B. F. Goodrich 
Akron 11, Ohio 

Gray Co., Inc., 56 llth Ave., N. E., 
Minn. 

Hewitt-Robbins, 
Conn. 

Kennedy Aircraft 
Flushing 58, N. 

Lincoln Engrg. Co., Div., 
ing Co., 5701 Natural Bridge Ave., St 
Mo. 

lund Aviation (Canada) 
Dorval, Quebec, Canada 

McGregor Mfg. Corp., 2785 East Maple, 
Mich. 


Hose Div., 


Mamaro- 


342 North Fourth St., Liberty- 


Long 


12650 Brookpark Rd., Cleveland 30, 


Rogers St., Milwaukee 


9050 Washington Bivd., 


777 West 16 St. 


d 
Union Square, New 


Ontario, 


Inc. 5 


Kitchener, 
Ind. Prods. Co., South Main St., 
Minneapolis 13, 


Inc., Glenbrook P. 0., Stamford, 


Supply Co., 43-10 162nd St., 
Y. 

McNeil Machine & Engineer- 
Louis 20, 


Ltd., Montreal Airport, 


Birmingham, 


The McNeill Machine & Engrg. Co., 4010 Goodfellow 
Bivd., St. Lowis 20, Mo. 

Mueller Brass Company, Port Huron, Michigan 

Parker-Hannifin Corporation, 17325 Euclid 
Cleveland 12, Ohio 

Polymer Corp., The, Reading, Pa. 

Resistoflex Corp., Roseland, N. J. 

Fred T. Roberts & Co., Danbury Rd., 

Roylyn, Inc. 1706 Standard Ave., 

Rucker Co., The, 
Calif. 


Ave., 


Glendale 1, 


Wilton, Conn. 
4700 San Pablo Ave., J 


f. 
Oakland 8, 
Standard Thomson Corp., Clifford Mfg. Co. Div., 152 

Grove St., Waltham 54, Mass. 
Stratoflex of Canada Inc., 91 Kipling Avenue S., 

P. 0. Box 49, Toronto 4... Ontario, Canada 
STRATOFLEX, INC., P. 0. Box 10398, Fort Worth, 

Tews, SEE ADV. D-210 
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Titeflex, Inc., Hendee St., Springfield 4, Mass. 
a Co. of Canada Ltd., The, 109 Inkerman 
St. Thomas, , Canada 

WEATHERHEAD AD CO. OMe” 300 E. 131 St., Cleveland 
8, Ohio. SEE ADV. A-43, 0-186 

€. 8 Wiggins Oil Tool Co., Inc., 3424 East Olympic 
Bivd., Los Angeles 23, Calif 

Zep Aero, 113 Sheldon St., Ei Segundo, Calif. 


Hose, Flexible Metallic 
Air ag he — 3 = Co., 


Burbank rbank, 

AIRWORK CORPORATION, uri Airport, Millville, 
New Jersey. SEE ADV. 0-201 

Allied Metal Hose Co., 3746 9th St. 
City 1, WN. Y. 

The American Brass Co., Waterbury, Conn. 

American Brass Co., The, American Metal 
P. 0. Box 791, Waterbury 20, Conn 

Arnav Fitting Corp., 32 Industrial Ave., 


N. J. 

ARROWHEAD PRODUCTS DIVISION, FEDERAL-MOGUL- 
BOWER BEARINGS, INC., 2300 Curry Street, Long 
Beach 5, Calif. SEE ADV. D-187 

Avica Corp., P. 0. Box 180, Newport, R. I. 

Aviquipo of Canada Ltd. 636 St. Paul St. W., 
Montreal, Quebec, Canada 

The Barth Corp., 12650 
30, Ohio 

Breeze Corporations, Inc., 700 Liberty Ave., Union, 
N. J 


3318 W. 


Long Island 


Hose Div., 


" Little Ferry, 


Brookpark Rd., Clevelan 


Cambridge Corp., Lowel! Industrial Park, Lowell, Mass 

Carmac Aviation, 8414 5 ernando Road, Sun Va 
California 

Circle Weld Co., Inc., 
Valley, Calif. 

Co-Operative Ind 

D-K Mfg. Co., 5059 S 

Dunbar Kapple, Inc., Nort! 

Federal Metal Hose Corp., 
7, WN. Y. 

Flexible Metal Hose 
Costa Mesta, Calif 

Flexonics Corp., 1302 S. Third 

S. F Goodrich Canada, Ltd., 
Canada 

E. Greiner Co., 

Hallett Mfg. Co., 
Calif. 


San Fernando 


22 N. Moore St., New Yo A 
5910 Bowcroft St., Los Angeles 16, 

Johnson Metal Hose, Inc., 10 Sperry St., Waterbury 
20, Conn 

Lund Aviation (Canada) Ltd., Montreal Airport, 
Quebec, Canada 

Packless Metal Hose, Inc., 730 S. C bus 
Mount Vernon, N. Y 

H. K. Porter Co., , Quaker Rubber Div. 
& Comiy Sts., Philadelphia 24, Pa 

Ronan & Kunzil, Inc., Marshall, Mich 

Ryan Aeronaut cal Co., Lindbergh Field, 
Calif 


5 ' 
Vorval, 
Ave., 


Tacony 


San Diego 12, 

Stainiess Stee! Prods., Inc. 2980 San Fernando Rd., 
Burbank, Calif. 

Standard Thomson Corp., Clifford Mfg. Co. Div. 152 
Grove St., Waltham 54, Mass. 

. Inc, 91 Kipling Avenue S., 
. , Toronto 18, Ontario, Canada 

Stratos Div., Fairchild Engine & Airplane Corp., Bay 
Shore, N. Y. 

Titefiex, Inc., Hendee St " 

Welding & Steei Fa . . 0. Box 
Tonawanda, N. Y 


Mass 


Hose, Flexible Nonmetallic 


Actionfiex Div., Orc hard | Industries, Inc., 
State St., Hasting h 

Aeroquip (Canada) Ltd., 287 
9, Ontario, Canada 

Aeroquip Corp., Western 
Burbank, Calif 

Aeroquip Corp., 300 Sout 

Airconductors, 367 East C 

AIRWORK CORPORATION, 

New Jersey. SEE ADV. D-201 

Altitude, Inc., 113 Sheldon St., El 

American Brass Co., The, American Metal 
P. 0. Box 791, Waterbury 20, Conn 

Arnav Fitting Corp., 32 Industrial Ave. Little Fe 
N. J. 

ARROWHEAD PRODUCTS DIVISION, FEDERAL- MOGUL- 
BOWER BEARINGS, INC urry S Long 
Beach 5, Calif. SEE ADV. D-187 

Beemer Engineering Co., 401 North Broad 
delphia 8, Pa 

Bestobell (Canada) Ltd., 4 Bes 
Ontario, Canada 

Blackhawk Mfg. Co 
46, Wisc. 


, Phila- 


tobell Rd, T 


Dayton Rubber Co., 

Oixon Corp., 7-21 Burn 

Dunlop Canada Ltd., 870 Queen 
8, Ontari Canada 

Durkee-Atwood Co., 215 North East 
Minneapolis 13, Minn 


Seventh St. 
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HOSE 


Firestone Tire & Rubber Co., 
Akron 17, Ohio 


Fiexhaust Co., 100 Park Ave., 
Inc 7856 Salt 


1200 Firestone Pkwy., 


New York 17, N. Y. 
Lake Ave., Huntington Park, 


Tubing Corp d, Conn 
cs Corp 1 Third St 
The, 999 South 


Maywood, Ill. 
Broadway, Denver 
Canada Ltd., 


Kitchener, Ontario, 


Products, 500 South 


rods. Co., South Main St., 


Goodyear rcraft Corp., 1210 Massillon Rd., Akron 


Griffith, G. L. & Sons Ltd., 341 Erie St., Stratford, 
Canada 
& Rubber, Ltd, 
Ontario, Canada 
Inc., Glenbrook P 
22 East 40 St 
Canada t 
u Canada 
cNe Machine & 
ow Bivd 


114 O'Hara Ave., 
Stamford, Conn 
York 16, N. Y 
Airport, 


New 
Montrea 


St., Passaic, 


Wilton, Conn 
No. Jasper St, 
adeiphia 25 
STRATOFLEX, INC., 
Texas. SEE ADV. D-710 
Stratofiex of Canada | 91 Kip 
Box 49 Ontario 
Titefiex, Inc yi St., Springfield 4, Mass 
U S C Garlock Packing Co 
‘ Camden 1, WN. J 

Unit tates R Cc 1230 Ave. of the Americas, 
New York 20 

Zep Aero, 113 Sheldon St., E 


10398, Fort Worth, 


ng Avenue S., P. 0. 


Canada 


The, 


Segundo, Calif. 


(Fuel, Oil) 


- 912 West 
Hastings, 
Canada) Ltd 
Canada 


Western 


Toronto 


Winona Ave., 
puth East Ave., Jackson, Mich. 
Glendale 2 
7 st 
AIRWORK “CORPORATION, Municipa 
New Jersey. SEE ADV. D-201 
Allied Metal Hose Co., 3746 9th St., 


ong Island 


The, American Metal 
Waterbury 20, Conn 


Aviation Corp 514 Halstead Ave., 


Hose Div., 
Mamaroneck, 


342 North Fourth St.,- Liberty- 


pling Co., 


ng Corp., 32 Industrial Ave., Little Ferry, 
N. J 
ARROWHEAD PRODUCTS DIV., FEDERAL-MOGUL- 
BOWER BEARINGS, INC., 2300 Curry S Long 
5 f. SEE ADV. D-187 
craft Western Ltd. P. O Box 
d, Winnipeg, Manitoba, Canada 
Sub. of Machinery & Chem 
North Pomona Ave., Brea, Calif 
Inc., 8400 San Fernando Rd., 


MOTORS CORP 


Street 
874, 
Food 


Sun 


Valley Lalit 
CONTINENTAL 
DIV., Muskegon, Mich. SEE ADV 


AIRCRAFT ENGINE 
A-52 


Dunbar Kapple, Inc., North Island Ave., Batavia, 


Ltd., 870 Queen 


canada 
& Rubber Co., 
ty 


Street East, Toronto 
1200 Firestone Pkwy. 
Airport, 

Broadway, Denver 


Produ A 
South Me n St 


Div. of The 
Akron 18, 
Kitchener, 


On 
ntario, 


South Main St., 


Massillon Rd., Akron 
Internati onal 
Market St 

56 1lt . inneapolis 


dyear 
144 


Minn 
Percha & Rubber 
onto 3, Ontario, Canada 
Hewitt-Robins, Inc., Glenbrook P. 0 
L na Ay ation 

Quebe 


olymer Corp., 


G Ltd., 114 O’Hara Ave., 


T 
Stamford, Conn. 


Canada) Ltd., Montreal A Dorval, 
anada 


The, 


rport, 


Reading, Pa. 
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H. K. Porter Co., Inc., Quaker Rubber Div., 
Comly Sts., Philadelphia 24, Pa 

Raybestos-Manhattan, Inc., 61 Willett St., Passaic, 
J 

Repub! ic 


St You 


Resi: stoflex 


Rubber Div., 
ungstown 1, C 
Corp., Roseland 
Roylyn 1706 Standar 
M. Ll. Snyder & 

Philadelphia 25 
“~~ Thomson Corp 

St Waltham 

STRATOFLEX, INC., P 

Texas SEE ADV. gg + 
Stratofiex of 

Box 49, Te 
Technica 


Gler 


Lee Rubber & Tire Corp., Albert 


inc 


Deve Chester Pike, 


Mass 
the Americas, 


a4 
Ave. of 


Titefiex, Inc., Hendee St 
— States Rubber C 1230 
ew York N y 
WEATHERHEAD CO., THE 
land 8, Ohio. SEE ADV. A- "43, D- 186 


ringfe 


St., Cleve- 


Hose, Hydraulic 


Actionfiex Div rchard In ries 
State St., Hastings, M 

Aeroquip (Canada) Ltd 

Ontario, Canada 

Aeroquip Corp \ r C 3015 
Burbank, Calif 

Aeroquip 

. 


912 West 


Inc., 


ridgeland Ave., Toronto 


Winona Ave 


’ 


Jackson Mich. 


Corp 
_ 


AIRWORK CORPORATION, 12 
New Jersey. SEE ADV O- 208 
Metal Hose Co 


Long Island 


an Metal Hose Div., 
ae 
Ave 


Halstead Mamaroneck, 


rth Fourth St., Liberty- 


Ave., Little Ferry, 


Milwaukee 


>t Field, Winnig 

BRUNING CO THE 0 

Neb SEE ADV D- 183 
ernando Rd., 


Batavia 

East, Toronto 
Maywood, Il! 

adway, Denver 
Goodrich Aviation Product 2 South Main 
Akron, Ohio 
Goodrich 
Canada 
F 30¢ I rod Cc out Main St 


Canada, tchener, Ontario, 
’ 
Akron 11 
Aircraft 
hio 
Internatio 
Market 


Akron 


dyear 


2 o @ @ o on oo 


Div., 


oO 


Ave., 


Lund Aviation 


0s-Manhattan, Passaic, 


Rubber Div 
Youngstown 


& Tire Corp., Albert 


mn, Inc d , > al , Calif. 
STRATOFLEX, ‘INC 
SEE ADV. D- 210 
Stratoflex of Canada In 
- : Box 49. Toront 


Texas 


Titefiex 
United 
New 


vee 


Inc., Hendee St 
—— C 
ork 20, N 
Supply b b ‘ Broadway P 


Rubber f the Americas, 
Los 


WEATHERHEAD co THE St., Cleve- 


land 8, Ohio. SEE ADV. A- 43, D: 186 


Hose, Metal 
and Ave., Toronto 


Winona Ave., Bur- 


East Ave., Jackson, Mich 
3318 W. 


>outh 


Robert Co., Bur- 


bank f 


» 3746 9th St., Long Island 


Tacony 


The American Brass Co., Waterbury, Conn 
angie om Co, The, hay we) taetes "Hose Ow., 
Box ‘Wa terb 
ARROWHEAD probucTs DIVISION, FEDERAL- MOGUL- 
BOWER BEARINGS, INC., 2300 Curry Street, Long 
Beach 5, Calif. SEE ADV. 0-187 
Avica Corp., P. 0. Box 180, Newport, R. I 
Aviquipo of Canada Ltd. 636 St. Paul St. 
Montreal, Quebec, Canada 
Bristo! Aircraft (Western) Ltd. P. 0. Box 
Stevenson Field, Winnipeg, Manitoba, Canada 
Co., Sub. of Food Machinery & Che 
330 North Pomona Ave., Brea, Calif 
Inc., 8400 San Fernando Rd., 


Ww. 


874, 


oun 


Industries, Inc., Chester, N. J 
5059 So. Kedzie, Chicago, II! 
North Island Ave., Batavia 
1302 S. Third St Maywood, | 
5910 Bowcroft St Los Angeles 


Watert 


10 Sperry St 
Manchester Pi., Newark, N 
St., Glendale, Calif 

Mfg 


Titefiex, Hendee St., Springfie 


Rubber & Synthetic 


v., Orchard Indu 912 W 


Hastings, Mic 


stries, 


d Ave 


Amnor Av atior 
meck, N. Y 
Area Fitting 


ARROWHEAD PRODUCTS DIVISION FEDERAL- ~MOGUL- 
BOWER BEARINGS, INC y St 
Beach 5, Calif. SEE ADV D-l 187 
Beemer Engineering , 401 North 
Bristo é 
Stevenson F 
Carmac Avis ation 


Broad 


AIRCRAFT ENGINE 


CONTINENTAL MOTORS CORP 
D SEE ADV A- 52 


,™M skegor M 
Rubber The Daytc C 
ps Ave Toled 


870 Queen 


North 


Garlock Packing Co 
Goodrich Aviat 


E. Greiner C 22 N 

Griffith, G eo & Sons Ltd., 34) t., Stratfo 
ntario nada 

Gutta Perc ha & be td., C 

Toronto 3, Ontario anada 

Hewitt-Robins, Inc., Glenbrox Stamford, 
Kirkill Rubber : 
Lincoin E 


hara 


achine & 
Ave., 


McNeil M 
sral Bridge 


Montreal Airport, 


Rubber Tacony 
24, Pa 


Willett St. 


Div 
Passaic 


sbber 


Div., 


4 Rubber Monroe St., 
Ohio 
Schrader’s 470 Vanderbilt Ave., Brooklyn 
17, N. Y 
M. L. Snyder & Son, Inc., 
Philadelphia 25, Pa 
Southern 


s. CG. 


Sons, 


2413 No. Jasper St., 


Plastics Co., 408 Pendieton St., Columbia, 
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Stillman oat Co., Culver 
Cit 

STRATOFLEX INC., 
Texas. SEE A 

Stratofiex of ah Inc., 91 Kipling Avenue S., 
P.0. Box 49, Toronto 18, Ontario, Canada 

United States ay! Co., 1230 Ave. of Americas, 
New York 20, N. Y. 

U. = — the 525 William Penn PI., 


WEATHERHEAD CO., THE, 300 E. 131 St., 
land 8, Ohio. SEE ADV. A-43, D-186 
Zep Aero, 113 Sheldon St., Ei Segundo, Calif. 


5805 Marilyn Ave., 
P.O. Box 10398, Fort Worth, 
D-210 


Pittsburgh 


Cleve- 


Humidistats 


American Instrument Co., Inc., 
Silver Springs, Md. 
Bendix Aviation Corp., Fisher Sidg., 
Friez  . aaesamean Div., 


Mich. 

Bendix Aviation Corp., 
Taylor Ave., Baltimore 4, 

Bristol Co., The, P.O. Box 780A. W., Waterbury 


Instruments ae 
more 2, Md 
Minneapolis- Honeywell! 

Div., 2600 Ridgway, 
Minneapol is-Honeyweil Regulator Co., 
ucts Group, Wayne & Windrim Aves., 


44, Pa 
Thompson Res. & Mfg. Co., Box 116, Davenport, Fila 


8030 Georgia Ave., 
Detroit 2, 


1400 


The, 4 WN. Central Ave., Balti- 
Reguiator Co., Aeronautical 
Minneapolis 13, Minn. 

Industrial Prod- 
Philadelphia 


Humidity Control Systems 
(See Also Specific Parts) 


AiResearch Mfg. Div., The Garrett Corp., 
Sepulveda Bivd., Los Angeles 45, Calif 
Aimar-York Co., Inc, 4802 Camp Bowle 
Fort Worth, Tex 
American Instrument 
Silver Spring, Md 
Bristol Co., The, P.0. Box 1790-A. W., Waterbury 
20, Conn 
Convair Div., 

Tex 
Ellis & Watts Products, Inc., Cincinnati 36, Ohio 
Found Brothers Aviation Ltd., Malton Airport, Malton, 
Ontario, Canada 
The Foxboro Co., 
Grinnell Co., Inc., 


1, RI 
GUARDITE CO., 


9851 
Bivd., 


Co., Inc., 8030 Gerogia Ave., 


General Dynamics Corp., Fort Worth, 


38 WNeponset Ave., Foxboro, Mass. 
260 West Exchange St., Providence 


DIV. AMERICAN-MARIETTA CO. 
Wheeling Road, P.0. Box 188, Wheeling, I!linois. 
SEE ADV. D-206 


cks Corp., 1671 Hyde Park Ave., Boston, Mass 
. 6. i. ae oe, INC., 2140 Pontius Ave., Los 
Angeles 25, ADV. 

Instrument Co., 
111 New York Ave., 


c., 541 Windsor St., Hartford, Conn. 
Lear, Inc., 3171 rs Bundy Or., Santa Monica, Calif. 
McGraw- Edison Co., Elgin, Tit. 
Minneapol is- Honeywell Regulator Co., Aeronautical Div., 
2600 Ridgway, Minneapolis 13, “Mina. 
M inneapol is-Honeywell Regulator Co., 
Products Group, Wayne & Windrim Aves., 
Gelphia 44, Pa 
Monarch Aircraft Sales, Inc., 
Huntington Park, Calif 
Normalair (Canada) Ltd, 1425 The Queensway, 
Etobicoke, Toronto 14, Ontario, Canada 
Scientific & Process Instruments Div., Beckman Instrue 
2500 Fullerton &d., Fullerton, 


Co., Sox 116, Davenport, 


Industrial 
Phila- 


3311 East Gage Ave., 


Weksler Instruments Corp., 195 East Merrick Rd., 
Freeport, WN. Y. 

Wells Industries Corp., 6880 Troost Ave., North Holly- 
wood, Calif. 


Hyperhemispheres 
mae — Ss. wr East 238th St. 


Y. 
KOLUMORGEN v OPTICAL CORP., 347 
Northampton, Mass 
Pacific Optical Corp., 
Inglewood 1, Calif 
Roland Teimer Co., Inc., 
Mass. 


& Brom 
King St. 

SEE ADV. b-194, D-195 

120 Glasgow Ave., 


134 Tremont St., Everett, 


Ignition Systems, Portable 


Air Ignition Div., Robert L 
Burbank Bivd., Burbank, Calif 

BENDIX AVIATION oF SCINTILLA DIV., Sidney, 
WN. Y. SEE ADV. 

Convair Div. sta pene Corp., 
Tex. 

E. I. du Pont de Nemours & Co., 
Dept., Wilmington 98, Del. 

General Laboratory Associates, Inc., 
road Ave., Norwich, N. Y. 


Hall Co., 3318 W. 
Fort Worth, 
Inc., Explosives 


17 East Rail- 


1500 Bangs Ave, Asbury 


11120 
SEE ADV. 


Modelectric Products Co., 


Park, WN. J. 

ORDCO ODIV., BERMITE POWDER CO. 
Cumpston St., North Hollywood, Calif. 
Stair Instrument Co., The, P. 0. Box 341, Station * 

North Hollywood, Calif. 


Iluminizing, Dial 


LAWTER CHEMICALS, INC., 3550 Touhy Avenue, 
Chicago 45, Il. SEE ADV. D-199 

Liberty Mirror Div., Libbey-Owens-Ford Glass Co., 
Brackenridge, Pa 

U. S. Radium Corp., P. 0. Box 246, Morristown, N. J. 


Inclinometers 


Crescent Engineering & Research Co., 5440 N. Peck 


Rd., Elimonte, Calif 
Donner Scientific Co., 888 Galindo St., Concord, Calif. 
Edcliff Instruments, 1711 S. Mountain Ave., Mon- 
rovia, Calif. 
Engis Equipment Co., 
Chicago 5, Ill. 
—. ee, 351 Great Neck Rd, 


PIONEER-CENTRAL DIVISION, —s AVIATION 
ORP., Davenport, lowa SEE ADV. D-208 

Schaevitz Engineering, Route 130 & Schaevitz Bivd, 

J 

Inc., 


431 South Dearborn St., 


Great 


200 Lafayette St., New York, 


Indicators, Humidity 


Aircraft Components, Inc., Woodland Ave., 
Airport, Benton Harbor, Mich 
American Optical Co., Marlboro St. Keene, N. H. 
Assembly Prods., Inc., Chesterland 39 10 
Bendix Aviation Corp., Friez Instrument Div., 
Taylor Ave., Baltimore 4, Md 
Bristol Co., The, P. 0. Box 1790-A. W,, 
20, 
Chicago Aerial Industries, 
Melrose Park, Ill. 
Consolidated Electrodynamics Corp., 
Madreyilla, Pasadena 15, Calif 
Davison Chemical Company Div., W. R 
101 WN. Charles St., Baltimore 3, Md 
DriAire, Inc., South Main St., South Norwalk, Coan. 
The Foxboro Co., 38 Neponset Ave. Foxboro, M 
General Scientific Equipment Co., 7516 Limekiln 
Pike, Philadelphia 50, Pa. 
E. Greiner Co., 22 N. Moore St., New York, N. Y 
Grinnel| Inc., 260 West Exchange St., Providence 


Twin Cities 


1400 
Waterbur 


Inc., 1980 Hawthorne, 


300 WN. Sierra 


Grace & Co., 


F. C. Hu 7 & Sons, Waldorf Instrument Co., Hunt- 
ington, N. Y. 

Industrial Instruments, Inc., 89 
J 


Commerce Rd., Cedar 


Kahn & Co., Inc., 541 Windsor St., Hartford, Conn. 
Minneapolis-Honeywell Reguiator Co., Aeronautical Div., 
2600 Ridgway, Minneapolis 13, Minn 
~~‘ Regulator Co., Industrial 
& Windrim Aves, 


Davenport, 
195 East Merrick Rd, 


Pro- 
Phila 


Co, Box 116, 


Weksler Instruments Corp., 
Freeport, N. Y. 

Wells Industries Corp., 6880 Troost Ave., North Holly- 
wood, Calif 

Weston Electrical Instrument Corp, 
huysen Ave, Newark 12, N. J. 


614 Freling- 


Indicators, Temperature 


Ac — PLUG DIV., GENERAL MOTORS “ay 
1300 N. Dort Hwy., Flint 2, Mich. SEE 
D- 167 

Aircraft Components, iInc., Woodland 
Cities Airport, Benton Harbor, Mich. 

Alemite Div., Stewart Warner Corp. 
Diversey Bivd., Chicago 14, Ill 

Arnoux Corp., 11924 W. Washington 
Angeles 66, Calif. 

Assembly Prods., Inc., Chesterland 39, Ohio 

Astra Technical Instrument Corp., 1132 Mission St., 
South Pasadena, Calif. 
Avien, 58-15 Northern Bivd., Woodside 77, N. Y. 
B & H INSTRUMENT CO., INC. 3479 W. V 
Bivd., Fort Worth 7, Tex. SEE ADV. A-51 
Bendix Aviation Corp., Friez Instrument Div., 1400 
Taylor Ave., Baltimore 4, Md. 

A. Biederman, Inc., Precision Instruments Labs., 10 
Airway, Glendale 1, Calif. 

Bristol Co., The, P. 0. Box 1790-4. W., 
20, 

Chicago Aerial Industries, 
rose Park, Iil. 

Crescent Engrg. & Res. Co., 5440 
Ei Monte, Calif. 

W. C. Dillon & Co., 1020 Keswick St. 


Ave., Twin 
1828 West 


Bivd., Los 


ctory 


Waterbury 


Inc., 1980 Hawthorne, Me 
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INHIBITOR, RUST 


Thomas A. Edison Ir yoo 
Lakeside Ave West 

THE ELECTRIC AUTO- LITE C0. Te 
ADV. 0-158 
ectro-Tech Equipment 
York 13, N. Y 

Epic, Inc., 154 Nassau 

Ford Instrument Div., 
Thomson Ave., Long | 

Found Brothers Aviation Ltd., 
Ontario, Canada 

The Foxboro Co., 38 Neponset Ave., Foxboro, Mass. 

Garwin, inc., 1326 Walnut St., Wichita, Kansas 

E. Greiner Co., 22 N. Moore St., New York, N. Y 

fagan Chemicals & Controls, Inc., Hagan Bidg., Box 
1346, Pittsburgh 30, Pa 

Instrument Associates, 351 Great Neck Rd., 
Neck, N. Y 

Kahn & Co., Inc., 541 Windsor St., Hartford, Conn 

George Kent (Canada) Ltd. 389 Horner Ave., Toronto 
14, Ontario, Canada 

Walter Kidde & Co., Inc., 25¢ 
N. J. 

Leeds & Northrup, 4970 
deiphia 44, Pa 

LEWIS ENGINEERING CO., ubbe , Nauga- 
tuck, Conn. SEE ADV. C- 102 

JAS. P. MARSH CORPORATION, 
Skokie, Iilinois. SEE ADV. A-53 

Minco Products, Inc., 740 Washington Ave., N., Minne- 
apolis 1, Minn 

Minneapo!is-Honeyweil 
Div., 2600 Ridgway, 

M in reapol is-H oneywe 
Products Group, 
delphia 44, Pa 

National Electronics, P. 0. Box 
Wyoming 

North Atiantic Industries, Inc., 


bury, N. Y 
ORDCO ODIV., BERMITE POWDER CO 11120 
Cumpston St., North Ho f. SEE ADV. 
B-40 
Propulsion Development 
Bivd., El Segundo, Ca 
Pyrometer Instrurr - 
Bergenfield, N 
Stair Instrument Pd 
North Hollywood, C 
Tempil Corp., 132 West 2 
Thermo Electric Co., |! 
Thompson Res. & Mfg 
United Electric Cont 
town 72, Ma s 
U. S. Gauge Div., Amer 
Sellersv 


1 Div, 49 
SEE 


J 
edo 1, Ohio 


Co., New 


Great 


Main St., Belleville 9, 


Stenton Ave, Phila- 


3501 Howard St. 


Regulator Co., Aeronautical 
Minneapolis 13, Minn 
Regulator Co., Ind 
Wayne & Windrim Aves., 


1237, Sherid 


603 Main St., West- 


ywood, 


Labs, 1120 El Segundo 


& Springfield Rd 
195 East Merrick Rd., 


Corp., 614 Frelinghuysen 


Inflation Gear 


Firestone Tire & Rubber Co., 1200 Firestone Pkwy, 
Akron 17, Ohio . 

Walter Kidde & Co., Inc., 256 Ma 
N 

Kidde, Walter & Co. of Canada, Ltd. 5500 Royal 
mount Ave., Montreal 9, Quebec Canada 

Worcester Pressed Stee! Co., 102 Garber 5t., 
ter, Mass. 


n St., Belleville 9, 


Worces- 


Inhalators 


Davis Emergency Equipment Co., Inc., 
Newark 4, N. J 

Globe Industries, 
Ohio 

National Welding Equipme Co., 218 
San Francisco, Calif. 


45 Halleck St., 


Inc., 1784 Stanley Ave., Dayton 4, 


Fremont St., 


Inhibitor, Rust 


Aimar-York Co., Inc. 4802 Camp Bowie Bivd., Fort 
Worth, Tex. 

Arnav Fitting Corp., 32 Industrial Ave., 
N. J 

Enthone, Inc., Sub. of Amer 
Co., 442 Elm St., Ne 

Esso Standard Oi! Co., 

Glisten Co., The, 13 Barn 

R. M. Hollingshead 
Div., 840 Cooper St., 

Lehigh Chemical Company, 
Chestert nam, Mary\and 

Lockheed Aircraft Serv 
udlow Papers, Inc., 


Little Ferry, 


can Smelting & Ref 


N.Y 


19, N.Y 
M 


- 
Lorp., 


Pennsalt Chemic 
adelphia 





INHIBITOR, RUST 


Vapor Blast Mfg. Co., 3142 West Atkinson Ave., Mil- 


waukee 9, Wis. 


Inserts, (Fasteners) 


Inc., 150-50 12 Ave., Whitestone 


ries Manufacturers, Ltd., 641-645 St. James 
Ww M e E C 


1205 38th Street, Brooklyn 


Prods. Inc., 3030 Main St. 
s ve Meta Products, 30 River Rd., Castieton- 
‘i 32 Industrial Ave., Little Ferry, 
Newton Turnpike, Norwalk, 


Works, 12917 Cerise St., 


nois Too 


‘ 
00 Ltd., 75 Scarsdale Rd., Don 

Canada 
Inc 5224 Southern Ave., South Gate, 


oov-Pin Corp., 1125 Hendricks Causeway, Ridge- 
field, N. J 

HELI-COIL CORP., 
SEE ADV. D-202 


Holub Industries, Inc., 


OROCO bv SERaNTE Soe Cco., 
t., North Hollywood, Calif 
co 1412 N 


Shelter Rock Lane, Danbury, Conn. 


413 DeKalb Ave., Sycamore, 
11120 Cump 
SEE ADV B-40 
Ogden Ave., Chicago 10, 
2901 West Coast Highway, Newport Beach, 

Cor 879 South East St., P. 0 
a f 
1413 E. Franklin Ave., El Segundo, 


w Co., 


ndustries, Inc., 5221 West 102 St., Los 
Angeles 45, Calif 
ted-Carr Fastener Corp., Carr Fastener Co., Div., 
1 Ames St., Cambridge 42, Mass. 
Voi-Shan Mfg. Co Div., Pheoli Mfg. Co., 
Higuera St., Culver City, Calif. 


8463 


Inserts, Screw Thread 

Abbott Products, Inc., 
57, WN 

Airaterra, 620 Paula Ave., Glendale 1 

American Standard Prods., Inc 3030 
Hartford, Conn 

Anti-Corrosive Metal 
on-Hudson, N y 

Arnav Fitting Corp., 32 Industrial Ave., 
N. J 


150-50 12 Ave., Whitestone 


Calif 
Main St., 


Products, 30 River Rd., Castleton- 
Little Ferry, 


Boots Aircraft Nut Corp., Newton Turnpike, 
Lonn 

Calinoy Div., Illinois Tool 
Hawthorne, Calif 

Delron Co Inc., 5224 Southern Ave., 


va f 
wr n Corp., 1125 Hendricks Causeway, 
J 


Norwalk, 
Works, 12917 Cerise St., 
South Gate, 
Ridgefield, 
“= COIL CORP., 
SEE ADV. D-202 
National Automatic 


Berlin, Conn 


Shelter Rock Lane, Danbury, Conn. 
Prods. Co., The, Washington Ave., 


Northwestern Tools, Inc., 


117 Hollier Ave., Dayton 3, 

oRDCO DIV., a POWDER CO., 11120 Cump- 
ston St., North iywood, Calif. SEE ADV B-40 

Red - Mfg o. 1412 WN. Ogden Ave., Chicago 
10 

Rosan Inc., 
Beach, Calif 

Roylyn, Inc., 1706 Standard Ave., Glendale 1, 

Shur-Lok Corp., 879 South East St., 
Anaheim, Calif 

Sido Ltd., 555 Boivin Bivd., Granby, Quebec, Canada 

Topp Industries, Inc., 5221 West 102 St., Los Angeles 
45, Calif 

Voi-Shan Mfg. Co., Div. 
Higuera St., 


2901 West Coast Highway, Newport 
Calif. 


P. 0. Box 563, 


Pheoll Mfg. Co., 
Culver City, Calif. 


8463 


Inserts, Valve Seat 


Abbott 15 spy Inc., 150-50 12 Ave., Whitestone 
5 N 

American aden 
Hartford, Conn 


Arnav Fitting Corp., 32 Industrial Ave., 
N. J. 


Prods., Inc., 3030 Main St., 


Little Ferry, 


Haynes Stellite Co. Div., Union Carbide Corps., 
eral Office & Works, Kokomo, Ind 

ORDCO DIV., BERMITE POWDER CO., 11120 Cump- 
ston St., North Hollywood, Calif. SEE ADV. B-40 

Saginaw Div., Eaton Mfg. Co., 9771 French Rd., 
Detroit, Mich 

Stiliman Rubber Co., 
Calif 

THOMPSON PRODUCTS, INC., General Offices, Cleve- 
land 17, Ohio. SEE ADV. 0-170 


Gen- 


5805 Marilyn Ave., Culver City, 


D-64 


Inspection Equipment, 
Fluorescent 


Commercial Reflector & Mfg. Co., 3109 Maple Ave., 
Los Angeles 11, Calif 

W. Pat Crow, Inc 200 
Texas 

Day-Ray Products, Inc., ] Mission St., South 
Pasadena, C 

Idea Industr 


LAWTER CHEMICALS INC., 3550 
Chicago 45, I SEE ADV. D-199 

Magr aflux 7328 West 

Met-L-Chek Co., The, 
Angeles 47, Calif 

Shannon Luminous Materials Co., 
Bivd., Hollywood 46, Ca 

Ultra-Violet Products, Inc, 5114 
San Gabriel, Calif. 


1437 Park Ave., Sycamore, 


Touhy Avenue, 


Lawrence Ave., Chicago 


Corp., 


11919 Sc 


Western Ave., Los 
7356 Santa Monica 


Walnut Grove Ave., 


Inspection Equipment, 
Magnetic 


Aircraft Components, Inc., Wood 
Airport, Benton Harbor, M 

American Broach & Machine 

W. Pat Crow, Inc., 200 Luxton St., Fort 
Texas 

Magnaflux Corp., 
Di a 

Sperry Gyroscope Co. Div., Sperry 
& Lakeville Rds., Great Ne 

Uliman Devices Corp 15-River 


and Ave., Twin Cities 
Ann Arbor, Mich 

Worth, 
7328 West Lawre 


nce Ave., Chicago 


Inspection Equipment 
Optical 


Aerotech Specialities, Inc., 122 Naubuc Ave., Glaston- 
bury, Conn 

Air Cargo Equip. Co., 
dale 5, Calif 

American Cystoscope Makers, Inc., 8 
Pe ham 7 - Y 


1121 E. Colorado Ave., Glen- 


Pelham Pwy., 
fariboro St Keene, N. H 
BAUSCH & ‘Lome OPTICAL CO., 82159 St. Paul St 
Rochester 2, N. Y. SEE ADV. B-45 
BUDD CO., THE, 2450 Hunting Park Ave., 
deiphia 29, Pa. SEE ADV. A-48 
Dav wd r~ Co., 2223 East Romana Bivd., West 


EDER INSTRUMENT COMPANY . 2293 WN. Cly- 
bourn Ave., Chicago 14, Illinois. SEE ADV. 0-197 

Edmund Scientific Corp., 506 East Gloucester Pike, 
Barrington 3, N. J 

Engis Equ 
cago 5 

J. W Fecker, Inc., 6592 Hailton Ave., 
Pa 

—— Scientific Corp., The, 12 
Chicago 14 

Gordon Enterprises, 
Hollywood, Cal 


Phila- 


pment Co., 431 South Dearborn St., Chi- 


Pittsburgh 6, 
55 Wrightwood Ave., 


5362 North Cahuenga Bivd., North 


Electronics, Inc., 750 S. 
ton Ave., Mt. Vernon, N. Y 

Itek Corp., 1606 Trapelo Rd., Waltham 54, Mass 

Jones & Lamson Machine Co Clinton St., Spring- 
field, Vt 

KOLLMORGEN OPTICAL CORP., 347 King St., 
ampton, Mass. SEE ADV. D-194, 0-195 

Link Aviation, Inc Hillcrest, Binghamton, 

NATIONAL ELECTRIC INSTRUMENT DIVISION, "EN. 
GELHARD INDUSTRIES, INC., 92-21 Corona Aven 
Elmhurst, New York. SEE ADV. D-205 

OPTOmechanisms, Inc., 216 East Second St., Mineola, 
S. We 

Pacific Optical Corp., 120 South 
Inglewood 1, Calif 

Perkin-Elmer Corp., Main Ave., Norwalk, Conn. 

Philco Corp., Government & Industrial Div., 
Wissahickon Ave., Philadelphia 44, Pa. 

E. W. Pike & Co., Inc., 577 Pennsylvania Ave. 
Elizabeth, N. J 
Radiation Electronics 

Skokie, Ill. 
G. Scherr Co., Inc., 200 
N. Y. 
Uliman Devices Corp., 
Williams, DOr. W. Ewart, 
Pasadena, Calif 
Wollensak Optical Co., 
N. Y. 


North- 


Glasgow Ave., 


4700 


Corp., 8241 N. Kimball Ave. 


Lafayette St., New York, 


Conn. 
South 


15-River St 
1017 ‘El 


Norwalk, 
Centro, 


850 Hudson Ave., Rochester, 


Inspection Equipment, 
Ultrasonic 
Acoustica Associates, Inc., 26 Windsor Ave., Mineola, 
N. Y. 


Aetna Engineering Co., 14106 Aetna St., Van Nuys, 
Calif. 

Alden Electronics & 
Westboro, Mass 
Aimar-York Co., Inc., 

Worth, Tex. 


Impulse Recording Equip. Co. 


4802 Camp Bowie Bivd., Fort 


Branson Instruments, Inc., Stam- 
ford, Conn 
Cossor (Canada) 

N. S., Canada 
W. Pat 
Texas 

Curtiss-Wright Corp., Wood-Ridge, N. J 
DESIGNERS FOR INDUSTRY, INC.. 4241 Fulto 
way, Cleveland 9, Ohio. SEE ADV. C-96 
Guiton Industries, 212 Durham Ave., Metuche 
Kahn & Co., Inc., 541 Windsor St., Hartford 
Walter Kidde & Co., Inc., 256 Main St., Be 


12 Brown House Rd., 


Ltd., 301-303 Windsor St., Halifax, 


Crow, Inc., 200 Luxton St., Forth Worth, 


J 
Magaat 1x Corp., 7328 West Lawrence Ave., Chicago 


Rot otest Laboratories, Inc., 2803 Los Flores Bivd., 


ood, Calif 
SPERRY PRODUCTS, INC., 
Conn. SEE ADV. D-202 
Ultrasonic Testing & Research Lab., 14710 Raymer 
St., Van Nuys, Ca f. 
Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 


Shelter Rock Rd., Danbury, 


Inspection Equipment, 
X-Ray 


Allis Chalmers 
consin 
Balteau Electric Co. New Medow St., Stamford, Cor 
THE BUDD COMPANY, NUCLEAR SYSTEMS DIV. 
2950 Roberts Ave., Philadelphia 32, Pa SEE 
ADV. A-48 
Defense Products Div., Fairchild C 
Corp., Robbins Lane Syosset, L. |! 
High Voltage Engineering Co., Burlingtor 
Instruments Div., Philips Electronics 
Fulton Ave., Mt. Vernon, N. Y 
rrell-Ash Co., 26 arewell St., 
Mass 
n Coach & Truck Co., Oneonta, 
Nuclear Corporation of America, 
Denville, New Jersey 
Phiico Corp., Government & 
Wissahickon Ave., Philadelphia 44, Pa 
Picker X-Ray Corp., 25 South Broadway, 
N.Y 
Ray Proof Corp., 843 
Resitron Labs., 2908 
Calif 
Rototest Laboratories, Inc., 
Lynwood, Calif 
Sheffield Corp., The, Sub., Bendix 
721 Springfield St., Dayton 1, Ohio 
State Testing Lab Inc., 226 Knowlton St., 
port 8, Conn 
Tracerlab, Inc., 
Mass 
Westinghouse Electric Corp 
Box 868, Pittsburgh 30, 


Manufacturing Co., Milwaukee, Wis- 


amera 
N. Y. 
Mass 


Newtonv 60, 


N.Y 
2 Richwood Place, 
Industrial Div., 47 


White Plains, 


Canal St., Stamford, Conn 


Nebraska, Santa Monica, 


2803 Los Flores Blvd. 


Aviation Corp. 
Bridge- 


1601 Trapelo Rd., Waltham 54, 
3 Gateway Center, P. @ 
Pa 


Installations, Research and 
Development 


Aero Service Corp., 210 E. Courtland St., Philadel- 
phia 20, Pa ; 
Aerolab Development Co., 330 West H St., 
dena 3, Calif 
Airseco, Inc., 
New York 
Almar-York Nes Inc., 
Fort Wort 

ASSOCIATED TESTING LABS., INC., 
Caldwell, N. J. SEE ADV D- 192 ‘ 

BAUSCH & LOMB OPTICAL CO., 82159 St. Paul St., 
Rochester 2, N. Y. SEE ADV. B-45 

Bendix Aviation Corp., Friez Instrument Div., 1400 
Taylor Ave., Baltimore 4, Md 

Bendix-Pacific Div., Bendix Aviation Corp., 
Sherman Way, W. Hollywood, Calif 

Columbia Research Laboratories, Macdade Bivd & 
Bullens Lane, Woodlyn, Pa. 

Combustion & Explosives Research Inc., 200 
Bidg., Pittsburgh 19, Pa 

Consolidated Electrodynamics 
Madrevilla, Pasadena 15, Calif 

Continental Technical Service, Inc., Aircraft Div. 
29 W. Apple St., Dayton, Ohio 

General Dynamics Corp., Fort 


Pasa- 
158-18 Rockaway Bivd., Jamaica 


4802 Camp Bowie 


123 Clinton 


11600 


Alcoa 


Corp., 300 N. Sierra 


Convair Div., Worth, 
Tex 

Cook Electric Co., 
6401 W. Oakton St., 

Cossor (Canada) Ltd., 
N. S., Canada 

Crescent Engrg. & Res. Co., 
E! Monte, Calif. 

Dbm Research Corp., Stoddard Bidg., P. O. Box 521, 
Cocoa Beach, Fia 

Datics Corp., P. 0. Box 9128, Fort Worth, Texas 

Dynametrics Corp., Northwest Industrial Park Bur- 
lington, Mass. 

Electronic Engineering Co. of Calif., 
Santa Ana, Calif 

Electronic Specialty Co., 
Los Angeles 39, Calif. 

Electronics & X-Ray Div., F-R Machine Works, Inc. 
26-12 Borough Pi., Woodside 77, Y 

Farrand Optical Co., Inc., East 238th St., & Bronx 
Bivd., New York 70, N. Y. 


Inland Testing Laboratories Div., 
Morton Grove, | 


301-303 Windsor St., Halifax 


5440 N. Peck Rd., 


1601 E. Chestnut, 


5121 San Fernando Rd., 
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J. W. Fecker, Inc., 6592 Hailton Ave., Pittsburgh 
6, Pa 

Flitton & Kissinger Engineering Corp., 1355 West- 
wood Bivd., Suite 202, Los Angeles 24, Cal if 

General Ye, sion Lab. Inc., 63 Bedford Rd., Pleasant- 
ville, N 

Gibbs Mfg. 3 454 N. Main St., Janesville, 

Giannini Plasmadyne Corp., 3839 S. Main St., 
Ana, Calif 

Gladding, McBean & Co., 2901 Los Feliz Blvd., Los 
Angeles, Calif 

as a 9 aes Corp., 1210 Massillon Rd., 


15 
GUARDITE. CO., DIV. AMERICAN-MARIETTE CO., 
Wheeling Road P. 0. Box 188, Wheeling, Illinois. 
SEE ADV. D-206 
Guiton Industries, 212 Durham Ave., Metuchen, a 
HALLAMORE ELECTRONICS CO. DIV., SIEGLER coRP 
bn] ; ee Brookhurst Ave., Anaheim, Calif. SEE 
Raymond & Brown, 


P. 0 


Wisc. 
Santa 


Akron, 


Inc., Science Park, State 


Halt “4 
College, Pa 

Hayes Aircraft Corp., 
Ala 


Box 2287, Birmingham, 


Hefc ° 
Mich 

Jarrell-Ash Co., 
Mass. 

Land-Air, Inc., 7444 West W 
Il 


Lab., Inc., 20120 Sherwood, Detroit 34, 


26 Farwell St., Newtonville 60, 


son Ave., Chicago 31, 


Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif. 

Lessells & Associates, Inc., 916 Commonwealth Ave., 
Boston, Mass 

Marchand Electronic Laboratories, 311 Riversville Rd, 
Greenwich, Conn 

Miller Research Labs. Div., Miller Metal Products, 
Inc., 2215 Russell St., Baltimore 30, Md. 

ar L. Nankervis Co., 15300 Fullerton Ave., 


Mech 
NEW YORK TESTING LABORATORIES, ae. 
Street, New York 6, N. Y. SEE ADV. D-1 
North —s Industries, Inc., 603 Main St., 
bury, 
Nuclear 1. Corp., 2460 N. Arlington Ave., 
Indianapolis 18, Ind 
sa ‘+ eee Inc., 216 East Second St. 
Phoenix Engineered Products, Ltd. 750 Lawrence Ave., 
W., Toronto 10, Ontario, Canada 
Radiation El Electronics Corp., 8241 N. Kimbali Ave 
¢, 
RADIO bone. OF AMERICA, Princeton, N. J. 


Detroit 
West 


West- 
Mineola, 


SEE 


Inc., Box 1717, Melbourne, Fila. 
“0° Box 5175, Dallas 22, Texas. 


— Roger Mfg. Co., P. 0. Box 5370, Denver 17 


bo 
Therm-Electric Meters Co., 
U. S. Chemicals Milling ‘corm: 
Manhattan Beach, Californé 
\ - sg a America, 261 Madison Ave., New York 


» Ithaca, New York 
1700 Rosecrans Ave., 


P. Oo Sox 192, 2600 E. Im 
ynwood, Calif 

Westinghouse ‘Electric Corp., 

Box 868, Pittsburgh 30, 

wil! Corporat ion, 39 Russel! St. 

H. L. Yoh Co., Inc., 
Geiphia 6, Pa. 


3 Gateway Center, P. 0. 
a. 


Rochester 3, WN. Y. 
3ll- -13° Walnut St., Phila- 


Instrumentation, Nuclear 


BJ Electronics, Borg-Warner Corp., 3300 Newport 
Ave., P. 0. Box 1679, Santa Ana, Calif. 
Consot dated Controls Corp., Bethel, Conn 


c. P. 0. Box 531, Prince- 


N. J. 

NRO" ‘Instrument Co., Denville, N. J. 

Nuclear Measurements Corp., 2460 N. Arlin A 
Indianapolis 18, Ind a 

Nucteonic Co. of America, 196 DeGraw St., 
31, WN. Y. 

Radiation Counter Laboratories, 
Grove St., Skokie, Ill. 


The Ramo-Wooldridge Corp., 
port Station, Los 


Brooklyn 


Inc, 5121 West 
P. 0. Box 45215, Aire 


Angeles 45, Calif. 


Instruments, Ancillary 
Equipment 

Almar-York Co. Inc., 
Worth, Tex 

Brush Instruments Div., Clevite Corp. 
Ave., Cleveland 14, Ohio 

Crescent Engrg. & Res. Co., 
El Monte, lif 

Dymec, Inc., 395 Page Mill Rd 

Dynamic Instrument Co., Inc., 
Cambridge, Mass. 

Electronic Engineering Co. of Calif, 
nut, Santa Ana, Calif. 

Flow Corp., 85 Mystic St., Arlington 74, Mass 

Gordon Enterprises, 5362 North Cahuenga Bivd., 
North Hollywood, Calif. 

Industrial Instruments, 
Cedar Grove, N. J 


KOLLMORGEN OPTICAL CORP., 347 St., 
Northampton, Mass. SEE ADV. D-194, b-185 


4802 Camp Bowie Bivd., Fort 
3405 Perkins 
5440 N. Peck Rd., 


Palo Alto, Calif. 
28 Carleton St., 


1601 E. Chest- 


Inc., 89 Commerce Rd, 


Arthur S. LaPine & Co., 
Chicago 29, Ill 

Wallace 0. Leonard Inc., 
dena, Calif 

North Atlantic Industries, Inc., 


bury, N 

Potter Aeronautical Corp., Route 22, Union, WN. J. 

Scientific & Process Instruments Div., Beckman Instru- 
ments, Inc., 2500 Fullerton Rd., Fullerton, Cali- 
fornia 

Sterling Precision Corp., 
Washington, N. Y 

Telectro Industries 
Istand City 1, N. 

Trimount Fad Co., 
Chicago 12, lil. 


6001 South Knox Ave., 


373 South Fair Oaks, Pasa- 


603 Main St., West- 


17 Matinecock Port 


ta » 36-16 37th 


3119 West 


Instruments, Surveying 


Accessories Manufacturers, Ltd., 641-645 
St WwW Montreal, Canada 

Askania-Werke, A. G., U. S 
Carde!| Ave., Bethesda, Md 

Circleweld Corp., 11310 Sherman 
wood, Calif. 

Compass Instr. & Optical Co., Inc.,, 104 E 
St.. New York 10, N. Y 

Cubic Corp., 5575 Kearny Villa Rd., 
Calif 

Electronic Associates Ltd., 
dale, Ontario, da 

Farrand Optical ™ , East 238th St 
Bivd., New York 70, N. Y. 

Gordon nae ag 


Calif 

KERN INSTRUMENTS. INC., 

Plains, N. Y. SEE ADV. 0-192 
KOLLMORGEN OPTICAL CORP., 347 King St., 

ampton, Mass. SEE ADV. D-194, D-195 
Perkin-Elmer Corp., Main Ave., Norwalk, Conn 
Spartan Air Services Ltd., 74 Sparks St., 

Ontario, Canada 
The L. S. Starrett Co., Crescent St., Athol, Mass 
Sterer Engineering & Mfg. Co., 11423 Van Owen St., 


Branch 0 


Way, North 


San Diego 

4616 Yonge St., Willow- 
& Bronx 
Cahuenga Bivd., 


120 Grand St., White 


North- 


Ottawa, 


, 25 Main $t., Belleville 9, 


W. Wallin Associates, 18670 Ventura Bivd., Suite 1, 
Tarzana, Calif 

Wild Heerbrugg Instruments, 
Sts., Port Washington, N. Y. 


Inc., Main & Covert 


Insulation, Acoustic 


Air-Ex Inc., Montreal Airport, Dorval, Quebec, 

Auburn Mfg. Co., Middietown, Conn 

Borden Co., The, Chemical Div., 
Santa Barbara, Calif 

Calfibe Co., P. 0. Box 832, Redlands, 

Philip Carey Mfg. Co., The, Lockland, 


Canada 


P. 0. Box 1589, 
Calif 
Cincinnati 15, 


Inc., 869 Washington St., Canton, 


Foster Mfg. Co., 2880 Harbor Bivd., Costa 
"Mesa, California 


General Foam Corp., 640 W. 
N.Y 

Inc., 6711 S. Sepulveda Bivd., 

f 


134 St., New York 31, 


General Sound Control, 

Los Angeles 45, Ca 
The B. F. Goodrich Co., 
Johns-Mamalle, 22 East 40 St., 
Kittell Lacy, Inc., 10816 E. Fawcett Ave., E 


Calif 

KOLLMORGEN OPTICAL CORP., 347 King St., 
hamton, Mass. SEE ADV. 0-194, 0-195 

L O © Glass Fibers Co., 1810 Madison Ave., Toledo 
1, Ohio 

Owens Coming Fibergias Corp., Alrera Ow., 
Telegraph Rd., Los Angeles 22, Ca 

Pittsburgh Plate Glass Co., 632 Fort Sineah Bivd., 
Pittsburgh 22, Pa. 

Ross-Smith Company, Ltd., 
treal 

Seaman C 1300 
Bradley Ave., 

H. I. Thompson Co. of Canada Ltd., The, 60 Johnston 
St., Geulph, Ontario, Canada 

H. I. THOMPSON FIBER GLASS CO. THE, 1733 
Cordova St., Los Angeles 7, Calif. SEE ADV. 8-37 

Zippertubing Co., The, 752 S. San Pedro St., Los 
Angeles 14, Calif. 


Shelton, Conn 
New York 16, N. Y. 
Monte, 


North- 
5933 


4285 Frontenac St., Mon- 


Insulation, Thermal 


Aerojet-General Corp., 6352 North Irwindale Ave, 
Azusa, California 
Airconductors, 367 East Olive 
Air-Ex Inc., Montreal Airport, 
Armstrong Cork Co., West 
Pa 
ARROWHEAD PRODUCTS, 2350 Curry St., Long Beach, 
Calif. SEE ADV. D-187 
Auburn Mfg. Co., Middletown, 
Bestobell (Canada) Ltd., 4 Bestobell Rd., Tor 
Ontario, Canada 
Borden Co., The, Chemical Div., 
Santa Barbara, Calif 
Calfibe Co., P. 0. Box 832, 
Philip Carey Mfg. Co., The, 
Ohio 


Gardena, Calif 
Dorva 


Liberty 


Canada 
St., Lancaster, 


Quebe 


Conn 
onto 14, 


P. 0 


Rediands, Calif. 


Lockland, Cincinnati 
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JACKS 


Circle Weld Co., San Fernando Rd. Sun 
Valley, Calif, 


Circleweld Corp., 11310 


Electrodynar . 
a, Pasadena, Calif 
Midland 
nerican Bidg 
Emerson Cuming, Inc., 869 Washington 
Mass. 
marvor 


2560 


>chenectady 
General Foam 
Y 


The 


Mycalex Electronics Corp., De; 20- 0. Box 311, 
fton, N. J 
Owens Corning Fibergias Corp., Aircraft Div., 
Telegraph Rd., Calif 


5933 
Angeles 22, C 
Pittsburgh Plate Glass Co., 632 Fort Duquesne Bivd, 
Pittsburgh 22, Pa 
Raybestos-Manhattan, Inc., 
N. J 
Rogers Corp., Rogers, Conn 
Ross-Smith Company t 
Montreal 34, Quebec 
Seaman Products Div 


61 Willett St. Passaic, 


Frontenac St., 


r Co., 13001 Brad- 


— on Service, Dow Corning Corp. 
and 
THOMPSON FIBER GLASS CO., THE, 1733 
Angeles 7, Calif SEE ADV. 8-37 
of Canada Ltd., The, 60 Johnston 
Ontar o, Canada 
Cc The 752 S$ 
‘Angel es 14, Calif. 


San Pedro St., Los 


insulators, Shock & 
Vibration 


Allied Res. Associates, 
Mass 
Auburn Mfg 
Calfibe Co., P. 0 x 6 
Circleweld Corp., 11310 Sherman Way 
wood, Calif 

Joe Davidson & Associates, 
Gate, Calif 

Generali Electric Co., Plas Dept., Chemic 
Metallurgical Div ) t., Decat 

Genera New York 31, 
N.Y 


Co., Middleto 
Box 832 diands, Calif 
North 


P. 0. Box 108, 


1708 Englewood Ave. 


East lowa St., Goshen, 
Erie, Pa 
Haven 8 


Div., 


Lord Mfg. Co., 1635 West 12 St 

MB Mfg. Co., P. 0. Box 1825, New 

Owens Corning Fiberglass Corp., Aircraft 
Telegraph Rd., Los Angeies 22, Calif. 

Rogers Corp., Rogers, Conn 

Seaman Products Div e 
ey Ave C 


Conn 


5933 


C man Paper Co., 

Sylmar, Calif 

Stillman Rubber Co., 5805 Ma 
Calif 

Taylor Fibre Co., Norristewn, Pa. 


yn Ave., 


lron, Ductile 


Alton ! 

186, N. Y 

American 
“New 


nm Works, Inc 


Jacks, Hydraulic 
(Control Actuating) 


AiResearch Mfg. Div., The 
t., Phoenix, Ariz 
Blackhawk Mfg. Co., 
46, Wisc 
Bowser, Inc., Fort Wayne 
BRUNING CO., THE, ¢ 
Neb. SEE ADV. D- 183 





JACKS 


CDC Contro! Services, Inc., 
Hatboro, Pa 
Cadillac Gage Co., 
Cemco Industries, Inc., 
Crown Controls Co., Inc., 
New Bremen, Ohio 
Darco Industries Inc., Val-Aero Div., 2151 E. Rosecrans 

Ave., El Segundo, Calif 
Dowty Equipment of Canada Ltd., Ajax, Ontario, Canada 
Duff-Norton Co., 2709 Preble Ave., Pittsburgh 30, Pa. 
Dynex, Inc., 777 Dynex DOr., Pewaukee, Wisc 
Electrical Engineering & Mfg. Corp., 4612 W. Jeffer- 
son Bivd., Los Angeles 16, Calif 
Foote Bros. Manufacturing Co., 4545 South Western 
Ave., Chicago, Ill. 
Hydra Power Corp., Pine Court, New Rochelle, N. Y. 
Hydrodyne Corp., Skinner Seal Div., 7350 Coldwater 
Canyon Ave., North Hollywood, Calif. 
Jack & Heintz, Inc., 17600 Broadway, 
Ohio 
Jarry Hydraulics, 
Quebec, Canada 
Lear, Inc., 3171 S. Bundy Dr 
H. W. Loud Machine Works, Inc., 
Pomona, Calif 
Lucas-Rotax Ltd 
Ontario, Canada 
Lundy Mfg. Cor 
Marginator Co 
Cali 
Menasco Mfg. Co., 805 S. San Fernando Bivd 
bank, Calif., Box 7397, Sylvania Station, Ft 
Texas 
Peacock Engineering & Mfg. Co., 1673 East 82 Pl, 
Los Angeles 1, Calif 
Regent Jack Mfg. Co., 
Downey, Calif 
Ronson Hydraulic 
Pasadena, Calif 
Sancor Corp., 1661 Franklin Ave., El Segundo, Calif. 
a e a ver Aero tes Div., 900 
Rd naheim, Cal 
THOMPSON PRODUCTS. Ne. " General 
land 17, Ohio. SEE ADV. 6-170 
Vard, Inc., 2981 E. Colorado St., Pasadena 8, Calif 
Western Gear Corp. P. 0. Box 192, 2600 E. Imperial 
Hwy., Lynwood, Calif. 


400 S. Warminster Rd., 


P. 0. Box 3806, Detroit 5, Mich. 
Galion, Ohio 
40-44 S. Washington St., 


Cleveland 1, 


4384 St. Denis St., Montreal 18, 
Santa Monica, Calif. 
969 E. Second St., 
Box 115, Station H., Toronto 13, 
, Glen Head, WN. Y. 
1121 W. Magnolia Bivd., Burbank, 
Bur- 
Worth, 


Inc., 11905 Regentview Ave., 


Units Corp., 1313 Lincoin Ave., 


Offices, Cleve- 


Jacks, Lifting 


Blackhawk Mfg. Co., 5325 W. Rogers St., Milwaukee 


Container Corp., 35 Roetzer St., Buffalo 

Cemco Industries, Inc., Galion, Ohio 

Colson Corp., Jonesboro, Ark 

Crown Controls Co. Inc., 40-44 S. Washington St., 
New Bremen, Ohio 

Duff-Norton Co., 2709 Preble Ave., 
Pa 

Dynex, Inc., 777 Dynex Dr 

-_ _ Co., 1000 


HOOVER ELECTRIC CO., 2100 South Stoner Ave., 
es 25, Calif., Eastern Sis. & Serv., Hangar 
& umbus Ai rport, Columbus 19, Ohio. SEE 


Pittsburgh 30, 


Pewaukee, Wisc 
E. Mermaid Lane, Philadelphia 


ic Products Co., Providence, R 
Jack & Heintz, Inc., 17600 Broadway, 
Ohio 
Laurie & 
Menasco 
bank 
Texas 
Messinger Bearings Inc., D. St. 
Philadelphia, Pa 
Midland Foundry & Machine Co., Ltd., 
St. W Midiand, Ontario, Canada 
Regent Jack Mfg. Co., Inc., 11905 Regentview Ave., 
Downey, Calif 
Sancor Corp., 1661 
Talley Corp The, 


Cleveland 1, 
Lamb, 30 Grosvenor St., Toronto, Canada 
Mfg. Co., 805 S. San Fernando Bivd., Bur- 
Calif., Box 7397, Sylvania Station, Ft. Worth, 
Above Erie Ave., 


223-5 Bay 


Franklin Ave., El Segundo, Calif. 

Newbury Park, Calif. 

Templeton Kenly & Co., Gardner Rd., Broadview, Ill. 

Vard, Inc., 2981 E. Colorado St., Pasadena 8, Calif. 

Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 
Hwy., Lynwood, Calif 

Wheland Company, The, 
tanooga, Tenn. 


Signal Mountain Bivd., Chat- 


Jacks, Screw 


AIRBORNE ACCESSORIES CORP., 1414 Chestnut Ave., 
Hillside 5, N. J. SEE ADV. C-72 

AiResearch Mfg Div., The Garrett Corp., 
Sepulveda Bivd., Los Angeles 45, Calif. 

Cadillac Gage Co., P. 0. Box 3806, Detroit 5, Mich. 

Duff-Norton Co., 2709 Preble Ave., Pittsburgh 30, Pa. 

Electronic Communications, Inc., 1501 72nd Street, 
North, St. Petersburg, Florida 

Electrical Engineering & Mfg. Corp., 4612 W. Jeffer- 
son Bivd., Los Angeles 16, Calif. 

HOOVER ELECTRIC Co., 2100 South Stoner 
Los Angeles 25, Calif., Eastern Sis. & Serv., 
Hangar 2, Port Columbus Airport, Columbus x 
Ohio. SEE ADV. C-97 

Jack & Heintz, Inc., 17600 Broadway, 
Ohio 

Kenyon Instrument Co., 

Walter Kidde & Co., 
9, J 


9851 


Cleveland 1, 


Brewster, N. Y. 


Inc., 256 Main St., Belleville 


D-66 


Santa Monica, Calif. 
Toronto 13, 


Lear, Inc., 

Lucas-Rotax Ltd. 
Ontario, Canada 

Lundy Mfg. Corp. 

Lyndon Aircraft, Inc., 
N. J 


3171 S. Bundy Dr., 
Box 115, Station H, 


Glen Head, N. Y. 
140 Clifford St., Newark 5, 
Midiand Foundry & Machine Co., 
Midiand, Ontario, Canada 
Safway Steel Products, Inc., 6228 W. State St., 
waukee 13, Wis. 
Talley Corp., The, 


223-5 Bay St. W., 
Mil- 


Newbury Park, Calif. 

Templeton Kenly & Co., Gardner Rd., Broadview, I'l. 
Vard, Inc., 2981 E. Colorado St., Pasadena 8, Calif. 
Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 


Hwy., Lynwood, Calif 

S. S. WHITE DENTAL MFG. CO., THE, INDUSTRIAL 
DIV., 10 E. 40 St., New York 16, N. Y. SEE ADV. 
0-184 

Wollard Aircraft Service 
79 St., Miami, Fila 

York Gears, Ltd., 825 Caledonia Red., 
Ontario, Canada 


Equip., Inc., 2963 WN. W. 


Toronto 19, 


Jigs 


Abalon Precision Mfg 0 Casanova St., Bronx 
59, N 

Acromark Co., 470-D ore t iza N. J. 

Aeroaffiliates, Inc Hic : D 4125, 
Fort Worth 6, Tex. 

Aetna Engineering Co., 
Calif. 

Air-Ex Inc., 
Canada 

American Bro 

The Barth Corp 
Ohio 

E. W. Bliss Co., 


Corp 


14106 Aetna St., Van Nuys, 


Montreal Aijrport, Dorval, Quebec, 
ach & Machine Co., Ann Arbor, Mich 
12650 Brookpark Rd., Cleveland 30, 


1375 Raff Rd. S. W., Canton, Ohio 
Bristo! Aircraft (Western) Ltd., P. 0. Box 874, Steven- 
son Field, Winnipeg, Manitoba, Canada 
Buffalo Metal Container Corp., 35 Roetzer St., 
11, N 
Champion Aircraft Corp., Osceola 
C. 8. Christiansen Co., 164 Penr 
5, N. J. 
Continental Technica! Service, Inc., Aircraft Div., 29 
W. Apple St., Dayton, 0 
Dearborn Gage Co., 32330 
Mich. 
deLackner Helicopters, 
Vernon, WN. Y. 
Ex-Cell-O Corp. of 
London, Ontario 
Federal Machine 
City 5, N. J 
Fenn Mfg. Co., The, P 5, Hartford, Conn. 
Fleet Mfg. Ltd., R o Erie, Ontario, 
Canada 
General Electrodynamics 
Garland, Texas 
General Tire & Rubber Co., 17 nglewood Ave., 
Akron 9, Ohio 
Goodyear Aircraft 
15, Ohio 
Walter K. Jaros 
Astoria, N. Y 
Kaiser Steel Corp., 


Buffalo 


Wisc 


ngton St., Newark 


hio 
Ford Rd., Garden City, 


14 N. Bleeker St., Mt. 


Inc., 
Canada, Ltd., 120 Weston St., 
Canada 


Co. Inc., 809 Garfield Ave., Jersey 


Forest Lane, 


Corp., 1210 Massilon Rd., Akron 


Aircrafters, 48-00 Astoria Bivd., S., 


1924 Broadway, Oakland 12, 


S., Kitchener, Ontario, 


P. 0. Box 


opment Labs 
1401 S$ Marshal aris, ! 
Washer Co., 25 ast 56 St., Huntington 
Calif. 
Aircraft Corp., Isla 
ort, Philadelphia 42, Pa 

Sesco Mfg., Inc., 4th & Prospect Sts., Bridgeport, Pa. 

Twix Manufacturing Co., Inc., 40-09 21 St., Long 
Island City 1, ¥. 

United States Steel Corp., Conse 
Div., P. O. Box 2015, Terminal 
geles 54, Calif. 

U. S. Steel Corp., 525 Wi 
30, Pa 

Waco Aircraft Co., The, Peters Ave., 

Wharton & Wilcocks of America, Inc., 
Pi., New York 4, N. Y 

Wheland Company, The, Signal Mo 
tanooga, Tenn. 

Winslow Mfg. Co., 1751 East 
Ohio 

Wollard Aircraft Services Equip., Inc 
79 St., Miami, Fla 

York Gears, Ltd, 825 
Ontario, Canada 


‘ 


International Air- 


dated Western Steel 
Annex, Los An- 
Penn Pl., Pittsburgh 


Ohio 
17 Battery 


Troy, 


untain Bivd., Chat- 


23rd St., Cleveland 14, 


2963 N. W. 


Caledonia Rd., Toronto 19, 


Joint Assemblies 

Aeroquip (Canada) Ltd., 287 Birdgeland Ave., Toronto 
9, Ontario, Canada 

ARROWHEAD PRODUCTS DIVISION, FEDERAL-MOGUL- 
BOWER BEARINGS, INC., 2300 Curry Street, Long 
Beach 5, Calif. SEE ADV. D-187 

Barco Mfg. Co., 500-530 North Hough St., 
rington, Ill 

Chiksan Co., Sub. of Food Machinery & Chemical Corp., 
330 North Pomena Ave., Brea, Calif. 

Dunbar Kapple, Inc., North Island Ave., 


Bar- 


Batavia, Ill. 


a Mfg. Corp., 383 State St., Binghamton, 

> Ve 

Marman Div., Aeroquip Corp., 11214 Exposition Bivd., 
Los Angeles 64, Calif 

Mercury Air Parts Supply Co. Inc., 3826 Willat Ave., 
P. 0. Box 135, Culver City, Calif 

New Hudson Mfg. Co., 56849 Grand River, New 
Hudson, Michigan 

New Process Gear hh 
Syracuse 1, N. Y. 

Ryan Aeronautical Ss 
12, Cailf. 

Sealol Corp., 
~ 


Chrysler Corp., 500 Plum St., 
Lindbergh Field, San Diego 


Warwick Industrial Providence 5, 


Corp., 


SOLAR AIRCRAFT CO., 
12, Calif. SEE ADV. 

Variety Aircraft Corp., 
Ohio 

Western Gear Corp., P. 0. Box 192, 
Imperial Hwy., Lynwood, Calif 

York Gears, Ltd. 825 Caledonia Rd., 
Ontario, 


Joints, Ball 
Arnav Fitting Corp., 32 


N. J 

ARROWHEAD PRODUCTS, 2350 Curry St., 
Calif. SEE ADV. D-187 

Barco Mfg. Co., 500-530 North Hough 
rington, Ill 

Corbin Products Div., 


Park, 


Smith. ~Morris 825 Myrtle St., Ferndale 20, 


Pay Pacific Hwy., San Diego 
A-58 


2901 W. Third St., Dayton, 


2600 €E 


Toronto 19, 


Industrial Ave., Little Ferry 


Long Beach, 
St., Bar- 


Ohison International Corp., 
Crescent Plaza Bidg., Long Island City 1, N. Y 
Dunbar Kapple, Inc., North Island Ave., Batavia 
Dumont Aviation Assocs., 1401 Freeman Ave., P. 0 
Box 4087, Long Beach 4, Calif 
E. Greiner Co., 22 N. Moore St., New York, 
Ledkote Prods. Co., Aijrcraft Div., 35-01 
Bivd., Long Isiand Citq 6, N. Y 
New Hudson Mfg. Co 56849 Grand 
Hudson, Michigan 
Ryan Aeronautical Co., 
12, Calif 
Sm a — 


SOLAR AIRCRAFT CO., 2200 Pacific Hwy., San Diego 
12, Calif. SEE ADV. A-58 

——— PRODUCTS CO., 1705 South Mountain 

Monrovia, Calif. SEE ADV. A-54, B-44 

THOMPSON PRODUCTS, INC., peewee Offices, 
land 17, Ohio. SEE ADV. 0-170 

Western Gear Corp., P. 0 Box 192, 
Imperial Hwy Lynwood, Calif 

York Gears, Ltd., 825 Caledonia Rd., 
Ontario, Canada 


N. Y 
Vernon 
River, New 


Lindbergh Field, San Diego 


Corp., 825 Myrtle St., Ferndale 20, 


Cleve- 
2600 €E 


Toronto 19, 


Joints, Flexible 


) 287 Bridgeland Ave., 


Aeroquip (Canada Ltd., Toronto 
9, Ontario, Canada 
Airconductors, 367 East Olive, Gardena, Calif. 


— Industries, Inc., 648 Main St., Westbury, 


N 
— ‘Fitting Corp., 32 Industrial Ave., Little Ferry, 
ARROWHEAD PRODUCTS DIVISION, FEDERAL-MOGUL- 
BOWER BEARINGS, INC., 2300 Curry Street, Long 
Beach 5, Calif. SEE ADV. 0-187 ; 
Barco Mfg. Co., 500-530 North Hough St., Barrington 
Itt 
Belfab Corp., Municipal Airport, Daytona Beach, Fila 
Chiksan Co., Sub. of Food Machinery & Chemical Corp., 
330 North Pomona Ave Brea, Calif 
Inc., 8400 San Fernando Rd., Sun 
Kedzie, Chicago, I 
Inc., North Isiand Batavia 
1302 S. Third , Maywo 
Robertshaw-Fulton Controls 
Knoxville 1, Tenn. 
Co., 22 N. Moore St., New York N. ¥ 
Hydrodyne Corp., Skinner Seal Div., 7350 Coldwater 
Canyon Ave., North Hollywood, Calif. 
Kupfrian Mfg. Corp., 383 State St., 
N 
Lord 


5059 So 


Binghamton, 


Y 
Mfg. Co., 1635 West 12 St Erie, Pa 
Marman Div., Aeroquip Corp., 11214 Expos 
Los “Angeles 64, Calif. 
= Xs : r —_ Sunol ly Co r- 
P Cit 
RANDALL ENGINEERING CORP. 5 
Los Angeles 16, Calif. SEE Apv. 
Resistoflex Corp., Roseland, N. J 
Ryan Aeronautical Co., Lindbergh Field, San Diego 
Calif. 
Sea - 
R. 


3826 W 
‘ 

933 Bowcr 

D-203 

12 
Park, Providence 5, 


Corp., Warwick Industrial 


2200 Pacific Hwy., San Diego 
. A-58 


onan AIRCRAFT yn 
12, Calif. SEE A 
SOUTHWEST peaeucts Cco., 


1705 South Mountain 
Ave., Monrovia, Calif. SEE ADV. A-54, B-44 

U. S. Flexible Metallic Tubing Co., Aircraft Div 454 
East Third St., Los Angeles 13, Calif 

Variety Aircraft Corp., 2901 W. Third St., 
Ohio 

Western Gear Corp., P. 0. Box 192, 2600 E. 
Hwy., Lynwood, Calif 

Zurn Industries, Inc., Mechanical Power Transmission 
Div., 1982 Pittsburgh Avenue, Erie, Pa. 


Dayton, 


Imperial 
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LABORATORIES 


Joints, Swivel ster oon 0 \ Box 192, 26¢ 


825 Caledonia Rd 


Mechanica 


Arkwin Industries, Inc., 648 Main St Westbury, 
N. Y 
ttsburgh Avenue, Erie 


Arnav Fitting Corp., 32 Industrial Ave ttle Ferry, , 1982 


N. J 
ARROWHEAD PRODUCTS, 2300 Curry St., Long Beach, 


Calif. SEE ADV. D-187 ‘ington, Kapok 


Bar Mfg. Co., 500-530 North Hough St 


Food Machinery rvemical Seaman Product Div Seaman Paper 
Brea, C Bradley Ave., Syimar, Calif. 
S. R. Prod C 


os Angeles 23 Ca 
{on Ereeman Aves P Keys, Hardware 
Dunbar le, Ir rth ‘Island Ave 


Laboratories, Technical 
Food Mz PY mical Corp., P Bo 0, Alton Iror rks f 120 t treet, Or : 
ban Jose 6, Ca LF aa eee ae Service 


areir o., 22 100 St., New Y 
San Dieg 
3826 


ndbergh Field, San Die : 
a AEROTEST LABORATORIES, INC >-1 
ege P N.Y. SEE ADV. 0-194 


Park 


SOLAR AIRCRAFT CO., 2200 Pacific 
SEE ADV. A-58 
SOUTHWEST PRODUCTS CO., 1705 
Ave . f a ADV A- $4, 8. a4 
Vard, Ir 2981 €£ é >t Pasader 
vw ety Aircraft f 2901 W. Third 


WEATHERHEAD CO., THE, 300 E. 131 St., Cle r Parts pr Co. In 382 at ’ 
Ohio SEE Ay A-43, 0-186 F E l r t 4 ASSOLIATED TESTING LABS., INC 
West ern Gear t Box 192, 2600 E. Imperial S, Inc., 117 Hollier Ave., t N oe ADV D-192 
ev. Lowe f a 
York Gears, Ltd, 825 Caledo Rd., Toronto 19, Av 
Ontario, Canada BELL AIRCRAFT “CORP. N 
SEE ADV. A 4 


SJ t 


Joints Torsion 


Corbin P 


ARROWHEAD PRODUCTS DIVISION FEDERAL- MOGUL- 

——s BEARINGS INC ry Str Long 
SEE ADV ‘D- 187 

BENDIX AVIATION CORP BENDIX PRODUCTS DIV 

rw M x th Bend Ind. SEE ADV. 


THE ELECTRIC AUTO-LITE CO 
ADV. D-158 


DEL MAR ENGINEERING Lapenavensss, _! 
B-42 : 


DESIGNERS FOR INDUSTRY 
ve i9 SEE ADV. C-% 


estone Bivd., 
Calif 


United Supply C 76 S. Broadway Pi. Lo Angeles 64, C 
Angeles 7, Calif. Plasteck, Inc., 
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LABORATORIES 


Giannini Plasmadyne Corp., 3839 S. Main St., 
Ana, Calif. 

Gladding, McBean & Co., 
Angeles, Calif. 

Guiton Industries, Inc., 212 Durham Ave., Metuchen, 
N. J 

Hayes Aircraft P. 0. Box 2287, Birmingham, 
Ala. - 

Helco Lab., Inc., 20120 Sherwood, Detroit 34, Mich. 

ITT Laboratories, 15151 Bledsoe St., San Fernando, 


Calif 
Industrial Development Labs., Mechanic St., Attleboro, 
1315 Versailles Rd., Lexington, 


Santa 
2901 Los Feliz Bivd., Los 


Corp., 


Mass 


Irving Air Chute Co., 
Ky 


26 Farwell St., Newtonville 60, Mass. 


Jarrell-Ash Co., 
256 Main St., Belleville 9, 


Walter Kidde & Co., Inc., 
N. J 


359 Alfred Ave., Teaneck, N. J. 


Ledoux & Co., 
916 Commonwealth Ave., 


Lesselils & Associates, Inc., 
Boston, Mass 
a Aircraft Co., 24751 Crenshaw Bivd., 


ance, Calif. 
LYCOMING DIV. AVCO MANUFACTURING CORP., 
Stratford, Cone. SEE ADV. 3RD COVER 
Marchand Electronic Laboratories, 311 Riversville Rd., 
10 Columbus 


Inc., 


Greenwich, Conn. 
McCo nathy, Hoffman & Associates, Inc., 
le, New York 19, WN. Y. 

McGraw-Edison Co., Elgin, Ill, 

Metal Hydrides, Inc., 12-24 Congress St., 
Mass 

Miller Research Labs. 
Inc., 2215 Russet! St., 

George L. WNankervis Co. 
Detroit 27, Mich. 

National Research Corp., 70 Memorial Dr., Cambridge 
42, Mass. 

— _ By Lab., 


NEW ‘YORK K TESTING LABORATORIES, ao 47 West 
Street, New York 6, N. Y. SEE ADV. -198 

Nuclear Measurements Corp., 2460 N. 
Indianapolis 18, Ind 

OPTOmechanisms, Inc., 
N. Y 

Olin Mathieson Chemical 
York 22, Y. 

Oregon Metaliurgical Corp., 

Parameters, Inc., 195 Herricks Rd., 
m WV 

Philco Corp., 
Wissahickon Ave., 

Power Generators, Inc., 
N. J 

— — ay Labs., 


RADIO 0 Gone. oF "AMERICA, Princeton, N. J. SEE 


Beverly, 


Div., Miller Metal Products, 
Baltimore 30, Md. 


15300 Fullerton Ave., 


2010 Massachusetts Ave., 


p-- a Ave., 


"216 East Second St., Mineola, 


Corp., 460 Park Ave., New 


Albany, Ore. 

New Hyde Park, 
Government & Industrial Div., 4700 
Philadelphia 44, Pa. 
600 Stokes Ave., Trenton, 


1120 El Segundo Bivd., 


a reel Corp., 843 Canal St., Stamford, Conn. 

Resitron Labs., 2908 Nebraska, Santa Monica, Calif. 

Rototest Laboratories, Inc., 2803 Los Flores Bivd., 
Lynwood, Calif. 

Scientific-Atlanta, Inc., N. E., 
Atlanta, Ga 

Soundrive Engine Co., 3300 Cahuenga Bivd., 
geles 28, Calif. 

State Testing Lab. Inc., 
port 8, Conn. 

Sam Tour & Co., Inc., 
N.Y 

Triplett 
Calif 


La 


2162 Piedmont Rd., 
Los An- 
Bridge- 
New York 6, 


226 Knowlton St., 
44 Trinity Pil., 


& Barton, Inc., P. 0. Box 3128, Burbank, 


Turco Products, Inc., 6135 South Central Ave., Los 
Angeles 1, Calif 

Ultrasonic Testing & Research Lab., 
St., Van Nuys, Calif. 

U. S. Testing Co., 1550 Park Ave., Hoboken, N. J. 

Vitro Corp. of America, 261 Madison Ave., New York 
16, N. Y. 

Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 
Hwy., Lynwood, Calif. 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 

Wheeler Laboratories, Inc., 122 Cutter Mill Rd., 
Great Neck, ¥. 

WILDING PICTURE PRODUCTION, INC., 
Argyle Ave., Chicago, lil. SEE ADV. D- 

Wyle 128 Maryland St., El 

Wyle Research Corp., 130 Maryland St., 
Calif. 


14710 Raymer 


1345 West 
200 
Segundo, 
El Segundo, 


Laboratories, 
f 


Laboratory Equipment 


Fisher Scientific Co., 717 Forbes St., Pittsburgh 19, 


Will Corporation, 39 Russell St., Rochester 3, N. Y. 


Lacing 


Bentley, Harris Manufacturing Co., Conshohocken, Pa. 

Borden Co., The, Chemical Div. P. 0. Box 1589, 
Santa Barbara, Calif. 

G. W. Galloway Co., 220 South First Ave., Arcadia, 
Calif. 

B. F. Goodrich Aviation Products, 500 South Main 
St., Akron, Ohio 

at = & Knight Co., 356 Franklin St., Worcester 4, 
ass. 


D-68 


Gudebrod Brothers = Co., Inc., 225 West 34th St., 


New York 1, N. 
Narrow Fabric Co., Tee, Reading, Pa. 
Uniform Hood Lace Co, 633 East St. 
Indianapolis 2, Ind. 


Ladders, Platforms 


ACF Industries, Inc., 750 Third Ave., New York 17, 
N. Y. 
Air-Ex Inc., Montreal Airport, Dorval, Quebec, Canada 
Airseco, Inc., 158-18 Rockaway Bivd. Jamaica 34, 
New York 
Iron Works, Inc., 


1441 S. McLean Bivd., Wichita 


Clair ‘St, 


1205 38th Street, Brooklyn 
Y 
Associated Co. Inc., 

13, Kans. 
Atlas Industrial Corp., 856 39 St., 
Aviquipo of Canada Ltd., 636 St. 
real, Quebec, Canada 
Ballymore Co., Lincoln & Garfield Aves., West Chester, 
Pa 
Bowser, Inc., 
Bristol Aircraft 
Stevenson Field, Winnipeg, 
Dayton T. Brown, Inc., 1305 Strong Ave., 
hae ae V 
Burner-Holiomon Mfg. Corp., 
Hyattsville, Md 
Champion Airquipment, Inc., 
burgh 21, Pa. 
Colonial Aircraft Corp., 
Cromer <a & Eng. Co., Inc., 
Los Angeles, Calif. 

DETROIT STAMPING CO., 350 Midland Ave., Detroit 
13, Mich. SEE ADV. 0-198 
Drayer-Hanson Div., National-U. S 
P. 0. Box 2215, Terminal Annex, 

Calif. 
Duo-Safety Ladder Corp., 
is. 
Engineering & Manufacturing Co., 
Philadeiphia 4, Pa 
Genaire, (Ltd., Municipal 
Ontario, Canada 
General Metals, Inc., 


Brooklyn 32, N. Y. 
Paul St. W., Mont- 


Fort Wayne Div., Fort Wayne 2, Ind 
(Western) Ltd, P. 0. Box 874, 
Manitoba, Canada 
Copiague, 


4706 Rhode Island Ave., 
P. 0. Box 8786, Pitts- 


Soaford, Maine 
2138 E. 88 St., 


Radiator Corp., 
Los Angeles 54, 


P. 0. Box 497, Oshkosh, 
611 North 40 St., 


Airport, St. Catharines, 


858 Goldsboro St., Greensboro, 

Hussmann Aircraft Div., “+ iubapater Co., 
819 East Taylor St., St. Louis 

INDUSTRIAL TOOL MFG. CORP., PENDLETON TOOL 
INDUSTRIES, INC., 8150 Marbrisa Ave., Huntington 
Park, Calif. SEE ADV. 0-196 

Lockheed Aircraft Corp., 
551, Burbank, Calif. 

Lockheed Aircraft Corp., Georgia Div., 
ucts Branch, Marietta, Ga 

Oro Mfg. Co., 1425 East Michigan St., 

Padbioc Co., Inmc., 2573 Hillside Station, 


California Div., P. 0. Box 


Special Prod- 

Adrian, Mich. 

Wichita, 
Kansas 

Phelps Mfg. Co., 5951 Sepulveda Bivd., Van Nuys, 
Calif. 

Regent Jack Mfg. Co., Inc., 
Downey, Calif 
Reliant Industries, 

Calif. 

Safway Steel Products, Inc., 
Milwaukee 13, Wis 

Schaffer Air 1% Inc., 
Brooklyn 22, 

SPACE CORP., Py ‘o “Box 5175, Dallas, 
ADV. D-161 

Thieblot Aircraft Co. Div., Vitro Corp. of America, 
Pp Box 481, Martinsburg, West Va. 

United States Steel Corp., Consolidated Western Steel 
Div., P. 0. Box 2015, Terminal Annex, Los An- 
geles 54, Calif. 

Washington Aluminum Co., 

Md 
Aircraft Corp., 


11905 Regentview Ave., 


4935 Firestone Bivd., South Gate, 


6228 W. State St., 
290 North Henry St., 
Texas. SEE 


Inc., Dept. 175, Baltimore 


2820 Ontario St., Burbank, 


Wells Industries Corp., 6880 Troost Ave., North Holly- 
wood, Calif. 

R. D. Werner Co., Inc., 
16, N. Y. 

Wheland Company, The, Signal Mountain Bivd., 
tanooga, Tenn. 

Wollard Aircraft Service Equip., Inc., 
79 St., Miami, Fila. 


Ladders, Fueling 


Air-Ex Inc., 

Airseco, Inc., 
New York 

Aluminum Safety rete, 
New York 16, 

Bowser, Inc., Fort 3 ae Div., Fort Wayne 2, Ind. 

Bristol Aircraft (Western) Ltd. P. 0. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 

Burner-Hollomon Mfg. Corp., 4706 Rhode 
Ave., Hyattsville, Md. 

Champion Airquipment, Inc., P. 0. Box 8786, Pitts- 
burgh 21, Pa. 

Colonial Aircraft Corp., Sanford, 

Cromer Mfg. & Eng. Co., Inc., 
Los Angeles, Calif. 

Drayer-Hanson Div., WNational-U. S. Raditor Corp., 
P. 0. Box 2215, Terminal Annex, Los Angeles 54, 
Calif. 

Duo-Safety Ladder Corp., 
Wis. 


295 Fifth Ave., New York 
Chat- 


2963 N. W. 


Montreal Airport, Dorval, Quebec, Canada 
158-18 Rockaway Bivd., Jamaica 34, 


Inc., 289 Fifth Ave., 


Island 


Maine 
2138 E. 88 St., 


P. 0. Box 497, Oshkosh, 


Engineering & Manufacturing Co. 611 North 40 
St., Philadelphia 4, 


Metals, Iinc., Greens- 


Pa. 
858 Goldsboro St., 
Hussmana Aircraft Div., Hussmann Refrigerator Co., 
819 East Taylor St., St. Louis 15, 
Reliant Industries, 4935 Firestone Bivd 
Calif. 

Santa Anita Engineering Co., 2451 E. Colorado St., 
Pasadena 8, Calif. 

Schaffer Air Industries, Inc., 
Brooklyn 22, N. 

Thiedlot Aircraft Co., Div., Vitro Corp. 
P. 0. Bax 431, Martinsburg, West Va. 

United States Steel Corp., Consolidated Western Steel 
Div., P. 0. Box 2015, ‘Terminal Annex, Los Angeles 
54, Calif. 

Variety Aircraft Corp., 2901 W. Third St., Dayton, Ohio 

Washington Aluminum Co., Inc., Dept. 175, Baltimore 


0. 
, South Gate, 


290 North Henry St., 


of America, 


, d. 
Wells Industries Corp., 6880 Troost Ave., North 
Hollywood, Calif. 
R. D. Werner Co., Inc., 
16, N. Y. 
Wollard Aircraft Service Ecuip., Inc., 
79 St., Miami, Fia. 


295 Fifth Ave., New York 


2963 N. W. 


Lamps, (Lighting) 


American Cystoscope Makers, Inc., 
Pelham Manor, N. Y. 
Aviquipo of Canada Ltd., 
Montreal, Quebec, Canada 
Freeport, Ill. 
Co., 2520 Colorado Ave., 


8 Pelham Pwy., 
636 St. Paul St., W., 


Burgess Battery Co., 
Burton Mfg. 


Calif. 
THE ELECTRIC AUTO-LITE CO., Toledo 1, Ohio. SEE 
ADV. 0-158 


Santa Monica, 


Garron Aircraft Supply, Inc. 5 Union Square, New 
York 3, N. Y. 
Manufacturing Co., 


Urbana, Ohio 


Latches 


Adams-Rite Mfg. Co., 
Glendale 4, Calif. 
Alton Iron Works, Inc., 

18, » Ve 
Brown-Line Corp., 111 Main St., 
Burklyn Company, 3429 Glendale Bivd., 

39, Calif. 

Camioc Fastener Corp., 22 

Paramus, N. J 
Electronic Communications, 

Petersburg, Fila. 

Hartwell Aviation Supply Co., 

Angeles 34, Calif. 
Industrial Precision Products, 

Chicago 25, Ill. 

Langley Corp., 310 Euclid Ave., San Diego 12, Calif. 
Monadnock Mills Sub., United-Carr Fastener Corp., 

1977 First Ave., San Leandro, Calif 
National Lock Co., 1902 magne St., Rockford, I 
SIMMONDS AEROCESSORIES 105 White Plains 

Rd., Tarrytown, N.Y. SEE ADV. D-195 
U. S. Chemical Milling Corp., 1700 Rosecrans Ave., 

Manhattan Beach, California 
Westholt Mfg., Inc. 925 W. Harry, Wichita, Kan. 


Latches, Ball & Detent 


540 West 


515 North Russell St., 


540 West Chevy Chase Dr., 


1205 38th Street, Brooklyn 


El Segundo, Calif 
Los Angeles 


Spring Valley Rd., 


1501 72 St., ~~ & 
9035 Venice Bivd., Los 


325 North Hoyne Ave., 


Adams-Rite Mfg. Co., Chevy Chase Dr., 


Glendale 4, Calif. 


Lathes 


Bullard Co., The, Bridgeport 9, Conn. 

Clausing Div., Atlas Press Co., 1915 N. Pitcher St., 
Kalamazoo, Mich. 

F. W. Derbyshire, Inc., 
Mass. 

Gisholt Machine Co., 
Madison 3, Wisc. 
Hanson-Van Winkle Munning Co., 

8. J. 


157 High St., Waltham, 


1205 East Washington Ave, 


Church St., Matawan, 


Hardinge Brothers Inc., 1420 College Ave., Elmira, 
N. Y. 


Jones & Lamson Machine Co., Clinton St., Spring- 
field, Vt. 
The R. K. Le Blond Machine Tool Co., 
Edwards Rds., Cincinnati 8, Ohio 
Louis Levin & Son Inc., 3610 South Broadway, Los 
Angeles 7, Calif. 

Lodge & Shipley Co., The, 3055 Colerain Ave., Cin- 
cinnati 25, Ohio. 

Logan Engrg. Co., 4901 West Lawrence Ave., 
30, Il. 

Monarch Machine Tool Co., The, Sidney, Ohio 

Nebel Machine Tool Corp., Nebel Lathe Division, 
Smith & Mills Shaper Division, 3401 Central 
Parkway, Cincinnati 25, Ohio 

Production & Equipment Co., Inc., 
St., Detroit 16, Mich. 


Madison & 


Chicago 


3500 West Fort 
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LIGHTING 


Broadway PI! Los H 
r C angiey 
Westholt Mfg., | Harry, Wichita, Kan. Me n 
Nation 
SIMMONDS AEROCESSORIES, “INC 
Rd rr n Y. SEE ADV. D-1 195 


Launching Equipment "S.” Chemical "Milling Corp, 1700 ® 
Aircraft (External) stholt, Mfg. Inc.’ 925 W. Harry, Wick 


All American Engineering Co., du Pont Airport, Wilm- 


ngton, De 


Aqualite Cor¢ 1660 Tenth St., Santa Monica, Lead, (Block, Pig, Tubing, 


Calif ; 
BELL AIRCRAFT CORP.. Niagara Falls Bivd., Niagara Sheet, etc.) 
F EE ADV. A-46 
p ang a | aon Maes Geka, tes. 208 Bk an, ae Life Preservers (Vests, Belts, 


Met 


rt Wayne Div Fort * Ame t C " 
tae te itn «~~ efining Whs. Ind belmont Cushions, Suits, Inflation 
Equipment, etc.) 


Aer Led 7 


Leather, Artificial 


INDUSTRIAL "FOOL MFG “toRP PENDLETON TOOL 
INDUSTRIES INC Ave - 
alif _SEE Adv D- 196. 


Broadway 


Harp Detr 
fodern Metal Crafts Sts 
ts., Philadeiphia 
tional U. S. Radiator 
Nigg Engineering Corp Sa 
Palif ) . 
Chestnut Ave., 
Stokes Ave Trenton, 
Firestone 
cts Div., 
1035 Westminster Ave 


Smith Cc Aero Products-Western Div., 
900 E d., Anaheim, Calif 
SPACE CORP Box 5175, Dallas, Texas. SEE 
ADV. D-161 
Standard Armament, Inc., 631 Allen Ave 
alif 
Stratos Div Fair i Engine & Aijrpian 
Bay Shore, N. Y 
Symington-Wayne Corp., Wire Bidg., 
Washington 5, D ” 
Taico Engineering Co., 2685 State St. Har 
Thermo-Forr Div Aluminum Taper M 
Altamil Corp., 225 Oregon St., Ei Seg C N 
Thiediot Air raft Co. Div., Vitro Corp. of America, P. 0. APPARATUS DIV, TEXAS INSTRUMENTS INC., ¢ 
Box 481, Martinsburg, West Va emmon Ave allas 9, Texas SEE ADV 018i 
—— PRODUCTS, INC., General Offices, C ar sen 4 : areenwich & New 
SEE ADV. D-170 
; BAUSCH & Lome OPTICAL CO 


& Robertson Aves an ‘ . t 
: 7 Y. SEE ADV. 8-45 : . . 
rp. C a ee - or, Lighting Accessories, 


peaitel Aim, iss fogs 6 Ga ee ! Bivd., Los Fluorescent 


ermina 


, Armament D 
7803 P 


Peters Ave 
Co., Inc., Dept 
0 ates 
Ave., Rockville, Md 


Wheland mpany, The, Signal Mountain 
tanooga, Tenn. 


Latches 


Adams-Rite Mfg. Co. 540 West Chevy Chase Dr. Glen- 
dale 4, Calif 


Alton Iron Works, Inc 1205 38th Street, Brooklyn 
18, N. Y 


Burklyn Co., 3429 Glendale Bivd., Los Angeles 29 im & Lamson Machine 
Calif 

Hartwell Aviation Supply Co., 9035 Venice Bivd., Los KOLLMORGEN OPTICAL CORP. 347 
Angeles 34, Calif. ampton, Mass. SEE ADV. D-194, D-1 195 
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LIGHTING 


Terado 1068 Raymond Ave., St. Paul 14, 
Minn. 
Westinghouse Electric Corp., 3 Gateway Center, P. 0. 


Box 868, Pittsburgh 30, Pa. 


Company, 


Lighting Accessories, 
Incandescent 


Amalgamated Electric Corp., Ltd. 384 Pape Ave., 
onto 6, Canada 

Benja Etectric Mfg. Co.. Des Plaines, Ii! 

Burt Mig Co., 2520 Colorado Ave., Santa Monica, 
lif 

Chicago Miniature Lamp Works, 1500 N. Ogden Ave., 
Chicago, Ill 

Gordon Enterprises, 5362 North Cahuenga Bivd., 


North Hollywood, Calif 
Grimes Manufacturing Co., 
Urbana, Ohio 
Lighting Div., Safety Industries, 
Milford, Conn. 
Lu ator Inc., 


515 North Russell St., 
Inc., P. 0. Box 70, 
Chicago 7, 


120 North Peoria St., 


Merix Chemical Co., 1021 East 55 St., Chicago 15, 


Sode berg Mfg. Co., Inc., 628 South Paim Ave., 


Alhambra, Calif. 
Telectro Industries Corp., 36-16 37th St., Long Island 
City 1, WN. Y. 


Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 


Lighting Accessories, 
Ultraviolet 


ane Electric 
Toronte 6, Canada 

Burt< mn Mfg. Co., 2520 Colorado Ave., 
~alif 

Engethard 


Corp., Ltd., 384 Pape Ave., 


Santa Monica, 

Industries, Inc., Hanovia Lamp Div., 
100 Chestnut St.. Newark 5, N. J. 

George W. Gates Co., Inc., Dept. A W, Hempstead 
Tpke & Lucille, Franklin Square, N. Y. 

Gr s Manufacturing Co., 515 North Russel! St., 
Urbana, Ohio 

LAWTER CHEMICALS, INC., 3550 Touhy Avenue, Chi- 
ge 45, I SEE ADV. D-199 

Merix Chemical Co., 1021 East 55 St., Chicago 15, 

Shannon Luminous Material, 7356 Santa Monica Bivd., 

Hollyweod 46, Calif 


Soderberg Mfg. Co., Inc., 628 South Paim Ave., 
Alhambra, Calif 
Telectro Industries Corp., 36-16 37th St., Long Island 


City 1, N. Y 
Ultra-Violet Products 
San Gabriel, Calif. 
Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 


Inc., 5114 Walnut Grove Ave., 


Lighting Equipment, Portable 
Electric 

Amalgamated Electric Corp., Ltd., 
Toronto 6, Canada 

American Broach & Machine Co., Ann Arbor, Mich. 

Burto ; Mfg. Co., 2520 Colorado Ave., Santa Monica, 


384 Pape Ave., 





Va 

Commercial Reflector & ~~. Co., 
Los Angeles 11, Ca 

Cook Electric Co., Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, Ill. 

Oay-Ray Products, Inc., 1133 Mission St., 
Pasadena, Calif. 

R. E. Dietz Co., 225 Wilkinson St., Syracuse 1, N. Y. 

Hafedy 57 William St., New York 5, 
N. Y 

Highland Engineering Co., 1732-42 
santa Monica, Calif 

Homelite, a Division of Textron Inc., 
N. Y¥ 

Koehler Mfg. Co., 

Kurt Mutual Industries Ltd., 
Quebec, Canada 

Julian A. McDermott Corp., 1639 Stephen St., 
wood 27, N. Y. 

McGraw-Edison Co., Elgin, Ill. 

Milwaukee Electric Tool Corp., 5368 West State St., 
Milwaukee 8, Wis. 

MOTOR GENERATOR CORP., HOBART BROS. AFF., 
Jackson at Water St., Troy, Ohio. SEE ADV. F-1 
Pyie-Natione! Co., The, 1334 North Kostner Ave., 

Chicago 51, Ill. 
Safway Steel Products, Inc., 
Milwaukee 13, Wis. 
M. L. Snyder & Son, Inc., 
Philadelphia 25, Pa. 
Soderberg Mfg. Co., Inc., 
Alhambra, Calif. 
Telectro Industries Corp., 
City 1, ¥.. 


3109 Maple Ave., 


South 


Electronics Co., 
Berkeley St., 
Port Chester, 


395 Lincoln St., Marlboro, Mass. 
476 Edduard St., Granby, 


Ridge- 


6228 W. State St., 
2413 No. Jasper St., 
628 South Paim Ave., 


36-16 37th St., Long Island 


D-70 


Terado Company, 1068 Raymond Ave., St. Paul 14, 
Minn. 


Wallace & Tiernan, Inc., Belleville 9, 
&. J. 


25 Main St., 


6880 Troost Ave, North 


Wells Industries Corp., 


Hollywood, Calif. 


Lights, Fluorescent 


Amalgamated Electric Corp., Ltd., 
Toronto 6, Canada 

Benjamin Electric Mfg. Co Des 

— Mfg. Co., 2520 Colorado Ave., 


384 Pape Ave., 


Plaines, Ill. 

Santa Monica, 

a. Reflector & Co., 3109 Maple Ave., 
Los Angeles 11, Ca 

Day-Ray Products, 3 1133 Mission St., South 
Pasadena, Calif. 

The Fostoria Pressed Stee! Corp., Fostoria, Ohio 

General Electric Co., Lamp Div., Nela Park, Cleveland 
12, Ohio 

Gordon Enterprises, 5362 
North Hollywood, Calif. 

Grimes Manufacturing Co., 
Urbana, Ohio 

Lighting Div., Safety Industries, Inc., P. 0. Box 70, 
Milford, Conn 

Luminator, Inc., 


North Cahuenga Blvd., 


515 North Russell St. 
120 North Peoria St., Chicago 7, 


Smoot-Holman Co. Inc., P. 0. Box 4097, Inglewood, 


Calif 

Soderberg Mfg. Co., Inc., 628 South Paim Ave, 
Alhambra, Calif. 

Sylvania Electric Products Inc. 1740 Broadway, 


New York 19, N. Y. 

Terado Company, 1068 Raymond Ave., St. Paul 14, 
Minn 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 


Lights, Incandescent 


Amalgamated Electric Corp., Ltd. 384 Pape Ave., 


Toronto 6, Canada 

Benjamin Electric Mfg. Co Des Plaines, Ii! 

Burton Mfg. Co., 2520 Colorado Ave., Santa Monica, 
Calif. 

Chicago Miniature Lamp Works, 1500 N. Ogden Ave., 
Chicago, Ill. 

The Fostoria Pressed Steel Corp., Fostoria, Ohio 

General Electric Co., Lamp Div., Neila Park, Cleve- 
and 12, Ohio 

Gordon Enterprises, 5362 North Cahuenga Bivd., North 


Hollywood, Calif 
Grimes Manufacturing Co., 
Urbana, Ohio 
Lighting Div., Safety Industries, Inc. P. 0. Box 70, 
Milford, Conn. 
Luminator, Inc., 120 


515 North Russell St., 


Chicago 7, 
P. O. 


North Peoria St., 
Marco Industries Co., 207 South Helena St., 
Box 110, Anaheim, Calif 
Pyle-National Co., The, 
Chicago 51, Ill. 
Radiant Lamp Corp., 300 Je 
Smoot-Holman Co. Inc., P. 0 


1334 Worth Kostner Ave. 


ff Ave., Newark 8, N. J 
Box 4097, Inglewood, 


Calif 
Soderberg Mfg. Co., Inc., 628 South Palm Ave, 
Alhambra, Calif 


Sylvania Electric Products Inc., 1740 Broadway, New 
York 19, N. Y 
Westinghouse Electric Corp., 3 Gateway Center, P. 0. 


Box 868, Pittsburgh 30, Pa. 


Lights, Inspection 


Amalgamated Electric Corp., 
Toronto 6, Canada 

Benjamin Electric Mfg. Co., Des Plaines, Ill. 

Burgess Battery Co., Freeport, Ii! 

Burton Mfg. Co., 2520 Colorado Ave., 
Calif. 

Chicago Miniature Lamp Works, 1500 N. Ogden Ave., 
Chicago, II! 

Commercial Reflector & Mfg. Co., 
Los Angeles 11, Calif 

Day-Ray Products, Inc., 1133 Mission St., 
Pasadena, Calif. 

EDER INSTRUMENT CO., INC., 2293 North Clybourn 
Ave., Chicago 14, Ill. SEE ADV. D-197 

George W. Gates Co., Inc., Dept A W, Hempstead 
Tpke & Lucille Ave., Franklin Square, N. Y. 

General Electric Co., Lamp Div., Nela Park, Cleveland 
12, Ohio 

Gordon Enterprises, 5362 North Cahuenga Bivd., 
Hollywood, Calif. 

Grimes Manufacturing Co., 
Urbana, Ohio 
Koehler Mfg. Co., 
Luminator, Inc., 

rt. 

NATIONAL ELECTRIC INSTRUMENT DIVISION, EN- 
GELHARD INDUSTRIES, INC., 92-21 Corona Avenue, 
Elmhurst, New Yerk. SEE ADV. D-205 

Py'e-National Co., The, 1334 North Kostner Ave., 
Chicago 51, Ill. 

Radiant Lamp Corp., 
N. J 


Ltd., 384 Pape Ave., 


Santa Monica, 


3109 Maple Ave., 


South 


North 
515 North Russell St., 


395 Lincoln St., Marlboro, Mass. 
120 North Peoria St., Chicago 7, 


300 Jelliff Ave. Newark 8, 


Inglewood, 
South Palm Ave. 


Smoot-Holman Co. Inc., P. 0. Box 4097, 
Calif. 

Soderberg Mfg. Co., Inc., 628 
Alhambra, Calif. 

Van Wagner Co., 8904 113 St. Richmond Hill 18, 
N. Y. 


Lights, Mercury Vapor 


Amalgamated Electric Corp., Ltd., 384 Pape Ave., 
Toronto 6, Canada 
Benjamin Electric Mfg. Co., Des Plaines, Ill. 
Syracuse 1, N. Y. SEE 


CROUSE-HINDS COMPANY, 
ADV. E-2 

Engelhard Industries, Inc., Hanovia Lamp Div., 100 
Chestnut St., Newark 5, N 

George W. Gates Co., Inc., Dept A W, Hempstead 
Tpke & Lucille Ave., Franklin Square, N. Y 


General Electric Co., Lamp Div., Nela Park, Cleveland 
12, Ohio 

Grimes Manufacturing Co., 515 North Russell St., 
Urbana, Ohio 

ay National oo The, 1334 North Kostner Ave., 

hicago 51, Il. 

Radiant Lamp Corp., 300 Jelliff Ave. Newark 8, 
N. J 

Smoot-Holman Co. Inc., P. 0. Box 4097, Inglewood, 


Calif 

Sylvania Electric Products Inc., 
York 19, N. Y 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa. 


1740 Broadway, New 
P. O. 


Lights, Ultraviolet 


Amalgamated Electric Corp., Ltd, 384 Pape Ave., 
Toronto 6, Canada 

Canadian Research Institute, 46 St. George St., 
Toronto 5, Ontario, Canada 

Engethard Industries, Inc., Hanovia Lamp Div., 100 


Newark 5, N. J 

Co., Inc., Dept A W, Hempstead 
Franklin Square, N. Y 

Neila Park, Cleveland 


Chestnut St., 
George W. Gates 
Tpke & Lucille Ave., 
General Electric Co., Lamp Div., 
12, Ohio 
Giannini Piasmadyne Corp., 3839 S. Main St., Santa 
Ana, Calif 


Grimes Manufacturing Co., 515 North Russell St., 


Urbana, Ohio 
LAWTER —a 1 3550 Touhy Avenue, Chi- 
cago 45, Hii. SEE 0-199 


Shannon Luminous Sowd Co., 7356 Santa Monica 
Bivd., Hollywood 46, Calif 

Soderberg Mfg. Co., Inc., 
Alhambra, Calif. 

Ultra-Violet Products, Inc., 5114 Walnut Grove Ave., 
San Gabriel, Calif. 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 


628 South Paim Ave, 


Liners, Metal 


Alloy Products Corp., 1045 Perkins Ave., Waukesha, 
Wisc 

Brooks & Perkins, Inc., 1950 West Fort St., 
16, Mich 

Centrifugal! y Cast Products Div., The Shenango Furnace 
Co., West Third St., Dover, Ohio 

Division Lead Co., 7742 W. 61 PI., Summit, Ii! 

Fenn Mfg. Co., The, P. 0. Box 235, Hartford, Conn. 


Detroit 


Flexonics Corp., 1302 S. Third St., Maywood, II! 

Haynes Stellite Co. Div., Union Carbide Corps., Gen- 
eral Office & Works, Kokomo, Ind. 

Lockheed Aircraft Corp., California Div. P. 0. Box 


551, Burbank, Calif. 


Longren Aircraft Co., Inc., 24751 Crenshaw Bivd., 
Torrance, Calif 
Meco Inc., 1401 S. Marshall, Paris, Ill. 


Ryan Aeronautical Co., Lindbergh Field, San Diego 12, 
Calif. 


SOLAR AIRCRAFT CO., 2200 Pacific Hwy., San Diego 


12, Calif. SEE ADV. A-58 
York Gears, Ltd, 825 Caledonia Rd., Toronto 19, 
Ontario, Canada 


Linings, Brake 


American Brake Blok Div., American Brake Shoe Co., 
4600 Merritt Ave., Detroit 9, Mich 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 

B. F. Goodrich Aviation Products, 
B. F. Goodrich Co., 500 South Main St., 
Ohio 

Johns-Manville, 22 East 40 St., New York 16, N. Y. 

Raybestos-Manhattan, Inc., 61 Willett St., Passaic, 
N. J. 


A Div. of the 
Akron 18, 


Lockbolts 


Alloy Metal Sales Ltd., 
2, Ontario, Canada 

American Standard Prods., Inc., 
Hartford, Conn. 


181 Fleet Street East, Toronto 


3030 Main St. 
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ee ee) ee el 8B 


Anti-Corrosive Metal Products, 30 River Rd., Castleton- 
on-Hudson, N. Y 

os ig — Core 32 Industrial Ave., Little Ferry 

H RRY RIVET DIV., Rem me CO., 122 ast 

5 é SEE ADV. A- a9 


Yelhi Rd ynta An : , 
Eat Mfg. ¢ Reliance Ow. 25 Charlies Ave E., 
M SS r 
Na 1902 Seventh St Rockf 
R o1V., BERMITE POWDER CO., 111 
’ 2co N Hollywood, Calif. SEE ADV. B-40 
Rep sb Stee re 1441 Republic Bidg eveland 


TANDARD PRESSED STEEL CO., Box 354, Jenk 
. SEE ADV. D-178, 0-179 
825 Caledonia Rd. T mto 19, 


Lockers 


Hayes Aircraft Corp., P. 0. Box 2287, Birmingt 


Ala 

Industrial Handling Equip. Co., 1231 W. Monroe 5t., 
hicagc I 

Penco Metal Products Div., Alan Wood Steel Co. 
aks, Pa 

Repub tee! Corp.-Berger Division, 1038 Belden 
Ave., NE Canton 5, Ohio 

Repub Stee! Corp., 1441 Republic Bidg., Cleveland 
1, Ohio 


Locknuts 








Aircraft Component In Woodland Ave., Twin ties 
Airport, Be Harbo Mich 

a Metal Screw Products Co. 821 Stewart Ave., 
Garden Cc y N Y 

Alloy Meta! Sales Ltd., 181 Fleet Street East, Toronto 
2 ntario anada 

Anti-Corrosive Met al Products, 30 River Rd., Castieton- 
n-H y 

Arnav F g Corp 32 Industrial Ave e Ferry 
N. J 

Avia f Canada Ltd 636 St. Pa St W 
Montrea Quebe anada 

Boots A ft Nut C Newton Turnpike, Norwalk 

Cc Div T Works, 12917 Cerise 

€ alif 
Ca s Too!s itd 75 Scarsdale Rd 





CHERRY RIVET’ DiV., 
Delhi Rd Santa Ana C ‘ 


nbia Nut & Bo 


“TOWNSEND cO., 1224 
SEE ADV A- “ 
945 M 1g9e- 


rt 


3 
CONTINENTAL —— } >t 
EE 


AIRCRAFT ENGINE 
V., Mu ADV. A-52 











conte Prod 
Crescent 
Delron Co 
Calif 
Detroit D 
Wyandot 
Do nion F 
Box 492 
Dumont Aviat 
Box 4087 
Ea * nd 
Mass 
Garron Aircraft Supply, In 5 n quare, New 
York 3, N. Y 
Gr oduce Pp 158 Beechwood Ave New 
e, N. Y 
s T Works, Shakeproof Div e. Gh Rd 
K Mfg. & D buting C 9905 West fferson 
ver ty, Calif t 


KAYNAR MFG ag INC., KAYLOCK Dlv., Box 


Ange es 54 


ADV 2ND COVER 


P + a a 
son & s Co The, 5000 T Rd 
eveiang 9 nic 

Mer y Air Parts pply C n 826 V t Ave 
P. 0. Box 135 er City, Calif 
nadnock Millis Sub United-Car astener 
1977 First Ave., San Leandro, Calif 

Nutt-Shel Co. Inc., 2701 S. Harbor Bivd Santa 
Ana, Calif 

Republic Steel Corp 1441 Republic Bidg Cleve- 
land 1, Ohio 

Shur-Lok Corp., 879 South East St., P. 0. Box 563 
Anaheim, Calif 

Wm. H. Snow Co., 1413 E. Frank Ave., El Segundo 
Calif 

STANDARD PRESSED STEEL CO., Box 354, Jenkin- 


town, Pa. SEE ADV. D-178, D-179 
York Gears, Ltd., 825 Caledonia Rd., Toronto 19, 
Ontario, Canada 


Locks, (Hardware) 


Adams-Rite Mfg. Co. 
Glendale 4, Calif 


540 West Chevy Chase Dr, 


BPYTEROS VVIVE OOUE 














Engineered Products Co The, P. 0. Box 118, 129 
M L . N 2 
, 
W 
Nat k 902 e ” 
R ee € 8 6 
Ave N t 5 
Locks, ama 
‘ Tenth St ta Mor 
BRUNING CO THE, ¢ 
SEE ADV. D-183 
J 
Ave *) 3 t 
. » a da Ajax 
nada 
D nt Aviat A 1 v P 
Rox 4087 h4 f 
Hyd Powe € w PR N 
Hy yne k e v 7 dwa 
anyon Ave N h # yw f 
H. W d Machine Works 969 4 
C a f 
J. R. Robbins Co., 9046 Sunset Bivd., L Angeles 4¢ 
‘ 
Ror Hydra nits Cor 1313 A 
Pasadena, Calif 
A Smith Core Aero Products-Western Div 9 
E. Bali Rd., Anaheim, Calif 
Stere ngineering & Mfg. Cc 11423 a wen 5S 
North Hollywood, U f 
Dak Av Box 18 Ss. D 
° 
Lubricants 
Alemit v tew Ww 28 
v y Siva 
A k 4802 Sowie Oliv Fort 
+ Tex 
A yk . The 65 . f 
An ‘ x New 
nN. Y 
ymue - k 
ndustries. Ir al-A ~ 
Ave egund f 
723 W B be 4 
f 
f ‘ , 711 e R 
Box ¢ N non yw 
E xport via D w ? 
New York 2 N. Y 
so Standard S West 51 St., New York 19 
N. Y 
Everlube Corp., 694 Av . “ 
. e Mine gs Ww Av 
44, Pa 
‘ " 22? ¢ Bid 
4 t Watch A d . 
Ave ] te P 
4 r 303 W Ave 
Jel pr 3 Pa 
ta T 7 
ja 
e e 
Kendall Refining 77 N. Ken B 
2 
ehigt e R 
- M and 
brica v k y 
gine x Ww 
exa 
ae 9¢ 
4 ‘ 
NM rx 
N A A & R 
A d, Ky 
New York & New y ? 
Av New York N. Y 
Olir athies 4 k . 
New ’ * 22 N Y 
Pennz v th Pe 9 
ty, Pa 
Phillips P eum Bartlesv 
Piast & a hen . 
4 R St New York 5, N 
P ectiv Coa 3 Box 39 t 
et 2 Mich 
Pure The, Aviatio e Wack 
Dr., Chicago 1, | 
Quaker State Ref g k 
City, Pa 
She C f Canada x 
erminal A, T 1 : 
She 50 Wes St New k N 
nes v. Union Carbide Cor; 3 42 St 
New York 7%, & VV 
S : Refining Co OO Fifth Ave New York 
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MACHINE ATTACHMENTS 


'? ‘ ‘ 


Lubricating Devices (Cups, 
Oilers, Hole Caps, etc.) 


4 a 
Bows ¢ 
Av 
L } e & gine 
e N & Irg 44 

. 2 = , ‘ 

Rite 8 “ 

"7 Prod A ‘ 

5 k 
te 
e a 


VICTOR E EQUIPMENT COMPANY 
f. SEE ADV. D-l 


Lugs, Cable (Electrical) 


OMATON DIV., BURNDY CORP. SEE 
ADV. 0-159 
Lugs, Cable (Mechanical) 
Machine Attachments 
Acme N. Laflin St 7 
“_ -_ “Contre 
820 Wy g Av De 
esch Mfg River St 
wy & harpe fg. C 235 P 
dence 1, R 
dian Flight 3 ¢ A 
ati M 9 e ) 
on: y A a#¢ ¥ Py 
W. Apple 
er Mf & 2138 E. 88 
Ange f 
. LC ~ € 
G&L Hyg . gs & “ Machine T 
- "i , e U New re] t Ww £ er 








MACHINE PARTS 


Machine Co., Clinton St., Spring- 

Loewy- Hydropress Div., Baldwin-Lima-Hamilton Corp., 
111 Fifth Ave., New York 3, 

Weba, Inc,, 1301 "Fourth Ave., New ‘Hyde Park, N. Y. 


Jones & Lamson 
field, 


Machine Parts, Precision 


ACF Industries, Inc., 750 Third Ave, New York 17, 

7 

Accessories Manufacturers, Ltd., 
St., W., Montreal, Canada 

Acme. Industrial Co., 217 N. Laflin St., Chicago 7, 


641-645 St. James 


Research Corp, 416 N. Glendale Ave. 


Actuation 
Glendale 6, Calif. 

Advance Gear & = Corp., 5851 Holmes Ave., 
Los Angeles 1, Cali 

Acroaffiliates, Inc., Hicks Field, P. 0. Box 4125, 
Fo ort Worth 6, Tex. 

Aero Gasket Corp., 763 Hanover Rd., Meriden, Conn. 

The Aircraft Fitting Co., 11830 Brookpark Rd., Cleve- 
and 30, Ohio 

Airtek Dynamics, Inc., 2222 South Figueroa St., Los 
Angeles 7, Calif. 

All Metal Screw Products Co, 822 Stewart Ave., 
Garden City, N. Y. 5 
American Broach & Machine Co., Ann Arbor, Mich. 
American Car & Foundry Div., ACF Industries, Inc., 

750 Third Ave., New York 17, N. Y. 

American Non-Gran Bronze Co., Old Lancaster Rd., 
Berwyn, Pa 

American Standard Prods., Inc., 3030 Main St., Hart- 
ford, Conn. 

Arrow Engineering Co., Inc., 11625 Walsingham Rd., 
Largo, Fia. 

Astra Technical Instrument Corp., 1132 Mission St., 
South Pasadena, Calif. 

7 a Aviation Corp., Boyertown, “" 

H. Aircraft Co., Inc., Farmingdale, SF 

BELL AIRCRAFT CORP., Niagara Falls Sie, Niagara 
Falls, N. Y. SEE ADV. A-46 1 

Belock Instr. Corp., 212-03 14 Ave., College Point 
56, N. 

Benne! Machine Co., 20 Grand a a 5, N. Y. 

Boesch Mfg. Co 45 River St. Danbury, 

THE BRUNSWICK-BALKE-COLLENDER co. DEFENSE 
PRODUCTS DIV., 1700 Messier St., Muskegon, Mich. 
SEE ADV. B-46 

Carmac Aviation, 8414 San Fernando Road, Sun Valley, 
California 

Cadillac Gage Co., P. 0. Box 3806, Detroit 5, Mich. 

Caicor Corp., Aircraft & Missile Div., 1010 Philadel- 
phia, Whittier, Calif. 

Chicago, Hartford, Western Divs., Standard Screw Co., 
2701 Washington Bivd., Bellwood, Ill. 

Christensen Tool & Engr., Inc., 11 Commerce St., 
Norwalk, Conn. 

Cc. <" Christensen Co., 

N. 


164 Pennington St., Newark 


oun and , = ymatic Industries, Inc., 3781 East 77th 
Street, Cleveland 5, Ohio 

Columbia Research & Development Corp., 4608 India- 
nola Ave., Columbus 24, Ohio 

Cromer Mfg. & Eng. Co., Inc. 2138 E. 88 St., 
Los Angeles, Calif 

Darco Industries, Inc., 
Segundo, Calif. 

Daystrom Instrument Div., 
Pa 

Deiron Co., Inc., 
Calif 

Deutsch Co 
California 

Diecraft, Inc ork Rd., Sparks, Md. 

Dumont Aviation Assocs., 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif. 

Ekstrom, Carlson Co., 1400 Railroad Ave., Rockford, 


22 Clinton Ave., Valley Stream, 


E. Rosecrans Ave., El 


Archbald, 


2151 
Daystrom, Inc., 


5224 Southern Ave., South Gate, 


The, 7000 Avalon Bivd., Los Angeles 3, 


Elgin Machine Corp., 
N. Y 

Eijay Corp., 2900 Herbert St., 

Engineered Products Co., The, 
Smith St., Flint, Mich. 

Ex-Cell Corp. of Canada, 
London, Ontario, Canada 

Ex-Cell-O Corp., 1200 Oakman Bivd., 
Mich 

Farrand 


Baltimore 16, Md 
0. Box 118, 129 


Ltd., 120 Weston St., 


Detroit 32, 


Optical Co., Inc., East 238th St. & Bronx 
Bivd., New York 70, N. Y 

Federal Machine Co., Inc., 809 Garfield Ave., Jersey 
City 5, N. J 

Fox Engineering Co., 

Gar Precision Parts, Inc., 
Conn 

Genera! 
N.C 


Jackson, Mich. 
Stamford, 


Greensboro, 


1336 Francis St., 
190 Henry St., 


Goldsboro St., 
16 Milford 


Metals, Inc., 858 


General Metallic Parts, Ltd., Ave., 
Toronto 15, Ontario, Canada 

General Steel Fittings Co., 1321 21 St., Racine, Wisc. 

Gordon Enterprises, 5362 North Cahuenga Bivd., North 
Hollywood, Cal if. 

Government Contract Sis. Div. Res. Development Manu- 
facture, Inc., 429 E. Collom St., Philadelphia 44, 
Pa 

Houdaille Industries Inc., 
Buffalo 11, N. Y. 

Hupp Aviation Company, 
38, Il. 

Hydra Power Corp., Pine Court, New Rochelle, N. Y. 

Hydro-Mill Co., 1707 Cloverfield Bivd., Santa Monica, 
Calif. 


537 East Delavan Ave., 


6633 West 65 St., Chicago 


Industrial Precision Products, 325 North Hoyne Ave., 
Chicago 25, Iil. 


D-72 


INDUSTRIAL .TOOL MFG. CORP. SUB., PENDLETON 
TOOL INDUSTRIES, INC., 8150 Marbrisa Ave., 
Huntington Park, Calif. E ADV. D-196 

Island Machine Co., Inc., Fulton St., Farmingdale, 
New York 

Itek Corp., 1606 Trapelo Rd., Waltham 54, Mass. 

Walter K. -— Aircrafters, 48-00 Astoria Bivd., S., 
Astoria, N. 

Jonco pa Corp., Sub. of Fairchild Engine & 
Aircraft Corp., Box 541, Shawnee, Okla. 

Co., 5732 Durante St., Los Angeles 58, 


Kell-Strom Too! Co. 214 Church St. Wethersfield, Conn. 
Kelsey-Hayes Co., 3600 Military Ave, Detroit 32, 
Mich. 
Kerns Manufacturing Corp., 
Island ~~ 1, . Tae 
€1 E. 11 St., 


L. Klein M 
prICAL CORP., 347 King St., 
5-194, D-195 


45-18 Court Sq., Long 

Columbus, Ohio 

KOLLMORGEN North- 
ampton, Mass. SEE ADV 

Langley Corp., 310 Euclid Ave., 

La Vezzi Machine Works, 4635 West Lake, 
tl 


S., Kitchener, Ontario, 
P. 0. Box 


San Diego 12, Calif. 

Chicago, 

Ledco, Ltd, 161 Ottawa St., 
Cana 

Lockheed Aircraft oan” 
551, Burbank, Ca ; ; 

Loewy-Hydropress Ow. Baldwin-Lima-Hamilton Corp., 
lll Fifth Ave., New York 3, N. Y. 

Lucas-Rotax Ltd., Box 115, Station H., 


Ontario, Canada 

LYCOMING DIV., AVCO eae CORP., 
Stratford, Conn. SEE A 3RD COVER 

Magna Mill Products, 10533 yt - St., South Gate, 
California 

Massachusetts Gear & Too! Co., Div., 
32 Nashua St., Woburn, Mass 

Mast Development Company, Inc., 2212 E. 12th St. 
Davenport, | 


McLean Deve: Labs., Inc., Copiague, N. Y. 
Meco Inc., 1401 S. Marshall, Paris, Ml. 

Menasco Mfg. Co., 805 S. San Fernando Bivd., Bur- 
Calif. Box 7397, Sylvania Station, Ft. Worth, 


California Div., 


Toronto 13, 


Geartronics Corp., 


Texas 

Mercury 
N. Y. 

Meridan Metalcraft, Inc., 
Drive, Whittier, Calif. 

Merz Engineering, Inc., 
apolis, Ind. 

National Company, iInc., Guided Missile Div., 61 
Sherman St., Maldon, Mass 

Nigg Engineering Corp., 545 N. Second Ave., Covina, 
Calif. 

Omega Aircraft Corp., Flight Test & Mfg. Div., 
Municipal Airport, New Bedford, Mass. 

Paragon Tool & Die Co., 11035 Sutter Ave., Pacoima, 
Calif. 

Peacock Engineering & Mfg. Co., 1673 East 82 Pl., 
Los Angeles 1, Calif. 

Pesco Products Div., Borg-Warner 
North Miles Rd., Bedford, Ohio 
Piqua Engrg. Co., South & College Sts., Piqua, Ohio 
—s , Products, Inc., 132 lowa Ave., Pater- 


RANDALL ENGINEERING CORP., 5933 Bowcroft St,, 
Los Angeles 16, Calif. SEE ADV. D-2 

Red Devil Mfg. Co., 1412 N. Ogden Ave., Chicago 10, 
Il. 

Reeves 5 eee Corp., Roosevelt Field, Garden City, 


South Gate, 


Rad Corp., 15-35 129 St., College Point, 


8739 South Millergrove 


200 S. Harding St., Indian- 


Corp., 24700 


Re! font. ‘Industries, 4935 Firestone Bivd., 
Calif. 

Richard Brothers Punch Div., Allied Products Corp., 
26500 Capitol Ave., Detroit 39, Mich 

J. R. Robbins Co., 9046 Sunset Bivd., Los Angeles 46, 
Calif. 

Sargent Engineering Corp., 
Sargent Tool-Gage & Engr. Co., 
Hwy., Roseville, Michigan 
Sesco Mfg., Inc., 4th & Prospect Sts., Bridgeport, Pa. 
Sheffield Corp., The, Sud., Bendix Aviation Corp., 

721 Springfield St., Dayton 1, Ohio 
Sierra-Schroeder Controls Div., Idaho Maryland Mines 
Corp., 2919 E. Victoria, Compton, Calif. 
Smith-Morris 825 Myrtle St., Ferndale 20, 
Mich 


Huntington Park, Calif. 
Inc., 29041 Groesbeck 


Corp., 


Wm. H. Snow Co., 1413 E. Franklin Ave., El Segundo, 
Calif. 

Southworth Machine Co., 463 Warren Ave., Portland, 
Maine 

Specialties Mfg. Co., 
1, Conn. 

Stainless Steel Prods., 
Burbank, Calif. 
Standard Armament, Inc., 

Calif. 
Sterling Precision Maes 
Washington, N 


A. U. Stone & tag Inc., 23 W. 60 St., 
N. Y. 


Inc., P. 0. Box 844, Bridgeport 


Inc., 2980 San Fernando Rd., 


631 Allen Ave., Glendale, 


17 Matinecock Ave., Port 


New York, 


Sundstrand Turbo, 10445 Glenoaks Bivd., Pacoima, 
Calif. 

Synthane Corp., Oaks, Pa. 

Taper Micrometer Corp., 
Mass. 

Therm-Electric Meters Co., Inc., Ithaca, New York 

Thermo-Form Div., Aluminum Taper Milling Div., 
Altamil Corp., 225 Oregon St., El Segundo, Calif. 

Thi wr Aircraft Co. Div., Vitro Corp. of America, 
. 0. Box 481, Martinsburg, West Va. 

nauesen PRODUCTS, INC. —— OFFICES, 
Cleveland 17, Ohio. SEE ADV. 0-170 


100 Grove St., Worcester, 


Torrington Co., The, 59 Field St., Torrington, Conn. 

Twix ~~~" A Inc. 40-09 21 St., Long 
Island City 1 

UNITE ED AIRCRAFT PRODUCTS, INC., P. 0. Box 1035, 
Dayton, Ohio. SEE ADV. B-43 


Div., P. 0. Box 5841, 


Utility Aircraft & Metal Products Ltd., 539 Cowie 
St., Granby, Quebec, Canada 
wey Aircraft Corp., 2901 W. Third St. 
410 


Vinco Corp., 9111 Schaefer Hwy., Detroit 28, Mich 

WEATHERHEAD CO., THE, 300 E. 131 St., Cleveland 
8, Ohio. SEE ADV. A-43, D-186. 

Weba, , 1301 Fourth Ave., New Hyde Park, N. Y. 

Western Gear Corp., P. 0. Box 192, 2600 E. imperial 
Hwy., Lynwood, Calif. 

Westholt Mfg., Inc., 925 W. Harry, Wichita, Kan. 

— Company, The, Signal Mountain Bivd., Chat- 


850 Hudson Ave., 


Dayton, 


Rochester, 


tanooga, 
Wollensak Cocient Co., 
N. Y. 


Y. W. Small Parts, Ltd., 496 Queen St., East, Toronto, 
Canada 


York Gears, Ltd, 825 Caledonia Rd., Toronto 19, 


Ontario, Canada 


Machines, Bending 


American Photocopy Equipment Co., 2100 West Demp- 
ster St., Evanston, I! 
Blackhawk Mfg. Co., 
46, Wisc. 
owe Shaper Co., The, P. 0. Box 111, Cincinnati 
- 10 
Farnham Div., 1600 Seneca 
St., Buffalo, N. Y. 
Fraventhal Div., Kaydon Engrg. Corp., 930 West Sher- 
man Bivd., Muskegon, Mich. 
Greenlee Bros. & Co., 2136 12 St., Rockford, I!!. 
F. C. Kent Corp., 135 Manchester Pl., Newark, N. J 
Ltd., 161 Ottawa St., S., Kitchener, Ontario, 


Ca 

oewy-Hydropress Div., Baldwin-Lima-Hamilton Corp., 
111 Fifth Ave. New York 3, Y. 

O’Neil-Irwin Mfg. Co., Lake City, Minn. 

Pines Engineering Co., Inc., 601 Walnut, Aurora, Ill. 

Taylor a Corp., 1052 Mahoning Ave., N. W., 


Warren, 
Wallace Supplies Mfg. Co., 1300 Diversey Pky., Chi- 
Rockford, 


5325 W. Rogers St., Milwaukee 


Wiesner-Rapp Co., Inc., 
N.Y. 


cago 14, Ill. 
— Metal Tool Co. 724 Forbes St. 
it. 


Machines, Dimpling 


Aircraft Tools, Inc., 9030 Bellanca Ave., Los Angeles 
4 lif 


Chicago Pneumatic Tool Co., 8 East 44th St., 
York 17, WN. Y. 

Defense Products, Nuclear Products-Erco Div., 
Industries, Inc., Riverdale, Md. 

Fenn Mfg. Co., The, P. 0. Box 235, Hartford, Conn. 

Loewy-Hydropress Div., Baldwin-Lima-Hamilton Corp., 
111 Fifth Ave. New York 3, N. 

Schaefer Machine Co., Inc., 100 White St., Brooklyn 

Y. 


" 


New 


ACF 


. . 
Machines, Expanding 
Continental Technical Service, Inc., Aircraft Div., 29 

W. Apple St., Dayton, Ohio 
Fraventhal Div., Kaydon Engrg 
Sherman Bivd., Muskegon, Mich. 
Loewy-Hydropress Div., Baldwin-Lima-Hamilton Corp., 
111 Fifth Ave., New York 3, we 


Merz Engineering, Inc., 200 S. Harding St., 
apolis, Ind. 


Machines, Forming 


Spring St., 


Corp., 930 West 


Indian- 


Anderson Aircraft Co., North Dighton, 
Mass. 
E. W. Bliss Co., 1375 Raff Rd., S. W., Canton, Ohio 
Chambersburg Engineering Co., Chambersburg, Pa. 
Cincinnati Shaper Co., The, P. 0. Box 111, Cincinnati 
11, Ohio 
The Cyril 
Ohio 
Defense Products, Nuclear Products-Erco Div., 
Industries, Inc., Riverdale, Md. 
Farnham Div., Wiesner-Rapp Co., Inc., 
St., Buffalo, N. Y. 
Fraventhal Div., Kaydon Engrg. Corp., 
Sherman Bivd., Muskegon, Mich 
Hydraulic Press “Mfg. Co. Div., 
Rd., Mt. Gilead, Ohio 
Loewy-Hydropress Div., Baldwin-Lima-Hamilton Corp., 
111 Fifth Ave., New York 3, N. Y. 
Montgomery ‘Engineering Co., 11111 
Detroit 34, Mich. 
O’Neil-Irwin Mfg. Co., Lake City, Minn. 
Rotex Punch Co, Inc. 2350 Alvarado St., San 
Leandro, Calif. 


Bath Co., Aurora & Solon Rds., Solon, 
ACF 
1600 Seneca 
930 West 
Koehring Co., Marion 


French Rd. 
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Gheridan-Gray, Inc., Sub. TW. & C. B 
24701 Crenshaw Bivd., Torrance, Calif 


Sheridan Co., 


Taylor Winfield Corp., 1052 Mahoning Ave., N. W., 
Warren, Ohio 
Titanium Fabricators, Inc., 3906 Cohasset, Burbank, 
Calif. 
hi . 
Machines, Lapping 
Rockford, 


Barnes Drill Co., 814-830 Chestnut St., 
T 


Cincinnati Milling Machine Co., The, Marburg Ave., 
Cincinnati 9, Ohio 

Crane Packing Co., 6400 Oakton St., 
Il 

Engis Equipment Co., 431 
Chicago 5, Il 

c. Allen Fulmer Co., 
Cincinnati 2, Ohio 

Micromatic Hone Corp., 8100 Schoolcraft Ave., Detroit 
38, Mich 

Production & Equipment Co., 
St., Detroit 16, Mich. 

G. Scherr Co. Inc., 200 Lafayette St., New York, 
N. Y. 


Morton Grove, 


South Dearborn St., 


1217 First National Bank Bidg., 


Inc., 3500 West Fort 


Machines, Shaping 


ACF Industries, Inc 
ie We 
Cincinnat 
mati 11, Ohio 
Clausing Div., Atlas Press Co., 
Kalamazoo, Mich 
Ekstrom, Carlson Co., 
Hil, 
Fraventha!l Div., Kaydon Engrg 
man Bivd., Muskegon, Mich 
Loewy-Hydropress Div Baldwin-Lima-Hamitton Corp., 
111 Fifth Ave., New York 3, N. Y 
ducts, 10533 Sessier St., 


750 Third Ave., New York 17, 


, 


Shaper Co., The 


P. 0. Box 111, Cincin- 
1915 N. Pitcher St., 
1400 Railroad Ave., Rockford, 


Corp., 930 West Sher- 





South Gate, 


Ca'ifornia 

Montgomery Engineering Co., 11111 French Rd, 
Detroit 34, Michigan 

Rotex Punch Co., Inc. 2350 Alvarado St., San 


Machines, Special Purpose 


ACF Industries, Inc., 750 Third Ave, New York 17 
N.Y 

Acme Gustrial C 217 N. Lafin St hicago 7 

Acromark Co., 470-D Morell. St. £ 


0 v zabeth 4, N. J 
Advance Gear & Machine Corp., 


5851 H es Ave., 





Los Angeles 1 Calif 

American Broach & Machine Co., Ann Arbor, M 

Anderson Aircraft C Spring St North Dighton, 
Mass 

Apparatus Div Baldor Electric Co., 4353 Duncan 
Ave St. L om Mo 

Arnold Magnetics C 4613 West Jefferson Bivd., 





Engineering n 11625 Walsingham Rd. 
Fla 
Aviat yertown, Pa 
Or Chestnut Rockford, | 
The Barth i kpark R Slevela 
Ewe ° 75 Raff Rd. S. W.. Cant hio 
Boesch Mfg. C 5 River St Danbury, C 


BRUNING BRO 555 _ Liberty 
N. Y SEE ADV. 0-183 

BURNDY CORP. OMATION DIV., Norwalk 
ADV. 0-159 


Tir 











nnati Bickford Div., Giddings & Lewis Machine 
Tool 3220 re St Cincinnati 9 ' 
ne v Co The, Marburg Ave., 
mati 9 
Columbia Research & Development Corp 4608 In- 
dianola Ave C mbus 24 0 
Continental Technica! Service, Inc Aircraft Div 29 
Apple St., Dayton, Ohio 
our Co 3162 North Rosemead Bivd., Rosemead 
‘ 
cross Company, Park Grove Postal Station, Box 
3835, Detroit 5, Mich 
Cyclo Mfg P. 0. Box 2038, 3816 Dahlia St., 
Denver, C 
The Cyril Bath Co., Aurora & Solon Rds., Solon, 
Defense Products, Nuclear wi Div., ACF 
Industries, In Riverdale, Md 
DeWalt, Inc., Lancaster, Pa 
Duramatic Products, 5912 Noble St., Van Nuys, 
malit 
Elox Cor 1830 North Stephenson Highway, Royal 
lak, Mich 
Ekstrom, Carlson Co., 1400 Railroad Ave, Rockford, 


Ex-Cel!-O 1200 Oakman Bivd., Detroit 32, 


Corp., 


Ei-Cell-O Corp f Canada, Ltd. 120 Western St 


ndon, Ontario, Canada 
Federal Machine Co. Inc., 809 Garfield Ave., Jersey 
City 5, N. J 
Federal Too! Engrg. Co., 1384 Pompton Ave., Cedar 


Grove, N. J 


Box 235, Hartford, Conn 
1336 


Fenn Mfg. Co., The, P 

Fox Engineering Co., 
Mich 

Fraventha!l Div., Kaydon Engrg. Corp., 930 
man Bivd., Muskegon, Mich 


Francis St., Jackson, 


West Sher- 


G & L HNypro Div., Giddings & Lewis Machine Tool 
Co., 142 Doty St., Fond du La Wisc 

Gisholt Machine Co., 1205 East Washington Ave., 
Madison 3, Wisc 


Greenlee Bros. & Co., 2136 12 St., Rockford 
Grotnes Machine Works Inc., 5454 N. W tt Ave., 
Chicago 40, | 


Hardinge Brothers In 142¢ ege Ave Elmira, 
N.Y 

Hartford Spec. Machy. Co The, Hartford 12, Conn 

Heald Machine Co., The, 10 New Bond St.. W este 


Mass 
Hydra 
Rd., Mt. Gilead hio 


Press Mfg. Co. DO Koehring Marion 


Industrial Precision Products, 325 North Hoyne Ave., 
Chicago 25, I 

Ingerso Milling Machine Co., 707 Fulton Ave., 
Rockford, Il! 

Landis Machine Co., Fifth & Church St Waynesboro, 
Pa 

Ledco, Ltd., 161 Ottawa St., S., Kitchener, Ontario 
Canada 

Lesselis & Associates, Inc., 916 C wea Ay 
Boston, Mass 

R. G. LeTournea Ir 2399 th MacArth Long- 
view, Tex 

Lodge & Shipley C The, 3055 Colerain Ave., Cin- 
nnati 25 h 

Loewy-Hydropress Div Baldw 4 
111 Fifth Ave New York 3, N 

Lovejoy Tool Co., Inc., 133 Ma 3fi 

Magna M Products, 10533 Sessler t th Gate, 
California 


Mast Development Company, Inc., 2212 E. 12th St. 


Davenport, lowa 




















James H. Matthews & Co., 3831 Forbe t., Pitts. 
burgh 3 to) 
wrgh 1 
Merz Engineering, Ir 200 S. Harding St In- 
dianape Ind 
Fab , &3 Pp + 54 
. 33 ge Ave 
Calif 
Net 
v Vv n ‘ Kway 
Srud Cc x 77 N gh Ave 
Niles, Ii! 
Osborn Mfg Co 5401 Hamilton “levela 
Pak-Rapid, Inc., 18 zabeth St West nocken 
Pp 
Pp gon T & Die Co., 11035 Sutter Ave., Pacoima, 
nl if 
Pensco Prod 527 Lexingt Ave New York 7 
N.Y 
Pines Engineering Inc., 601 Walnut, A 
Production & Co Ir 3500 WV 
cr Net ¢ 
Sesco Vfa spect .) P 
Sheffield Corp Bendix Av 7 
Springfield St 1, Oh 
Sheridan-Gray, In mb TW & E erida 
Crenshaw Bivd.. Torrar ‘ 
H t c 56861 Grand River Ave. New H 
h 
Techline DO Wheelabrator Cor 1433 Avenue V 
Vicksburg, Mich 
Tr . rinder ngfie!d 
Art Ir ¢ 
T North 
al 
Tor *onn 
Twix Lon 
Va t 
Vik ga 
Park 
Wa t 
The Warner & Swasey C t t t OD 
34 West 33 St., New York 1, New York 
Weba, Ir 1301 F th Ave., New Hyde Park, N.Y 
Wirsiow Mfg. Co., 1751 East 23rd St eveland 14 
Omo 


Magnesium & Magnesium 
Alloys (Bars, Plates, Rods, 
Sheet, Strip, etc.) 


Alloy Metal Sales Ltd 161 Fleet treet East, 
Toronto 2, Onta Canada 

Be! mont nelting & Refining Wk J 330 ©Bel- 
mont Ave., Brooklyn 7, WN. Y 

Bram Metallurgical-Chemical C 820 65th Ave., 


Philadelphia 26, Pa 


Brooks & Perkins, Inc., 1950 West Fort St., Detroit 
16, Mich 
The Dow Chemical Co., Midland, Mich 


Manifolds, Air System 


Corp., 787 Passaic Ave., West 


Aero Meta 
Caldwell, WN. J 


Products 
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MANIFOLDS 


Air-Lock, Inc., 108 Gulf St., Milford, Conn 
6. H. Aircraft C c., Farmingdale, WN. Y 
Carmac Aviation, 8414 San Fernando Road, 
alifornia 
Colonial Aircraft Cor anford, Maine 
Cromer Mfg. & Eng 2138 § 88 
Angeles, Calif 
lunbar Kapple, Ir North nd Ave atav 
Howard Corp., 9001 Raye Ave., South 
‘ 
F Kent re 435 Mar neste , Newa * 
LAVELLE AIRCRAFT CORP., Newtown, Bucks 
Pa. SEE ADV. A-44 
vv reg Vifg Cors 2785 5 , uA ple 8 
Meco Inc., 1401 Ma 
Nationa Radiat hostown, Pa 
Reliant Industries, 4935 
Calif 
Stainies tee! Prod 298 an Fe 


Burbank ‘ 
VICTOR EQUIPMENT COMPANY, 844 Folson 
rancisco 7, Calif SEE ADV. 0-185 


Manifolds, Fuel 


Aer F . 
Caldwe N 

Arkw tr y 

B. H. Aircraft : N.Y 

The Bastian-8 9 athe 
hicago 46 

Bowse - t W e . Wayne 2 

Carmac Aviat 8414 wn Fer jo R 
California 


ame Aircraft Core sceola, Wisc 

CONTINENTAL MOTORS CORP. AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Cr ner Mfg & 21 . 4 
Angeles, Calif 

Dunbar Kapple North Ave Batav 


Angeles 64 ‘ 


Howard ? i 


LAVELLE AIRCRAFT CORP., Newtown, Buck 
Pa. SEE ADV. A-44 


Resist flex f Roseland, N 
SCHULZ TOOL & MFG. CO., 425 S. Pine St 
brie f SEE ADV. A-2 


VICTOR EQUIPMENT COMPANY, 844 F 
f ? f. SEE ADV. 0-185 

WEATHERHEAD CO., THE, 3 E. 131 St 
8, Ohio. SEE ADV. A-43, 0-186 


Manifolds, Ignition 


BENDIX AVIATION CORP., SCINTILLA DIV 
N.Y. SEE ADV. C-77 


Breeze Corporatio berty Ave 


Hallett Mfg. C 5 
Calif 

Houst y 
4 

A é 

~ 

3 x New 
N.Y 

ue 

ervica 184 ne 


Manifolds, (Intake, Exhaust) 


jwe N 
Aetna Eng A 2 
siif 
A t e ¥ ¥ 
i g 
Ame T end x 


R Aircraft 4 a 


BUDD COMPANY DEFENSE DIVISION, 
Park Ave. Philadelphia 32, Pa. SEE ADV. A-48 





A f 
A 
er Mfg. & g 
A ‘ 
. N 
C “ ? ~ 
F 5 Newark 
L a f alif a Div., P Box 
‘ ‘ 


MANIFOLDS 


McGregor Mfg. Corp., 2785 East Maple, Birmingham, 
Mich. 

Meco iInc., 1401 S. Marshall, Paris, Ill 

National U. S. Radiator Corp., Johnstown, Pa 

Smith-Morris Corp., 825 Myrtie St., Ferndale 20, Mich. 

SOLAR AIRCRAFT CO., 2200 Pacific Hwy., San Diego 


12, Calif. SEE ADV. A-58 


Manifolds, Nitrogen 
edu , 150 E. 42nd St., New York 
N 
Fort Wayne Div., Fort Wayne 2, Ind 
. 7 Eng. Co., Inc., 2138 E. 88 St., Los 
HOFMAN. LABORATORIES, INC., 5 Evans Terminal, 
Hills de N. J. SEE A D-193 


joward Corp., caer Raye Ave., South Gate, 


Equipment Co., 218 Fremont 
o., P. 0. Box 5370, Denver 
VICTOR a COMPANY, 844 Folsom 


SEE ADV. 0-185 
$ oon. s00e Troost Ave., North Holly- 


Manifolds, Primer 


Wayne Div., Fort Wayne 2, Ind 
8414 San Fernando Road, Sun Valley, 


Bowser, Inc., Fort 
armac Aviation, 
California 

McGregor Mfg. Corp., 2785 East Mapie, Birmingham, 


S. Radiator Corp., Johnstown, Pa. 


Manometers 


BJ Electronics 
Ave., P Box 1679 
SANBORN C0., 
ADV. C-69 


Borg-Warner Corp 3300 Newport 


Santa Ana, Calif 
175 Wyman St., Waltham, Mass. SEE 


Manuals 


Aero Publishers, Inc., 
26, Calif 
American Resear 
Rockville, Md 
Barden Enterprises, 
Angeles 25, Calif 
Bristol Aircraft (Western) Ltd P. 0. Box 874, 

Stevenson Field, Winnipeg, Manitoba, Canada 
Brist Co The, P. 0. Box 1790-A. W., Waterbury 
Lonn 
an Research Institute, 46 St 
mtario, Canada 
Consolidated Electrodynamics Corp., 

Madrevilla, Pasadena 15, Calif 
Ken Cook Co., 9929 W. Silver Spring Dr., 

9, Wisc 

shing & Neve 

n Tech Art Co., 


2162 Suns Bivd., Los Angeles 


ch & Mfg. Corp., 920 Halpine Ave., 


10860 La Grange Ave., Los 


Canad George St., Toronto 


300 WN. Sierra 
Milwaukee 


N.Y 
Dayton 4, 


101 Park Ave., New York 
1329 Stanley Ave., 


trics Corp., Northwest Industrial Park, 
Mass 
Instrument Co., 


Burling- 


Cxactei 
Calif 


5545 Eva Ave., Los Altos, 


Mass 
Montgomery 


Flow Corp., 85 Mystic St., Arlington 74 

Frederick Research Corp., 4630 
Bethesda 14, Md 

G. M. Mfg. C 134 West 26 St., New York 1, N. Y. 

Genaire Ltd Municipal Airport, St. Catharines, 
ntario anada 

Gilfillan ~ Brother s, Inc., 

Angeles 6, Calif 

dyear Aircraft Corp., 

15, Ohio 

Gordon Enterprises, 5362 
North Hollywood, Calif 

E. Greiner Co., 22 N. Moore St., New York, N. Y. 

Hass Instrument Corp., The, 6173 Branch Ave., S. E., 
Washington 23, D. C. 

Aircraft 


Ave., 


1815 Venice Bivd., Los 


G 1210 Massillon Rd., Akron 


North Cahuenga Bivd., 


Hayes P. O 
Ala 

Hastings-Raydist, Inc., 
Road, Hampton, Va 

Corydon M 


ox 2287, Birmingham, 


Corp., 


Newcomb Ave. Off Ivy Home 


Johnson Co., Inc 

George Kent (Canada) Ltd., 
14, Oniario, Canada 

Lessells & Associates, Inc., 916 Commonwealth Ave., 
Boston, Mass 

Meriam ‘instrument Co., The, 
Cleveland 2, Ohio 

Miller Research Labs. Div., 
Inc., 2215 Russell St., 

National Instruments Lab., 
Washington, D. C 

Pan American Navigation Service, Inc., 
Ventura Bivd., North Hollywood, Calif. 

Petrometer Corp., 43-22 Tenth Ave., 
City, Y. 

Philco Corp., 
Wissahikon Ave., 


Bethpage, N. Y 
389 Horner Ave., Tor nto 


10920 Madison Ave., 


Miller Metal Products, 
Baltimore 30, M 
828 Evarts St., N. E., 
12021-12023 


Long Island 


Government & Industrial Div., 4700 

Philadelphia 44, Pa 

Power Generators, Inc., 600 Stokes Ave., Trenton, 

Renwar, Inc., 66-68 Dey St., New York 7, N. Y. 

SANBORN CO., 175 Wyman St., Waltham 54, Mass. 
SEE ADV. C-69 


D-74 


2831 Post Oak 
Texas. SEE 


37th St, 


1 Industrial Elec. Co., 
Houston, Texas 

spack CORP., P. 0. Box 5175, Dalias, 
ADV. D-161 

Telectro Industries 
Isiand City 1, N. Y 

Trimount Instrument Co., 3119 
Chicago 12, 1 

Vitro Corp. of 
York 16, N. Y 

Wallace & Tiernan, Inc., 25 
N. J 

Western Gear Corp., 
Hwy., Lynwood, 

H. L. Yoh Co., Inc., 3 
6, Pa 

York Gears, Ltd., 
Ontario, Canada 


Corp., 36-16 Long 


West Lake St. 


America, 261 Madison Ave., New 


Main St., Belleville 9, 


P. 0. Box 192, 2600 E. Imperial 
alif 
11-13 Walnut St., Philadelphia 


825 Caledonia Rd. Toronto 19, 


Maps 


Rand-McNally Co., P. 0. Box 7600, Chicago 80, Il. 


Markers, Cable 


Actioncraft Products Co., 
Washington, N. Y. 

Airmark Co. Div., General Markings, Inc., 211 N. 
Victory Bivd., Burbank, Calif. 

William Brand & Co., Inc., 106 Valley St. 
mantic, Conn 

Gen’!. Plastics Corp., 165 Third Ave., 
Paterson, N. J 

Kingsley Stamping Machine Co., 
Cahuenga Bivd., Hollywood 38, 

James H. Matthews & Co., 3831 
burgh 13, Pa 

Natvar Corp., 211 Randolph Ave., Woodbridge, N. J. 

North Shore Nameplate, Inc., 214-27 Northern Bivd., 
Bayside 61, N. Y. 

Rocket Distributors, 
Bayside 61, N. Y. 

Servicair Co., 1841 Flower St., Glendale, Calif. 

U. S. Radium Corp., P. 0. Box 246, Morristown, N. J 
Westiine Products Div., Western Lit Co., 600 
E. Second St., Los Angeles 54 
Zippertubing Co., The, 752 S. San 

Angeles 14, Calif. 


2 Yennicock Ave., Port 
Willi- 
at East 26 St., 
Aircraft Div., 850 


Calif 


Forbes St., Pitts- 


Inc., 214-27 Northern Bivd., 


Pedro St., Los 


Markings, Aircraft 


Regal Air Corp., 4590 East Tenth Court, Hialeah, Fila. 


Masks, Oxygen 


P. 0. Box 916, 


Acushnet Process Co., New Bedford, 
Mass 

Aircraft Components, Inc., 
Cities Airport, Benton Harbor, Mich 

Altitude, Inc., 113 Sheldon St., Segundo, Calif 

American Latex Products Corp., 3341 W. El Segundo 
Bivd., Hawthorne, Calif 

Aro Equipment Corp., Aircraft Div Bryan, Ohio 

Aro Equipment of Canada Ltd, P. 0. Box 515, 
Toronto 15, Ontario, Canada 

Erie Mfg. Co., 4000 South 13 St., Milwaukee, Wisc. 

General Tire & Rubber Co., 1708 Englewood Ave., 
Akron 9, Ohio 

E. Greiner Co., 22 N. Moore St., New York, N. Y 

Normalair (Canada) Ltd., 1425 The Queensway, Etobi- 
coke, Toronto 14, Ontario, Canada 

Ce Chemical & Surgical Equip. Co. Div., Air Reduc- 
tion Co., Inc., 1400 E. Washington Ave., Madison 


1 Wisc 
PIONEER-CENTRAL DIVISION, BENDIX AVIATION 
CORPORATION, Davenport, Iowa. SEE ADV. 0-208 
Protection, Inc. Div., 15222 South Broadway, P. 0. 
Box 61037, South Station, Los Angeles 61, Calif. 
Puritan Compressed Gas Corp., Aviation Div., 2012 
Grand Ave., Kansas City 8, Mo. 
Scott Aviation Corp., 207 Erie St., 
Sierra Engineering Co., 123 East 
Sierra Madre, Calif. 
Zep Aero, 113 Sheldon St., El 


Woodland Ave., Twin 


N. Y¥ 
Ave., 


Lancaster, 
Montecito 


Segundo, Calif. 


. ° 
Materials Handling 
° 
Equipment 
ACF Industries, Inc., 750 Third Ave., 
N 
Airconductors, 367 East Olive, 
Alemite Div., Stewart Warner 
Diversey Bivd., Chicago 14, Ill. 
American Broach & Machine Co., Ann Arbor, 
American Pulley Co., 4200 Wissahicken Ave., 
delphia 29, Pa 
Baker Industrial Trucks, 
8000 Baker Ave., N. W., 
William Bal Corp., 2 Johnson St., 
The Barth Corp., 12650 Brookpark Rd., 
Ohio 
Bowser, Inc., Fort Wayne Div., Fort Wayne 2, Ind. 
Bristol Aircraft (Western) Ltd. P. 0. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 


New York 17, 


Calif 
1828 


Gardena, 


Corp., West 


Mich. 
Phila- 


Division of Otis Elevator Co., 
Cieveland 2, Ohio 

Newark 5, N. J. 
Cleveland 30, 


Brooks & Perkins, Inc., 1950 West Fort St., Detroit 
16, Mich. 

E. 0. Bullard Co., 2680 Bridgeway, Sausalito, Calif. 

Burner-Hollomon Mfg. Corp., 4706 Rhode Isiand Ave., 
Hyattsville, Md. 

Chain Beit Co., 4701 West Greenfield Ave., Milwaukee 
1, Wisc. 

Champion Co., The, Springfield, 
Ohio 

Cook Electric Co., Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, 1! 

The Cross Company, Park Grove Postal Station, Box 
3835, Detroit 5, Mich 

W. C. Dillon & Co., 14620 Keswick St., 
Calif. 

Econoweld Corp., 

Electric Steel Foundry Co., 
Portiand 10, Oregon 

Elwell-Parker Electric Co., 4205 St. 
land 3, Ohio 

Fabricated Steel Service, Inc., 
Bivd., North Hollywood, Calif 

Fairbanks Co., The, 393 Lafayette St 
N.Y. 

Fibre Products 
York 11, N 

Food Machinery & Chemical Corp., P. 0. Box 760, San 
Jose 6, Calif 

Four Wheel Drive Auto Co., 

General Logistics Div., Aeroquip Corp., 
Burbank, Calif. 

Gremco, Inc., 3535 N. Sylvania St., Fort Worth, Texas 

nae G. Hough Co., The, 976 Sunnyside Ave., Liberty- 

Ne, Il. 
Industrial ae Equip. Co., 1231 W. 


INDUSTRIAL Toot MFG. CORP. SUB., PENDLETON 
TOOL INDUSTRIES, INC., 8150 Marbrisa Ave 
ae Park, Calif. SEE ADV. D-196 

Lewis-Shepard Products, t 695 Walnut St., 
town, Mass. 

Lindholm Corp., 

The Louden Machinery Co., 
field, lowa 

McGraw-Edison Co., Elgin, Il. 

Meco Inc., 1401 S. Marshall, Paris, Il! 

Miller Research Labs. Div., Miller Metal Products, 
Inc., 2215 Russell St., Baltimore 30, Md 
Missile Products Div., Fruehauf Trailer Co., 

Harper Ave., Detroit 32, Mich. 

O’Neil-Irwin Mfg. Co., Lake City, Minn. 

Pesco Products Div., Borg-Warner Corp., 
Miles Rd., Bedford, Ohic 

Pre-Stressed Shock Mount Co., 
Elkton, Maryland 

Rapids-Standard Company, Inc., The, 
Grand Rapids 2, Mich 

Regal Plastic Co., 2800 E. 
Mo 


400 Harrison St., 


Van Nuys, 


519 Hunter Ave., Dayton 4, Ohio 
2141 Northwest 25 Ave., 


Clair Ave., Cleve- 


7400 Laurel Canyon 


New York 3, 


Mfg. Co., 30-32 West 13 St., New 
vi 


Clintonville, Wisc. 
2929 Floyd St., 


Nater- 


585 Main St., East Orange, N. J 
607 West Groadway, Faire 


10940 


24700 North 
c/o G.D.C. Box 275, 
Rapistan Bidg., 


14 St., Kansas City 27, 

Schield Bantam Co., Inc., Waverly, lowa 

Car! N. Soule Co., 700 Xenia Ave., Dayton 10, Ohio 

SPACE CORP., P. 0. Box 5175, Dallas, Texas. SEE 
ADV. D-161 

Symington-Wayne Corp., Wire Bidg., Rm. 809, 
ington 5, D. C 

Trailmobile Co., 31 & Robertson Aves., Cincinnati 9, 
Ohio 

Twix Manufacturing Inc., 
Island City 1, N. Y. 

Wells Industries Corp., 
Hollywood, Ca 

Albert Wes ing & Sons, Inc. 9221 W 
Chicago 12, 

West Bend Equipment Corp., 16 
Bend, Wis. 

Western Gear Corp., P. 0 
Hwy., Lynwood, Calif 

Westholt Mfg., Inc., 925 W. Harry, Wichita, Kan 

Yale & Towne Mfg. Co., 11000 Roosevelt Bivd., Phila- 
delphia 15, Pa. 


Wash- 


40-09 21 St 
6880 Troost Ave., 
Lake St. 
Water St., West 


Box 192, 2600 E. Imperial 


Mats (Rubber Matting & 
Mattresses) 


American Latex Products Corp., 
Bivd., Hawthorne, Calif 

Firestone Tire & Rubber Co., 
Akron 17, Ohio 

General Tire & Rubber Co., 
Akron 9, Ohio 

The 8B. F. Goodrich Co., 

B. F. Goodrich Canada, Ltd., 

B. F. Goodrich Ind. Prods. Co., 
11, Ohio 

Gutta Percha & Rubber, Ltd., 
3, Ontario, Canada 

Lund Aviation (Canada) Ltd., 
Quebec, Canada 

Mechanical Rubber Products Co., Warwick, N. Y. 

D. W. Moor Co., 3010 Adams St., Toledo 2, Ohio 

Frank Newth, Inc., Barrington, R. I. 

M. L. Snyder & Son, Inc., 2413 No. 
Philadelphia 25, Pa. 
United States meer, heat 

New York 20, N. 


3341 W. El Segundo 
1200 Firestone Pkwy., 
1708 Englewood Ave. 
Shelton, Conn. 

Kitchener, Ontario, Canada 
South Main St., Akron 
114 O’Hara Ave., Toronto 


Montreal Airport, Dorval, 


Jasper St., 


1230 Ave. of the Americas, 
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Medical Equipment 


American Cystoscope Makers, Inc., 8 Pelham 
N.Y 
ber — an-Bilessing Co 


_— 
Manor, 


, 4201 W. Peterson Ave., Chi- , &v 
WOODSIDE. ENGINEERING co. ? 
BAUSCH & LOMB OPTICAL CO., 82159 St. Pa St anklin Par ‘SEE ADV. D-1 198 
Rochester 2, N. Y SEE ADV B- ~ for Ge Ltd “bes " 
Brooks & Perkins, Inc., 1950 West Fort Detro é t " 
Mich 
Davis Emergency Equipment Co., Inc., 45 Ha 
Newark 4, N. J 
Defense Products Div., Fairchild Camera 
Robbins Lane, Syosset, L. I., N. Y 
Gulton Industries, 212 Durham Ave., 
McGraw-Edison C Elgin, Iti 
Philco Corp sovernmment & Industrial D 
sahickon Ave h a phia 44, Pa 
Photocon Research Products, 421 WN 
Pasadena 
Puritan Compre 
Grand Ave i ity 
SANBORN CO., 175 Wymar 
SEE ADV. C-69 
— Mat ch Ci »., Armament Div., P 


VICTOR “EQUIPuENT COMPANY, 844 5 
SEE ADV. 0-185 
39 Russell St., Rochester 


wit” ~orporation 


Mercury 


Belmont 
mont Ave 
Bram Meta 
Philadeipt ¢ Pa 
Eastern Smelting Refining 
Brookline St., Boston 18, Mass 
Goldsmith Br smelting & Refining 
Wabash Ave. » ag0 2, I!lino 


* « . 
Metalizing Equipment 
Consolidated Electrodynamics Corp., 
Pasadena 15, Calif 
jynamics Corp., 
d Bivd., Rochester 3 
Giannini Plas dyne Corp., 3839 S 
Ana, Calif 
Kinney Mfg. [ York Air Brake 
Washingt or t Bost 30, Mass 
Metailizing Co. Inc., 11 
Westbury 
Equipme 


Mass 


Amer 
Asso 
Kan 
J. A. Borur 
Brooks | t Fort ¢ e 
troit 16 hi 
Colonial Aircraft anford, Main 
Drilube Co., 723 West Broadway, Glenda Ca Alloys 
fornia 


THE ELECTRIC AUTO-LITE CO., To 
ADV. D-158 


Electrolizing 
Angeles 21 

Gulton Indust 

Hamilton W 
Ave Lar 

Heatbath Corp., P 

International Radiant Corp., 
Westbury, N. Y 

Jonco Aircraft Corp Sub. of Fairct 
Aircraft Corp Box 541, Shawnee 

Metalelectro Laboratory, 11423 Vanowe 
Hollywood, Calif 

Norris Thermador Corp., 5215 S$. Boyle, Los Ange 
Cal 

Oakite Products, Inc., 19 Rector St., New York 6 N 

Pennsalt Chemicals Corp., Three Penn Center, 
deiphia 2, Pa 

Presto Electro Plating Corp., 31-33 Frankfort 
New York 38, N. Y 

Production & Equipment Co., Inc., 3500 
St., Detroit 16, Mich 

STALKER DEVELOPMENT CO., 903 Woodside Ave., 
Essexville, Mich. SEE ADV. B-44 

Thieblot Aircraft Co. Div., Vitro Corp. of Americ: 


P. O. Box 481, Martinsburg, West Va 


1959 AVIATION WEEK/SPACE TECHNOLOGY 


Metals, Porous 


METALS 





METALS 


American Electro 
mkers Ave 
Amer. Meta! C 
N. Y 
Asco Sintering Corp 
’ 


Meta! Div., Firth Sterling Inc., 320 
Yonkers, N. Y 
500 Sth Ave., New York 36 


max 
7799 Telegraph Rd., Los Angeles, 

Ca 
Belmont Smeiting & Refining Wks. Ind., 330 Beimont 
Ave., Brooklyn 7, N 
Bram Meta 

Philadelphia 
gineerir 
Lead 
Drayer-Hanson 

Box 


Connecticut 
Summit 
Radiator Corp., 
Los Angeles 


Cuno 


Division 


Products 
Mich 
Pa 


Metallurgica 
Detroit 32 


De! mont 


Vanadium-A 
Westingh e 


ox 868, Pitt 


Metals, Special Purpose 


Detroit 9 

New York ’ 
Attlebo M 
Woodworth Ave., 


W. M. Chace 1600 Beard Ave 
Charles Harc 3 at Ave 
M & C Nuclear, Inc x 


Sintercast “ore 0 rica 134 


Yonkers 


Meteorological Systems 


37 Ave Miarr 
Allied Res. Associates 
Mass 
BJ Electronics 
Ave., P. 0 
Bendix Aviation 
Taylor Ave 
Collins Radio 
lowa 
Decca Radar 
Toronto 18 
M. Mfg 
N.Y 
Instruments 
2, Md 
Nationa 
Newark Airport 


Weather Forecas 
Newark 


Corp., Main Ave., 


RADIO CORPORATION OF AMERICA, Princete 
SEE ADV. C-76 

Suchy Division, In 00 W 
N.Y 


Perkin-Eimer Norwalk, Conn 


57th St 


New 


Wallace & Tiernan, Ir St., Be 


Metal Spraying Equipment 


Giannini Plasmadyne Corp., 3839 S. Main St Santa 
Ana, Ca 

Metallizing Engineering 
Westbury, L. I N 


Plastic 


ct Ave., 


Corp. of Chicago, 8722 W. 47 St., Lyons, I! 


Meters, Elapsed Time 


B & B Distributors, 221 Greenwich St., New York 7 
N.Y 


Bach-Simpson Limited, 1255 Brydges St., P. 0. Box 


484, London, Ontario, Canada 


D-76 


DeJur-Amsco Corp 
City 1, N. Y 
Electro-Tech Equipment 
13. N. Y 


Federal Pacific 
N J 
General Elect 
> henectady 
Globe Industries, Inc 
Belleville, WN. J 
A. W. HAYDON CO., THE, 232 
bury, Conn. SEE ADV. C-91 
Hobbs p I 


Meters, Torque 


Assembly Prods 
Bulova Res 
Ave 


Crescent 


Dynametrics C 
Mass 
nd Brothers Av 
Ontario, Canada 
Martin-Decker C 
Calif 
Skyway 
Gabriel, Ca 


Precision 


Gauge 
Sellersville, 


Methyl Bromide 


The Dow Chemical Co., Midland, M 
n Mathieson Chemica p 


York 22, N. Y 


Waterbury 


2-10 Woodside 


h 


Long 


Island 


New York 


Watch 


460 Park Ave., 


L 


New 


Mica Plate & Sheet 


Bram 
Philadelphia 26, Pa 

CONTINENTAL-DIAMOND FIBRE CORP., 70 S 
St., Newark, De EE ADV. A-48 

General Electric Co Insulating Materials 
River Rd., Schenectady, N. Y 


Prods Inc., 701 McCarter 


65th Ave., 


Metaliurgical-Chemical Co., 820 


Chapel 


ficacraft 


Div., Minnesota 
Schenectady 1 
trical Co 

Quebec 
Co b M 


cs 2 
O West 135 5t., 


Micrometers 
Air Cargo 


dale 5 
Brown 


Taper 
Mass 
Milling Machines 


Engineering 


Mirrors 


fica r M boro 
DIV., TEXAS INSTRUMENTS, INC., ¢ 
Dallas 9, Texas EE ADV. 0-181 


_ Keene, N uy 


America N 
APPARATUS 
Lemmon Ave 


Semon Bache & Greenwich & M 
BAUSCH & LOMB OPTICAL CO., 82159 St. Pa 
R 5 


2, N. Y. SEE ADV. B-45 
Edmund Scientifi 506 st 


Bar 


hester 


Engis 


nd & Brown, Ir 


Rayr 
College, Pa 
KOLLMORGEN 


Northampton, Mass 


OPTICAL CORP $47 King 
SEE ADV. 0-194, D-195 
» Div Libbey-Owe F 3 Glas 
ridge, Pa 
Atlant 
Alexandr 


sb 

Safetee 
44, Pa 
Wollensak 


N. Y 


Mockups 


Industries, Inc., 


American Car & F CF 
N. Y 


undry Div., A 
750 Third Ave., 17 


New York 
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MOUNTINGS 

Auto-Air Industries, Inc., P. 0. Bor 2166, Lansing, American Latex Products C Meriden, Conn 
ich. Bivd., Hawthorne, Calif 
Bristot Aircraft (Western) Ltd, P. 0. Box 874, Amphenol Canada Ltd., 300 Can 

Stevenson Field, Winnipeg, Manitoba, Canada Ontario, Canada 
Canadian Research Institute, 46 St. George St., Aries by oy ories om 4 Dav t La 

Toronto 5, Ontario, Canada vd.. Hawthorne 
Carmody Corp., 2360 Wehrie Dr., Buffalo 21, N. Y ARROWHEAD PRobucts, Curry St } ARROWHEAD PRODI UCTS, 2 
Columbia Research & Development Corp., 4608 Calif. SEE ADV. D- 187 alif. SEE ADV. D-187 

Indianola Ave., Columbus 24, Ohio onton Mol ding Co., 326 Myrtle Av t f c A 


Durkee-Atwood 215 


Contour Co., 3162 North Rosemead Bivd., Rosemead, Brithart lastics 4 . § . ae 3 M 


Calif. N. Y¥ THE ELECTRIC AUTO-LITE 
Huber Industries, Inc., 4960 Hillside Ave., n E wick Balke Collender f 2 Lt ADV. D-158 
THE BRUNSWICK- BALKE- COLLENDER en DEFENSE 
PRODUCTS DIV., 1 é 
KOLLMORGEN ‘OPTICAL CORP., 347 St., SEE ADV. B-46 
Northampton, Mass. SEE ADV. D-194, D. 195 Cc wc Pla 
Lund Aviation, Inc. 230 Park Ave., New York 17, 
N. Y 
Market Service Dept., Ren Plastics, Inc 
Cedar Ave., Lansing 9, Mich 
Mast Development Company, Inc., : I 
Davenport, lowa 9 3 E. 45 t., N “ 
Miller Industries, 1525 Marion St., Grand Haven, Mich. 
ORDCO DIV., BERMITE POWDER CO., 1112 smps- DEL MAR "ENGINEERING LABORATORIES - 
ton St., No rth Hollywood, Calif SEE ADV. B- tional Airs s Angeles 45 SEE ADV 
Petersen Construction Corp., 431 W. Chestnut Ave B-42 
Monrovia, Calif ra 
Piasecki Aircraft Corp., . Is 
Airport, Philadelphia 42, 
Plastic Cort f Chicago, 872 /. 4 Lyor E uta, 
Pre-Stressed Shock Mount Co., 3.0 E ’ 
Elkton, Maryland THE EvectRic “AUTO- LITE CO 
Reinforced Plastic: neyard Haven, M ADV 0-158 
Republic Aviation Cor Farmingdale Y 


2212 E. 12tt 


Molybdenum (Rod, Sheet, 
& Wire) 


tute, 


a 
Carmody 2 ) Wehrie Dr., 
Columbia Research & Development 
mbus 24, Ohio 
North Rosemead 


Mille duscty ” 1525 Mv n Ha 

ORDCO DIV., BERMITE POWDER co, ] 
t t., North Hollywood, Calif. SEE ADV. B- 40 
ts v Borg-Warner C 


Rd 


Weliman Bronze & am 0 : r 5 > 
Cleveland 20, Ohio ‘i N Tent 7 : ‘tom ' . THOMPSON PRODL 
: E : T t je A SEE 
Westinghouse Electr -orp., 3 Gateway Cente “| 
Box 868, Pittsburgh 30, Pa. 


Molders, Plastic 


Aerojet-General Corp, 6352 North Irwind 
Azusa, California 
Airconductors, 367 East Olive, Gardena, Calif Mou i ; 
’ » Ca nti 
Air Cruisers Div., The Garrett Corp., Monmouth Acushnet Process C 0. 8 w Bedford ~— Motettle 
County Airport, Hwy. 34, Box 180, Belmar, N. J. oa ; 


Weiding & 
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MOUNTINGS 


Inc., 1807 Elmwood Ave., Buffalo 


Applied Design Co 
7, N.Y ; 4 

Barry Controls, Inc., 785 Pleasant St., Watertown 72, 

Mass 


Meta! Container Corp 


35 Boetzer St., Buffalo 


Sanford, Maine 
6633 West 65 St 


Chicago 38, 


K Ww Johnson & 1825 Webste 


4 hic 
Lockheed A 
Branch 


rcraft 
Marietta 
Co., 1635 
Aviation 
rport, Teterboro 
2981 £ 


Mountings, Nonmetallic 


Acushnet New Bedford, 
Mass 


Airconductors 


Process Co., P. 0. Box 916 


367 East Olive, Gardena, Calif 
American Latex Prod Corp., 3341 W. E 
Bivd., Hawthorne, Calif 
Applied Design Co. Inc 
7 ~ © 


Segundo 


1807 Elmwood Ave., Buffalo 
1313 Olympic Bivd., Montebello, Calif 
R. Finn & Co Inc., 275 


Dow-Elco, Inc 
Finn Aeronautical Div., T 
Goffe Rd. Hawthorne, N. J 
Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 
sriffith, G. L. & Sons Ltd., 341 
Canada 
Hamilton Kent Mfg. Co 


Stratford, 
Ontario 

Kent 
I Day- 


Pa 
Haven 8 onn. 
y 
3030 Wooddale Ave 


4115 Ogden Ave., Chicago 23 


Mounts, Camera 
Ave., Lon 


Bivd., Los Angeles 


New York 23, N. Y¥ 
2138 E. 88 St., Los 


Cameraftex Corp., 1947 Broadway 
Cromer Mfo. & Eng. Co., Inc 
Angeles, Calif 

Dbm Research »., Stoddar dg., P Box 521 
Cocoa Beach 

Defense Products 
Robbins Lane 

Dow-E Ico 


Farnsworth ona e 
ayne, Ind 

ttsburgh 6 

5362 North Bivd., North 


Enterprises Cahuenga 


Cincinnati 


Corp., 1606 Trapelo Rd., Waltham 54 
Lockheed Aircraft orgia Div., Specia 
Branch 
Lord Mfg 
MB Mfg 


Mast Deve 
Davenport 


Mass 
Products 


1635 West 12 St., Erie, Pa 
P. 0. Box 1825, New Haven 8 
Company, | 2212 E. 12th St., 


Conn. 

opment 
lowa 

Aviation, Inc., 40 Indust 
Teterboro, N she 

Thieblot Aircraft Co Vitro Corp. of 
P. 0. Box 481, Marti nie West Va 

I 2981 E. Co 

Wollensak 
N.Y. 


Robinson Teterboro 


Aircort, 
America, 


Vard 


8, Calif 
Rochester, 


orado St., Pasadena 


850 Hudson Ave., 


Optical Co 


Mounts, Shipping Container 


Acushnet Process Co., P. 0. Box 916, New Bedford, 


Mass 
Airline Products Co., 
wood, Calif 


5536 Satsuma Ave., North Holly- 


Latex Pro 3341 W. E! Segundo 


Hawthorne, 


American ucts Corp., 
Bivd., Calif 

Applied Design Co. Inc., Buffalo 
7, N.Y 


1807 Elmwood Ave., 


Barry Controls, Inc., 785 Pleasant St., Watertown 72, 
Mass. 


Buffalo —" Container Corp., 35 Roetzer St., Buffalo 
ll, 

Cromer is & Eng. 
Angeles, Calif 


Dow-Elco, Inc., 1313 Olympic Bivd., 


Co., Inc., 2138 E. 88 St., Los 


Montebello, Calif. 


D-78 


Firestone Tire & Rubber 
Akron 17, Ohio 
5 Goodrich 
rcraft Corp 
arietta 
1635 
P.O 
sed Shock 
Mary and 
Aviation 
Teterboro 


Teterboro 


Culver City, 
of America, 
va 


175, Baltimore 


Mounts, Shock (Engine) 


Acushnet Process Co., P New Bedford, 


ed Res. Associates, Inc l St., Boston 15, 


o. Inc., 1807 mwood Ave., Buffalo 
olt Corp., Warsaw, Ind 

ristol Aircraft (Western 

Stevenson Field, Winnipeg 


Container Cort 


0 v., 

Bidg 
Co., 
Angeles, Calif 
Dow-Elco, Inc., 
Firestone Tire & Rubber 
Akron 17, Ohio 
Griffith, G. L. & 
ntario, Canada 
Hamilton Kent Mfg 
Lockheed Aircraft C 
Marietta 


1313 Olympic Bivd., Montebello, Calif 
Co., Firestone Pkwy., 


Sons Lt 3 Erie St., Stratford, 


! Y 
C. Box 275, 


c Teterboro 
Airport, Teterboro, N 
0. Smith Corp., Aero 
E. Ball Rd., Anaheim, Ca 
man Rubber Co., 5805 
elif 


aco Aircraft Co., The, Peters Ave., Troy 


Mounts, Shock (Radio 
instrument, Camera, etc.) 


shnet Process Box 916, New Bedford, 


man Ave., Long 


5536 Satsuma Ave., North Holly- 


Boston 15, 


ociates, Inc 


Inc., 785 Pleasant St 


c Watertown 72, 
Mass 

tol Aircraft (Western) Ltd, P 
son Field, Winnipeg, Manitoba 
cago Aerial Industries, Inc., 1980 
rose Park, I 
ms Radio Co., 
lowa 

avidson & Associates, P Box 108, So 


Box 874, Steven- 
Canada 
Hawthorne, Mel- 
Rapids 


855 35 St Cedar 


th Gate, 


Aviation Radio & Equip. Corp 
M Airport 


2, Dayton Mi ‘ rport 


D . 
Dare, Inc., 


Vandalia, 
Montebello, Calif. 
Calif. 
York 


1313 Olymp 
orp., 1955 Lafayette 
& Prod. Div., Dynan Electronics-New 
73-39 Woodhaven Bivd slendale, N. Y 
Aeronautical Div., T. R. Finn & Co., Inc., 275 
30ffie Rd., Hawthorne, N. J 
Firestone Tire & Rubber C 1200 Firestone Pkwy., 
Akron 17, Ohio 
Gordon Enterprises, 
Hollywood, Calif 
Griffith, G. L. & Sons Ltd., 341 Erie St., 
Canada 

Hamilton Kent Mfg. Co., Kent, Ohio 

1825 Webster St., 


Santa Clara 


5362 North Cahuenga Bivd., North 
Stratford, 


tario 


K. W. Johnson & Co., Inc., Dayton 
4, Ohio 

Lockheed Aircraft Corp., Georgia Div., Specia! Products 
Branch, Marietta, Ga 

ord Mfg. Co., 1635 West 12 St., Erie, Pa. 

sed Shock Mount Co., c/o G.D.C 
Maryland 


Box 275, 


Pre-Str 
Elkton 
MB Mfg. Co., P. 0. Box 


New Haven 8, Conn. 
Warwick, N. Y 
3630 Wooddale 


1825, 
Rubber Products Co 
Minnesota Rubber Company, 

Minneapolis 16, Minn 
Robinson Aviation, Inc., 40 

Airport, Teterboro, N. J 
Mfg. Co., The, 400 East 
Conn. 


Mechanical 
Ave., 


Industrial Ave., Teterboro 


Russell Main St., Middie- 


town, 


Telec tro Industries Corp., 
City 1, N. Y 
The Ucinite Co., Div 


36-16 37th St 


Ww atertown St 
United-Carr Fast 
31 Ames St., 


United-Carr Fastener 
Newtonville, Mass 
n Corp Carr Fastener 


mbridge 42, Mass. 


Muffs, Exhaust 


North Nevada 


Aircraft (Western) Ltd. P 
‘ stevenson Field, Winnipeg, Manitoba 
Champion Aircraft Corp., Osceola, Wisc 
Colonial Aircraft Corp., Sanford, Maine 
General Sound Control, Inc., 6711 S. Sepul 
Los Angeles 45, Calif. 
Kitte Lacy, Inc., 10816 E. Fawcett Ave., 
Ca 
Ledkote Prods. Co., Aircraft Div., 35-01 
Long Island City 6, N. Y 
Ryan Aeronautical Co., Lindbergh Field, San Diego 12, 
Calif 
Stainless Stee! Prods., Inc., 
Burbank, Calif 


Vernon Bivd., 


2980 San Fernando Rd., 


Nameplates 


Acromark Co., 470-D Morell St., Elizabeth 4, WN. J 
Bristol Aircraft (Western) Ltd P. 0. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 
c Be Supply Co., 415 East Beach Ave., Inglewood 3, 
lif. 


California Metal Enameling Co., 6904 E. Siauson Ave., 


Diecraft, Inc., 
Henry G. Dietz 

Island City 2 
Dumont Aviation ~~ 


Baltimore 16, Md 


Bronx 61 


Herbert St 
1383 Seabury Ave., 


= am 2900 

Emerson Plastics Corp., 
N.Y 

Engineering & Manufacturing Co., 611 Nort 
Philadelphia 4 

Hathaway 
mario 


Kraemer 125 Whitney P 
Canada 
Corp., 0. Box 2287, Birn 
Hermes Engravers, Inc., 13-19 University Pl. 
York 9, N.Y 
Lehigh Chemical Company, Flatland Road-Kent 
Chestertown, Maryland 


Los Angeles Molded Pdts 11129 Chandler 


Inc., >) Park Avé., New York 17 


Forbes St., Pitts- 


The Meyercord ) St 15 S. Vail Ave 
Los Angeles 5 Ca : 

Mica Insulator Minnesota Mining & Mfg. Co 
797 Broadway, Schenectady 1, N. Y 

Miller Dial & Name Plate Co., 4400 
City Bivd., E 


Monte, Calif 
New England Etching & Plating 
Ho yoke 


Mass 
North 


North 


Shore Nameplate, Inc., 214-27 
Bayside 61, N. Y 

Pee Cee Tape & Label Co. 521 N 
Los Angeles 36, Calif 

steck, Inc 300-4 South McKenna, Pot 

REFLECTIVE PRODUCTS DIVISION MINNESOTA MIN- 
ING & MANUFACTURING CO., 900 Bush Avenue 
St. Paul 6, Minn. SEE ADV B-2 

Rocket Distributors, Inc., 214-27 
Bayside 61, N. Y : 

Springfield Brass Co 8 West Main St 
Springfield 12, Ohio 

Stanley Mfg. Co., Ltd., The 
16, Ontario, Canada 

STANPAT CO., 150-42 12 Rd., Whit 
SEE ADV. D-200 

160 East Ninth Ave. York, Pa 

Corp., P. 0. Box 246, Morris 


Ave 


Northern Bivd 
230 Bartley Or., Toront 
estone 57, N. Y 
Topflight Corp 


U. S. Radium 
N. J. 


Netting, (Wire) 


W. S. Taylor Co., 3615 Superior Ave., 
Ohio 

American Stee! & Wire Div 
Rockefeller Bidg Cleveland 13 

The Gilbert & Bennett Mfg. Co., 


Nickel & Nickel Alloys 
(Rod, Sheet & Strip) 


181 Fleet Street East, 


Cleveland 14 


United States Stee! Corp., 
Ohio 


Georgetown, Conn 


Alloy Meta! Sales Ltd., Toronto 


2, Ontario, Canada 
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UNITED AIRCRAFT PRODUCTS, I 
Dayton, Ohio. SEE ADV. B-43 
United Meta @ Ring Corp., 
Ohio 
United States 
Dw., P 
54, Calif. 
Ww mall Parts, 
Toronto, Canada 


Allvac Metals Co., Box 611, Monroe, N. 

American Nickel Alloy Mfg. Corp., 30 Vesey "St., 
York 7, + Ve 

American WNickeloid Co., 

American Silver Co., Inc., 
ie. We 

J. Bishop & Co. Platinum Works, 

Bram Metallurgical-Chemical Co., 
Philadelphia 26, Pa. 

Bridgeport Brass Co., 30 Grand St., Bridgeport, Conn. 

Carpenter Stee! Co., 128 West Bern St., Reading, Pa. 

Crucible ‘Stee! Co. of America, Henry W. Oliver Bidg., 
Mellon Sq., Pittsburgh 30, Pa. 

Wilbur B. Driver Co., 1875 McCarter Hwy., Newark 4, 
N. J 


New 
Peru, Ill. 
Flushing, 


1505 Second St., 


36-07 Prince St., Steel Corp ns 


Malvern, Pa 


820 65th Ltd., 


Ave., Y 


Nuts, Anchor 


Ltd., 
Canada 


Alloy Metal Sales 181 
Toronto 2 
N. Y 
nti-Corrosive Metal 
ton-on-Hudson, N 
nav Fitting 
N 
Aviquipo of Canada 
real, Quebec, Car 
Aircraft N 


Ontari« 


Harrison, N. J 
180th St., New 


201 Middtesex St., 
ills Inc, 1122 E. 


Driver-Harris 


18 West Chelten Ave., Philadelphia . oducts 
A 1 


Colur Corp nd 


c A D bia ‘ 
Lancaster, Pa 
Haynes Stellite Co. Div., Union Carbide Corps., 
Office & Works, Kokomo, Ind 
international Nickel Co., Inc., The, 67 
York 5, N. Y. 
Metals & Controls Corp., General Plate Div., 41 F 
St., Attleboro, Mass. 
Metal & Thermit Corp., 
Mueller Brass Company, 
Olin Mathieson Chemical 
York 22, N. Y 
Precision Tube 
Rd., North 
Revere Copper 
York 17,°N. Y 
Riverside-Alloy Metal 
N. J 


ed Products Vey 
General Ltd., 
ada 


Wall St., New 


Diamond Screw Pr 
Wyandotte, Mich 
ont Aviation Assocs., 14 
Box 4087, Long Beach 4 
Firth-Cleveland, Inc., Br 


est 
Rahway, N. J 

Port Huron, Mich 
Corp., 460 Park Ave., 


gan 


10 


New 

craft Sus 

N.Y 
Goodrich Aviat 

F. Goodrich Co., 
Ohio 

Her u es Fasteners 

14 


! 
KAYNAR MFG. CO., 


e nal Annex L 
ADV. 2N0 COVER 
Kasar Mfo. & Dis 
Bivd., Culver City Ca 
Lehigh Metal Products 
Parkway, 


Garron Air 
York 3 
B. F 
R 


Inc., Wissahickon Ave. & Church ply, 


Pa 
Inc., 


m Prod 


5 


230 Park Ave. New 


0 South 


Div., H. K. Porter Co., Inc., se 


> 


J 
P.O 
Div., 


cago 4, 
The, 


Box 915, New Bedford 
U. S. Steel 
lit 

Wallingford, 


Corp 2 


Co., Conn. 
ributi 
Corp., 
Cambridge 40, Mass 
Monadnock Mills 
1977 First Ave., 
tt-Shel Co. Inc., 
f 
Nylok Corp., 


ie 


e 


Leand 
> 


Fitting 


The Aircraft 11830 Brookpark Rd., Cleve- 
land 30 
All Metal Screw Products 
Garden City, N. Y 
Alloy Metal Sales Ltd., 
2, Ontario, Canada 
The Bastian-Biessing 
Chicago 46, 
Carmac Aviat 
California 
Chase Brass & Copper Co., 236 Grand St., 
Coan 

Electric Stee! Foundry Co., 2141 Northwest 
Portiand 10, Oregon 

Grinnell Co., Inc., 
1, R. 1 

Gutta Percha 
Toronto 3 

Ladish ©o., 

National Screw & Mfg 
Cleveland 4, Ohio 

Weatherhead f 
St., St. Thom 


a 
Co., . ; 
Nu o1 
Co., 821 Stewart Ave., 


611 
87 


Industrial 
_ 


181 Fleet Street East, Toront >t Corp 2 


4201 W. Peter Ave 


SEE AD 
Produ 


7 


town, Pa 

man 
Cleveland 
ted-Carr 
Ames 


I 
70n, 8414 


Vv. D-178 
San Fernando Road, Sun Valley, Tinner ts P 


t 
Fastener 
st 


Waterbury, 


25 Ave 


’ 


260 West Exchange St., Providence 


114 O’Har Ave., 


Nuts, Castellated 


A 


& Rubber, Ltd, 
Ontario, Canada 
5418 South Packard Ave., 


Co., The, 2440 


a 


Ww 
th 


Cudahy 


75 


Metal S 


“ 


es 
tarix 
ron Works, 
N. Y 

erican Standard 
Hartford, Conn 
-Corrosive Meta 
Hudson, WN 


Fitting Corp., 


y a 

East Toront 

~ , a 
0 Inkerman : 


Ltd., The, 
Canada 


Canada 109 
Ontario, A 


aan 
Arnav 
N. J 
At Screw & Spe 
York 13, N. Y 
Aviquipo of Canada 
rea Que bec Canada 
and «Bt C 
Div., 83 
Boots Aircraft 
¥ 
hase Brass & Copper 
Sonn 
cago 


. . . 

Nozzles, (Liquid, Air, etc.) 

la Ave., Glendale 1, f 

John Bean Div., Food Machinery & 
Lansing 4, Mich 

Binks Manufact 
Chicago 12 

S. F. Bowser Co., Ltd., 344 Sherman Ave., N 
ton, Ontario, Canada 

BUCKEYE IRON & BRASS WORKS, P. 0. Box 883, 
Dayton 1, Oh SEE ADV. D-197 

Carmac Aviat 8414 San Fernando Road, 
Catifornia 

Com. Air Products 
Rio Vista Ave 

Cromer Mfg. & 
Angeles, Calif 

DELAVAN MFG. CO., 811 Fourth St., 
lowa. SEE ADV. A-57 

DeVilbiss Co., The, Phillips Ave., Toledo 1, 

Eddington Metal Specialty Co., P. 0. Box 
Bristo! Pike, Eddington, Pa 

Engineered Products Co., The, P. 0. Box 
Smith St., Flint, Mich 

Flight Refueling nc., Friendship International 

port, ©. 0. Box 1701, Baltimore, Md 

F. C. Kent Corp., 135 Manchester Pl., Newark, 

Korda Industries, 20 West 46 St.. New York 
N. Y 

Lucas-Rotax Ltd., 
Ontario, Canada 

Meco Inc., 1401 S. Marshall, Paris, Ill. 

Parker-Hartford Corp., The, 650 Franklin Ave., 
ford 1, . 

Smith-Morris OCorp., 
Mich. 

bay ot PRODUCTS, 
Cleve 17, Ohio 


Ca 
Ch 


Airaterra, 620 Pa 


eal 


wring 3114 West Carro Ave., B rner 


Ib 
i 


Woodb: ne 
Nut 


Ham 


L 


° 


Hartford, Western 
2701 Washington 
Nut & Bolt 
E ort Conn 
CONTINENTAL MOTORS CORP 
DIV., Muskegon, Mich. SEE A 
bin Products Div sor 
Crescent Plaza Bidg 
Detroit Diamond Screw 
Wyandotte, Mich 
mont Aviation Assocs 
Sox 4087, Long Beach 
Firth-Cieveland, In ) 

N.Y 

rron 


Y 
H. M 


Ch 
on, Sun Valley, 


Colu wabia Cc 
Div 2201 3 


A. S.R Products Corp., 


Los Angeles 23, Cal 


2138 E. 88 St. 


Eng. Co., Inc., Los Co 


ng 


Prod 


West Des Moines, 


D 1401 


Ohio 
K, 3088 
129 


118, Air 


3 


raft 
2 
Harper 


' 


Air- 


N. J. 
36, 


sles Fas Co., 
14, I 
Kasar Mfg. & D 
Bivd., Culver City, Calif 
Lamson & Sessions Co., 
eveland 9, Ohio 
Lehigh Metal Products Corp., 
way, Cambridge 40, Mass 
Mercury Air Parts Supply Co 
P. 0. Box 135, Culver City 
Morrow Screw & Nut 
“Canada 


teners 


stributing 


Box 115, Station H., Toronto 13 


The, 


Hart- 


825 Myrtle St., Ferndale 20, Inc 


Co., 


INC., GENERAL OFFICES, 
SEE ADV. D-170 
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496 


INC., KAYLOCK DIV 
Angele 3 f 


ted-C 


heim, Calif 
STANDARD PRESSED STEEL CO 


Ca 


NUTS, LOCK 


44225 


NC., 


Bo 


Box 2015, Termina 


STANDARD PRESSED STEEL CO 
wn, F SEE ADV. D-178, D-1 


U-i 


Nuts, Channel Assembled 


F 


KAYNAR MFG. CO., INC., KAYLOCK 
ADV _2ND COVER 


STANDARD foe ST 
SEE ADV 


> 


EL CO. 


v 


Nuts, Coupling 


qr 


Ave 


0 
Dp.) 


WEA 


THERHEAD C 
S 


Nuts, Lock 


A Met 7 
AIRCRAFT 
DV. A-52 


ter 


ENGINE 


eno 


134 Alewife 8 


‘ 


D 


Iv., TO 


WNSEND CO 


CHERRY RIVET 
8 a SEE ADV A-a9 


ve 
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Columbia Nut & Bolt Co., Inc., 945 Main St., Bridge- Hercules Fascteners Co., 2722 Clybourn Ave., Chicago Tinnerman Products, Inc., P. 0. Box 6688, Dept. 16, 
: 4, 1 Cleveland 1, Ohio 


rt 3, Conn i | M = 2. 
CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE Lamson & Sessions Co., The, 5000 Tiedeman Rd., United-Carr Fastener Corp., Carr Fastener Co., Div., 
DIV., Muskegon, Mich. SEE ADV. A-52 Cleveland 9, Ohio . 31 Ames St., Cambridge 42, Mass e ; 
Corbin Products Div., Ohison Internationa! Corp., Cres- Lehigh Metal Products Corp 134 Alewife Brook Voi-Shan Mfg Co Div., Pheoll Mfg. Co. 8463 
cent Plaza Bidg., Long Island City 1, N. Y Parkway ~—— dge 40, Mass. Higuera St., Cu ver City, Calif 
Delron Co Inc., 5224 Southern Ave., South Gate, Mercury Air Part up Co., Inc., 3826 Willat Ave., Waldes — Inc., 47-16 Austel Pl., Long Island 

Calif P. 0. Box 1 ul , Ca City 4, 
Detroit Diamond Screw Products Co., 2200 Fourth Morrow Screw & Nut td Ingersoll, Ontario, Western Sky Industries, 21301 Cloud Way, Hayward, 
St., Wyandotte, Mich cana Calif. 
Dominion Fasteners, (Ltd 686 te e Ave., Ny Nationa utomat 0 , Washington Ave, 
P. 0. Box 492, Hamilton, Ontario nada , 7 
Dumont Aviation Assocs., 1401 Rovaen Ave., P. 0. ationa OC ° ' t kford, Til. 
Box 4087, Long Beach 4, Calif National Scr _ ; ° 
Eaton Mfg. Co., Reliance Div., 25 Charles Ave., S. E., st., © ’ ' Nuts, Special 
Massillon, Ohio orthwestern Tools, Inc., 11 D Ave., Dayton 3, ° . 
Firth-Cleveland, Inc., 10 Bridge St., New York 4, hio (To Specifications) 
y ok Corp., 611 Indust Paramus, N. J 
Ss Se Cay Se ty ‘ orrington Co., 52 Nor- = abnott Products, Inc., 150-50 12 Ave., Whitestone 57, 
wood 5t orrington nr 
S Union Square, New —— peuelibeeeis public Bidg., Cleveland advance Gear & Machine Corp., 5851 Holmes Ave., 
Cid: “a i Los Angeles 1, Calif 
Sido Ltd, 555 Boivin Bivd., Granby, Quebec, Canada = aeriai Machine & Tool Corp., 38-27 30th St., Long 
Y w Sa na! tt itd. 496 Queen St., East, Island City 1, N. Y ’ ° 
2722 Clybourn Ave., Chicago a r a a “a A se 
14, Ii STANDARD PRESSED STEEL CO., Box 354, Jenkine 4 -- y Aq-_t roducts Co., 821 Stewart Ave., Ga 
KAYNAR MFG. CO., INC., KAYLOCK DIV., Box 2001, n, Pa. SEE _ o- 178, D- 179 Alloy Metal Sales Ltd.. 182 Fleet Street East, Toronto 
Terminal Annex, Los Angeles 54, California. SEE ratofiex of Canada Inc 1 pling Avenue S., 2, Ontario, Canada 
ADV. 2ND COVER : an 2, Vereate 26, Gterm, Gamees Alton Iron Works, Inc. 1205 38th Street, Brooklyn 
lilinois Too! Works, Shakeproof Div., St. Charles Rd., Tinnerman Pro ts, Inc., Box 6688, Dept 18, N.Y ’ 
Elgin, | Cleve land . 0 Aluniaan 6 of America, 1501 Alcoa Bid Pittsburgh 
Kasar Mtg Yistributing Co, West Jefferson Torrington d rir C CED US a ” S 9. 3 
Bivd., Cu ty Voi-Shan Mfg. a c heo . : 46 . St: Brods tn 9030 Main St. 


Lamson & ssions Co., , 00 Tiedeman Rd., ) - t c 
WEA HERMEAD €0., HE : ae CN ti-Corrosive Metal Products, 30 River Rd., Castleton- 
Y 


158 Beechwood Ave., New 


Cleveland 9 
Lehigh Meta roduc Cor 134 Alewife Brook and 8, Ohio. SEE ADV. A-43 “D- 186 on-Hudson, N 
Parkway Gears, Ltd, 825 Caledonia Rd., Toronto 19, 4. 2 oe” eT 
Monadnock s Su Jn -C Fastener Corp. ntario, Canada . — , . —— 
1977 First , San Lei cntaiinass Gis tl ecialty Co., 450 Broome St., New 
. $s ton ve, 
* . Bethlehem St Cc Bethlehem, Pa 
ckford, | H A 
— tes” nen Rd Nuts, Self-Locking u C The, Precision Threaded Products 
7 — ° Div., 83 Woodbine St., Hartford 6, Conr 
National Screw & Mfg. Co., The, 2440 East 75th St., All Metal Screw Products Co 821 Stewart Ave., Boots Aircraft Nut Corp., Newton Turnpike, Norwaik, 
Cleveland 4, Ohio sarden City, N. Y ~—_ : . - . s9en? fee Se 
Nutt-Shel Co. Inc., 2701 S. Harbor Bivd., Santa Ana, Alloy Metal Sales Ltd. 181 Fleet Street East, a —, ool Works, 12917 Cerise 5 
Calif Toronto 2, Ontario, Canad a mo oe jal 
Nylok Corp., 611 Industria! Ave., Paramus, N. J ti-Corrosive Metal Product 30 Rd., Castie- Ca a Ae ation, 8414 San Fernando Road, Sun Valley, 
P - n ne Amer Transportatior t n-Hudson, N. Y re . ms 
2 * = N r — — av Fitting Cor 32 | ria . Chicago, Hartford, Western Divs., Standard Screw Co., 
Republic Stee! Corp 1441 Republic Bidg., Clevelar Washington Bivd , Be wood, Ii! 
1. Ohio ‘ —_ . eee columbia Nut & Bolt Co., Inc., 945 Main St., Bridge- 
io t Broo ’ u 
- . C . ’ 9 B ' } t 3, Conn 
Shur-Lok Corp., 8 East St., P. 0. Box 563, or - . = 
Anaheim, Calif Ltd., 636 St. Paul St., W., Mon- Se Cnteeeen, Ss, Gee a, . 
Wm. H. Snow Co Franklin Ave., E! Segundo, treal, Quebec, Canada ae — om On son wan os 7 @ — 
cots Aircraft Nut Corp., Newton Turnpike, Norwalk Cresce aza Long Island City , 
P Deiron Co., Inc., 5224 Southern Ave., South Gate, 


Calif 0 
STANDARD PRESSED STEEL CO., Box 354, Jenkin- Sonn . Calif 
alin ool Works, 12917 Cer c 
town, Pa. SEE ADV. D-178, 0-179 oy C i ool Works 917 Cerise Detroit Diamond Screw Products Co., 2200 Fourth St., 


Tinnerman Products, Inc., P. 0. Box 6688, Dept. 16, ! Wyandotte, Mich 
rlevel Ohio Cana tt ’ 00 Lt 75 Scarsdale Rd., Deo . "as . 

VelShan Nile. Co., Div a Mfg. Co 8463 da Deutsch Co., The, 7000 Avalon Bivd., Los Angeles 3, 
Higuera St., Culver City CHERRY RIVET DIV. TOWNSEND CO., 1224 was forn a 

York Gears, Lt 825 Cal edonia Rd., Toronto 19, Delhi Rd., Santa Ana, Calif. SEE ADV. A-49 Diecraft, Inc., York Rd., Sparks, Md 
Ontario anada ar nbia Nu t & Bott Co ” 945 Main Dominion Fasteners, Ltd. 686 Parkdale Ave., WN 

ig Di P. 0. Box 492, Hamilton, Ontario, Canada 


CONTINENTAL MOTORS CORP, AIRCRAFT ENGINE Dumont Aviat lon Assocs. 1401 Freeman 
DIV., Muskegon, Mich. SEE ADV. A-52 . Box = Long Beach 4 ow " — 
. Corbin Products Div., Ohison nternational Corp., ARETE AMS OW Llp 2 94 ieee 
Nuts, Machine Screw Crescent Plaza Bidg., Long Isiand City 1, N. Y more 3, Md * : . 
Delron Co., Inc., 5224 Southern Ave., South Gate, ae Co., Inc., 809 Garfield Ave., 
Accessories Manufacturers, Ltd., 641-645 St. James Calif ony 5, ' : 
St., W., Montrea Canada Detroit Diamond Screw Products C 2200 Fourth St., Firth-Cleveland, Inc., 10 Bridge St., New York 4, N. Y 
All Metal Screw Products Co., 821 Stewart Ave., ' : Mich 
Garden City, N. Y r on Fasteners Ltd 686 Parkdale Ave. N., 
Alloy Metal Sales Ltd., 181 Fleet Street East, Toronto D .Box 492, Hamilton, Ontario, Canada 
2, Ontario, Canada lumont Aviation Assocs., 1401 Freeman Ave., P. 0. < . 
American Standard Prods., Inc., 3030 Main St., Hart- ox 4087, Long Beach 4 f General Stee! Fittings Co., 1321 21 St., Racine, Wis 
ford, Conn E ) Mfg. Co., Reliance Div., 25 Charles Ave., S. E., Government Contract Sis. Div Res. Development 
Anti-Corrosive Metal Products, 30 River Rd., Castle- Massilion, Ohio Manufacture, Inc., 429 E. Collom St., Philadelphia 
ton-un-Hudson, N. Y Garron Aircraft Supply, Inc., 5 Union Square, New 44, Pa x 
Arnav Fitting Corp., 32 Industrial Ave., Little Ferry, 0 Y Gries Reproducer Corp., 158 Beechwood Ave., New 
nN. J prod r Corp., 158 Beechwood Ave., New 
Atlas Screw & Specialty Co., 450 Broome St., New C Y ; 
York 13, N. Y. sles Fasteners Co., 2722 Clybourn Ave., Chicago caster, Pa. 
Aviquipo of Canada Ltd., 636 St. Paul St. W., Mon- 14, It Harper Co., 8200 Lehigh Ave., Morton Grove, 
treal, Quebec, Canada ) Tool Works, Shakeproof Div., St. Charles Rd., 
Bethlehem Stee! Co., Bethlehem, Pa gin, Il 
Bland Burner Co., The, Precision Threaded Products Kasar Mfg. & Distributing Co., 9905 West Jefferson ~ - 
Div., 83 Woodbine St., Hartford 6, Conn Bivd., Culver City, Calif 7 an LJ —~ buti -| Co., 9905 West Jefferson 
Boots Aircraft Nut Corp., Newton Turnpike, Norwalk, 0 00 
dl ' KAYNAR MFG. CO., INC., KAYLOCK DIV., Box 2001 KAYNAR MFG. Co, " INC., KAYLOCK DIV., Box 2 
er al Annex, Los Angeles 54, California. SEE Terminal Annex, Los Ange es 54 alifornia. SEE 
Calinoy Div., Illinois Too! Works, 12917 Cerise St., ADV. 2ND COVER ADV. 2ND COVER x 
Hawthorne, Calif Klincher Locknut Corp., 2153 Hillside Ave., Indian- Lamson & Sessions Co., The, 5000 Tiedeman Rd. 
Chase Brass & Copper Co., 236 Grand St., Water- apolis, Ind Cleveland 9, Ohio 
c 
bury, Conn. Lamson & Sessions Co., The, 5000 Tiedeman Rd., Cleve- Lehigh Metals Products Corp., 134 Alewife Brook 
Chicago, Hartford, Western Divs., Standard Screw Co., land 9, Ohio Parkway, Cambridge 40, Mass 
2701 Washington Sivd., Bellwood, | Lehigh Metal Products Corp., 134 Alewife Brook Parke | Lucas Aircraft Supply Co., 17311-S-Main St., Gare 
Circon Component Corp., Santa Barbara Municipal way, Cambridge 40, Mass gena, Calif 
Airport, Goleta, Calif Monadnock Mills Sub nited-Carr Fastener Corp., Mercury Air Parts Supply Co., Inc., 3826 Willat Ave., 
Corbin Products Div., Ohison International Corp., Cres- 1977 First Ave., San Leandr alif P. 0. Box 135, Culver City, Cal 
cont Plaza Gidg., Long Island City 1, N. Y National Lock Co., 1902 Seventh St., Rockford, Il! Monadnock Mills Sub., United-Carr Fastener Corp., 
Detroit Diamond Screw Products Co., 2200 Fourth St, . ‘ 1977 First Ave., San Leandro, Calif 
“ . . National Machine Products Co., 44225 Utica Rd. 
Wyandotte, Mich. Utica, Mich , Morrow Screw & Nut Co., Ltd., Ingersoll, Ontario, 
sy yg Ltd., 686 Parkdale Ave., N., P. 0. National Screw & Mfg. Co., The, 2440 East 75th Cana 
‘ Ox , Hamilton, Ontario, Canada St., Cleveland 4, Ohio Mueller Brass Company, Port Huron, Michigan 
yy ee Ave., P. 0. Nutt-Shel Co., Inc., 2701 S. Harbor Bivd., Santa Ana, —— — c Prods. Co., The, Washington Ave., 
’ ’ ! Calif erlin, Conn 
eo Os gee Mfg. Co., 446 Morgan St., Cincinnati Nylok Corp., 611 Industrial Ave., Paramus, N. J National Lock Co., 1902 Seventh St., Rockford, II! 
’ . Republic Steel Corp., 1441 Republic Bid Cleveland 1 i : C 
Garron Aircraft Supply, Inc., 5 Union Square, New Ohio g., Clev ’ — —-~ ag Products Co., 44225 Utica Rd. 
York 3, N. Y¥ S 
’ Shur-Lok Corp., 879 South East St., P. 0. Box 563, National Screw & Mfg. Co., The, 2440 East 75th St 
General Steel Fittings Co., 1321 87 St., Racine, Wisc. Anaheim, Calif ; Cleveland 4, Ohio sags : 


HW. M. Harper Co., 8200 Lehigh Ave., Morton Grove STANDARD PRESSED STEEL CO., Box 354, Jenkin New Hudson Co i 
‘ ‘ A “ ] e » Mf ~ 5684 
Mi town, Pa. SEE ADV. D-178, 0-179 an sichigun 6849 Grand River, New 


) 


Jersey 


Fischer Special Mfg. Co., 446 Morgan St., Cincinnati 6, 
Ohio 

Garron Aircraft Supply, Inc., 5 Union Square, New 
York 3, N. Y 


Allied Products Div., Columbia 


Hercules Fasteners Co., 2722 Clybourn Ave., Chicago 
14, Ill 


! 
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Auburn Mfg. Co., Middletown 
Aviquipo of Canada itd., 6 
ancda 


Northwestern Tools, Inc., 17 Hollier Ave., Dayton 3, 
Ohio 
Nutt-Shel Co., Inc., 2701 S. Harbor Bivd., Santa Ana, Montreal, Quebe C 
Calif. Beemer Engineering Co., th B i St E 
Nylok Corp., 611 Industrial Ave., Paramus, N. J deiphia 8, Pa ina Oils Cutting 
Progressive Mfg. Co. Div., The Torrington Co., 52 Bestobell (Canada) Ltd., 4 Bestobe ., 14 ’ 
t., Torrington, Conn Ontario, Canada 
| Mfg ®., 1412 N. Ogden Ave., Chica l Chicago Gasket Co., 1271 We 
22, Ill 
Corp. of America 1 thern CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
ate, Calif ; DIV., Muske Mich. SEE ADV. A-52 
Shur-Lok Corp., 879 South East St., P akt t Mort 
Anaheim, Calif 
Sido Ltd., 555 Boivin Bivd., Granby, 
Wm. H. Snow Co., 1413 E. Franklin 
Calif 
Specialties Mfg. Co., Inc., P 


Comm 
STANDARD PRESSED STEEL CO., Box 
town, Pa. SEE ADV. D-178, D-179 
Sterling Precision Corp., 17 Matinecock 
Washington, N. Y 
Stratofiex of Canada Inc., 91 Kipling Avenu 
Box 49, Toronto 18, Ontario, Canada 
Tinnerman Products, Inc., P. 0. Box 6688, 
Cleveland 1 
Torrington Co The, 59 Field St., Torrington, 
Fastener Corp., Carr Fastener Co., 
31 s St., Cambridge 42, Mass 
Voi-Shan Mfg. Co., Div., Pheoll Higuera S 
City, Calif 
Waldes Kohinoor, Inc., 47-16 Austel P 


City 1, WN. Y 
WEATHERHEAD CO., THE, 300 E. 131 
8, Ohio. SEE ADV. A-43, D-186 
Weatherhead Oo. of Canada Ltd., The, 
S Thomas, Ontario, Canada 
Ltd., 496 Queen 


825 Caledonia Rd., 


a EF. Houghton Co, 303 W. Lehigh’Ave., Phila Optical Parts (For Aircraft) 


am Ma 

APPARATUS DIV., TEXAS INSTRUMENTS INC 

a one Ay xas. SEE ADV 
Garden City, N. Y 

Alloy Metal Sales Ltd., 181 t t Minneapolis 16, Mir ass a ial OP 
2, Ontarie Canada . ' . ' Fed Viogu!-Bower BAUSCH & LOMB OPTICAL C 1 

Alton Iron Works, Inc., 1205 3 : Dachect SEE ADV. 8-4 
N 

Aluminum Co 
burgh 19, Pa 

Anti-Corrosive Meta 
on-Hudson, N. Y 

Arnav Fitting Cor; 
N 

Atias Screw & 
York 13, N. Y 

Chase Brass & Cc 


ea 


Harper 
a 7 Fasteners Vv Dl 
Kasar Mfg. & Dist t s 905 . 4 j 
Bivd., Culver Cit UNITED AIRCRAFT PRODUCTS, INC 
Lehigh Metal Pr ytor h SEE ADV. B-43 
Parkway 
National Lock Co 
National Screw & 
Cleveland 4, 
PIC Design Cory b. of Benrus Watch Co 
477 Atiantic Ave., East Rockaway, N. Y 
Parker-Kalon Div., General American Transportat 
Corp., Clifton, N 
Wm. H. Snow Co., 1413 E. Franklin Ave., £ 


KOLLMORGEN OPTICAL CORP 
an, © SEE ADV. C 


J. H. Williams & Co., 400 Vulc 

N. Y. 

° ° . . 
Oil Dilution Equipment 

‘ ‘ e 

oO Rings Bowser, Inc Fort Wayne Fort Wa 
Acro Gasket Industries Ltd. 27 W St ; 5 , mt (Wester 

Toronto 1, Ontario, Canada 
Acushnet Process Co., P. 0. Box 

Mass 
Aero Gasket Corp., 763 Hanover Rd., Meriden, 
Airaterra, 620 Paula Ave., Glendale 1, Calif 

. ° . 

Aircraft Component Inc., Woodland Ave., Twin tie Oil Lines 

Airport, Benton Harbor, Mich . 
Airtron, Inc., 1011 West Elizabeth Ave., Linden, (See Also Hose, Tubing) 
N. J 
Allied International Co., 230 Park Ave., New York 17, y Meta Sales Ltd 

Y. Toronto 2, Ontario, Canada 

Amalgamated Stee! Corp., Broadway & Wire Ave., merican Tube Bending C 

Cleveland 5, Ohio New Haven 8, Conn 


Arnav Fitting Corp., 32 Industrial Ave., Little Ferry, tol Aircraft (Western) Ltd 
1 Stevenson Field, Winnipeg, Manitot 
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OVENS 


Induction Heating Corp., 181 Whyte Ave., Brooklyn 11, 

N.Y. 

Kinney Mfg. Div.. New York Air Brake Co., 3529 
Washington, St., Boston 30, Mass. 

James M. Knight Co., Sandwich, Ill. 

McGraw-Edison Co., Elgin, I! 

Pereny Equipment, 893 Chambers Rd. (Box 
Sta. A Columbus 1, Ohio 
Temperature Engr. Corp., 1100 

Riverton, N. J 
Will Corporation, 39 Russell St., Rochester 3, N. Y. 


Oxygen 


Air Products, Inc., 
Altitude, Inc., 113 Sheldon St., E 
Collens Instrument Co., 56 Cooper Square 


8153, 


Union Landing Rd., 


P. 0. Box 538, Allentown, Pa. 
Segundo, Calif 
New York, 


N.Y. 

HOFMAN LABORATORIES, INC., 5 Evans Terminal, 
Hillside, N. J. SEE ADV. D-193 

Linde Co. Div., Union Carbide Corp 
New York 17, N. Y 

McGraw-Edison Co., Elgin, 1! 

Ohio Chemical & Surgical Equip. Co. Div., Air Reduc- 
tion Co., Inc., 1400 E. Washington Ave., Madison 10 
Wisc. 

Puritan Compressed Gas Corp 
Grand Ave., Kansas City 8, Mo 

Superior Air Products Co., 132 Malvern St 


30 E. 42 St, 


2012 


Aviation Div 
Newark 5, 


N.J 
Zep Aero, 113 Sheldon St., E! Segundo, Calif. 


Oxygen Systems & Controls 
(See Also Specific Parts) 


Acoustica Associates, Inc., 26 Windsor Ave., Mineola, 
N.Y 

Airborne Research & Development Corp., 
nando Rd., Sun Valley, Calif 

AiResearch Mfg. Div., The Garrett Corp., 9851 Sepul- 
veda Bivd., Los Angeles 45, Calif 

Air-Lock, Inc., 108 Gulf St., Milford, Conn 

Air Products, Inc., P. 0. Box 538, Allentown, Pa 

Alar Products, Inc., 1071 Power Ave., Cleveland 14, 
Ohio 

Altair, Inc., 
N.Y 

Altitude, Inc 

Aqualite Corp., 

Aro Equipment of Canada Ltd., P 
15, Ontario, Canada 

Aro Equipment Corp 

Automatic Switch Co 

The Bastian-Blessing Co., 
Chicago 46, I! 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 

A. Biederman, Inc., Precision Instruments Labs., 1045 
Airway, Glendale 1, Calif 

Bowser, Inc., Fort Wayne Div., Fort Wayne 2, Ind 

BRUNING CO., THE, 601 South Ninth St., Lincoln, Neb. 
SEE ADV. 0-183 

Cambridge Corp., Lowe 

Century Controls Corp 80 
Lindenhurst, N. Y 

Collens Instrument Co Ce Square 


7530 San Fer- 


50 St. McQuesten Parkway, Mt. Vernon, 


113 Sheldon St., E! Segundo, Calif. 
1660 Tenth St., Santa Monica, Calif 
0. Box 515, Toronto 


Aircraft Div., Bryan, Ohio 
Hanover Rd., Florham Pk., N. J 
4201 W. Peterson Ave., 


Mass. 


Industria! Park, Lowe 
7 Highway, 


Montauk 
New York, 


eeman Ave., P. 0. 
Erie Mfg. Co., 4000 South 1 Milwaukee, Wisc 

Fluid Power Inc., Macedonia, Ohio 

G Controls Co 801 en Ave Glendale 1, 

Globe Industries, Inc., 1784 Stanley Ave., Dayton 4, 
Ohio 

HOFMAN LABORATORIES, INC., 5 Evans 
Hillside, N. J. SEE ADV. 0-193 

C. E. Howard Corp., 9001 Raye Ave 
Calif 


Terminal, 

South Gate, 

Kidde, Walter & Co. of Canada, Ltd. 5500 Royal- 
mount Ave., Montreal 9, Quebec, Canada 

Walter Kidde & Co., Inc., 256 Main Belleville 9, 
N. J. 

Linde Co. Div., 
New York, N. Y. 

Minneapolis-Honeywell Regulator Co., Aeronautica! Div., 
2600 Ridgway, Minneapolis 13, Minn 

Nationa! Welding Equipment Co., 218 Fremont St., San 
Francisco, Calif. 

Normalair (Canada) Ltd., 1425 The Queensway 
coke, Toronto 14, Ontario, Canada 

Ohio Chemical & Surgical Equip. Co. Div., Air Reduc- 
tion Co., Inc., 1400 E. Washington Ave., Madison 10, 
Wisc 

PIONEER-CENTRAL DIVISION. BENDIX AVIATION 
CORP., Davenport, Iowa. SEE ADV. 0-208 

Pre-Stressed Shock Mount Co., c/o G.D.C 
Elkton, Maryland 

Puritan Compressed Gas Corp 
Grand Ave., Kansas City 8, Mo 

RANDALL ENGINEERING CORP., 5933 Bowcroft St., 
Los Angeles 16, Calif. SEE ADV. D-203 

RYAN INDUSTRIES, INC., 862 East 70 St., Cleve- 
Cleveland 3, Ohio. SEE ADV. D-183 

Scientific & Process Instruments Div., Beckman Instru- 
ments, iInc., 2500 Fullerton Rd Fullerton, Cali- 
fornia 

Scott Aviation Corp., 207 Erie St., Lancaster, N. Y. 

Henry Spen Co., Inc., 1995 Pitkin Ave., Brooklyn 7, 
N.Y. 


Union Carbide Corp., 30 East 42 St., 


Etobi- 


Box 275, 


2012 


Aviation Div., 
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Superior Air Products Co., 132 Malvern St., Newark 5, 
N. J 


Wells Industries Corp., 6880 Troost Ave., North Holly- 
wood, Calif. 
Zep Aero, 113 Sheldon St., El Segundo, Calif. 


> * 
Packaging & Crating 
> 
Services 
Aacon Contracting Co., Inc., 
Brooklyn 31, N. Y 
Aero-Test Equipment 
Dallas 7, Texas 
merican Broach & Machine Co., Ann Arbor 
rmou Co., N. Benton Rd., Alliance, Ohio 
Co., Cushioning Products Div., 
Abrasives Div., Alliance, Ohio 
William Bal Corp., 2 Johnson St., Newark 5, N. J. 
Bekins Van & Storage Co., Industrial Packaging Div., 
12512 Inglewood Ave., Hawthorne, Calif 
Converto Mfg. Co., Cambridge City, Ind 
Cushioning Craftsman Corp., Box 27, Edgewater, N. J. 
Padbioc Co Inc., 2573 Hillside Station, Wichita, 
Kansas 
Specification Packaging Engineering Co., 
Ave., North Hollywood, Calif. 


145-165 Wolcott St., 


Co., Inc., 1601 Dragon St., 


Mich. 


Coated 


6869 Tujunga 


. ° 
Packings, Hydraulic Systems 
Acro Gasket Industries Ltd., 27 Wellington St. E., 

Toronto 1, Ontario, Canada 
Allied International Co., 230 
17, N. Y 
Anchor Packing Co., The, 401 North Broad St., Phila- 
delphia 8, Pa 
Auburn Mfg. Co 
Beemer Engineering Co., 
deiphia 8, Pa 
Bestobel! (Canada) Ltd., 
Ontario, Canada 
Crane Packing Co., 6400 Oakton St., 


Park Ave., New York 


Middletown, Conn 
401 North Broad St., Phila- 


4 Bestobel! Rd., Toronto 14, 


Morton Grove, 


D xon Corp 
Excelsior Leather 

Chestnut St., Rockford, 
Garlock Packing Co., The 
Garron Aircraft 

York 3, N.Y 
Goshen Rubber Co., Inc., 


7-21 Burnside St., Bristol, R. I 
Washer Mfg. Co., Inc., 720-730 

Palmyra N.Y 

Union Square, New 


Supply, Inc., 5 
637 East lowa St., Goshen, 


North Wales, Pa 
303 W. Lehigh Ave., Philadelphia 


reene, Tweed & Co 
F. Houghton Co., 
33, Pa 

Hydrodyne Corp 
Hollywood, Calif 


7350 Coldwater Canyon Ave., N. 

Corp., Skinner Seal Div., 7350 Coldwater 
Canyon Ave., North Hollywood, Calif 

Johns-Manville, 22 East 40 St., New York 16, N. Y 

Linear, Inc., Levick St. & State Rd., Philadeiphia 
35, Pa 


Minnesota 


Hydrodyne 


Rubber Company, 3630 Wooddale Ave., 
Minneapolis 16, Minn 

Precision Rubber Products Corp., 
Dayton, Ohio 


Raybestos-Marhattan, Inc., 61 Willett St., 
N 


3110 Oakridge Dr., 
Passaic, 


Roberts Toledo Rubber Co., 4143 Monroe St., Toledo 
Rogers, Conn 
n & 11617 West Jefferson Bivd., 


5805 Marilyn Ave., Culver City, 


S. Gasket 
608 N. Tenth St 
United States Rubber C 
New York 20, N. Y 
Vibra Seal Corp., 2832 East Grand Bivd 
Mich 


Garlock Packing Co., The, 
Camden 1, N. J 
©., 1230 Ave. of the Americas, 


Detroit 11, 


Packings, Landing Gear 


Allied International Co., 230 Park Ave., New Yorw 
N. Y 


Middletown, Conn 


Corp., Osceola, Wisc. 

Garlock Packing Co., The, Palmyra, N. Y. 

Greene, Tweed & Co., North Wales, Pa 

Hydrodyne Corp., 7350 Coldwater Canyon Ave., N. 
Hollywood, Calif 

Hydrodyne Corp., 
Canyon Ave 


Auburn Mfg. Co., 
Champion Aircraft 


Skinner Seal Div., 7350 Coldwater 
North Hollywood, Calif 

22 East 40 St New York 16, N. Y. 
Levick St. & State Rd, Philadel- 


Johns-Manville, 

Linear, Inc., 
phia 35, Pa 

Raybestos-Manhattan, 
N 

Ww. S. Shamban & Co., 
Culver City, Calif 

Stillman Rubber Co., 5805 Marilyn Ave., Culver City, 
Calif 

u. § 
608 N 


Inc., 61 Willett St., Passaic, 


11617 West Jefferson Bivd., 


Gasket Co. Div., Garlock Packing Co., The, 
Tenth St., Camden 1, N. J 


Packings, Metallic 


Anchor Packing Co., The, 401 North Broad St., Phila- 
delphia 8, Pa 

Auburn Mfg. Co., Middletown, Conn 

Crane Packing Co., 6400 Oakton St., Morton Grove, 
th 


N.Y 
Union 


Garlock Packing Co., The, Palmyra 
Garron Aircraft Supply, Inc., 5 
York 3, N. Y 
Greene, Tweed Co., North Wales, Pa 
Hydrodyne Corp 7350 Coldwater Canyon Ave N 
Hollywood, Calif 
Hydrodyne Corp., 
Canyon Ave 
Johns-Manville 
Stillman Rubber Co., 
lif 


United Metallic 0 Ring Corp., Box 1035, Dayton 1, 
Ohio 


Square, New 


Skinner Seal Div., 7350 Coldwater 
North Hollywood, Calif 
22 East 40 St., New York 16, N. Y 
5805 Marilyn Ave., Culver City 


Packings, Nonmetallic 


Acro Gasket Industries, Ltd., 27 Wellington St. E., 
Toronto 1, Ontario, Canada 

Allied International Co., 230 Park Ave., 
17, N.Y 

American Latex Products Corp., 3341 W. E! Segundo 
Bivd., Hawthorne, Calif 

Anchor Packing Co., The, 401 
Philadelphia 8, Pa 

Auburn Mfg. Co., Middletown, Conn 

Beemer Engineering Co., 401 North Broad St., Phila- 
delphia 8, Pa 

Bestobel! (Canada) Ltd., 4 Bestobel! Rd 
Ontario, Canada 

Champion Aircraft Corp., Osceola, Wisc 

Colonial Rubber Co., Ravenna, Ohio 

CONTINENTAL MOTORS CORP.. AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Crane Packing Co., 6400 Oakton St., Morton Grove, 
mH 


New York 


North Broad St, 


Toronto 14, 


Co. The, Dayton, Ohio 

Dixon Corp., 7-21 Burnside St., Bristol, R. I 
Dumont Aviation Assocs., 1401 Freeman Ave 
Box 4087, Long Beach 4, Calif 

Emerson Plastics Corp., 1383 Seabury Ave., 
61, N. Y 

Excelsior Leather Washer Mfg. Co., 
Chestnut St., Rockford, I! 

Garlock Packing Co., The, Palmyra, W. Y. 

Garron Aircraft Supply, Inc., 5 Union Square, New 
York 3, N.Y 

B. F. Goodrich Ind 
Akron 11, Ohio 

Goshen Rubber Co., Inc., 


Dayton Rubber 
P. 0 
Bronx 


720-730 


Prods. Co., South Main St., 


637 East lowa St., Goshen, 


Ind 
Graton & Knight Co., 356 Franklin St., Worcester 4, 
North Wales, Pa 
Ltd 114 
Ontario, Canada 
Houghton Co., 303 W 
phia 33, Pa 
Hydrodyne Corp., 
Hollywood, Calif 
Hydrodyne Corp., Skinmer Seal Div., 7350 
Canyon Ave., North Hollywood, Calif 
Johns-Manville 22 East 40 St., New York 16, N. Y 
Kirkill Rubber Co., Brea, Calif 
ar, Inc., Levick St. & State Rd 
35, Pa 
Mechanical Rubber Products Co., Warwick, N. Y 
Minnesota Rubber Company, 3630 Wooddaie 
Minneapolis 16, Minn 
Polymer Corp., The, Reading, Pa 
H. K. Porter Co., Inc., Quaker Rubber Div., 
Comly Sts., Philadelphia 24, Pa 
Raybestos-Manhattan, Inc., 61 Willett St., 
N. J 
Republic Rubber Div., Lee Rubber & Tire Corp., Albert 
St., Youngstown 1, Ohio 
Roberts Toledo Rubber Co., 
13, Ohio 
Rogers Corp., 
W. S. Shamban & Co., 
Culver City, Calif 
Stillman Rubber Co., 5805 Marilyn Ave., Culver City, 
Calif 
U. S. Gasket Co 
N. Tenth St 
United States Rubber Co., 
New York 20 Y 


O'Hara Ave., 


Lehigh Ave., Philadel- 
7350 Coldwater Canyon Ave N 


Coldwater 
Philade!phia 


Ave., 


Tacony & 


Passaic, 


4143 Monroe St., Toledo 


Rogers, Conn 
11617 West Jefferson Bivd., 


Div., Garlock Packing Co., The, 608 
Camden 1, N. J 
1230 Ave. of the Americas, 


Vibra Seal Corp., 2832 East Grand Bivd., Detroit 11, 
Mich. 


Victor Mfg. & Gasket Co., 5750 West Roosevelt Rd, 
Chicago 50, Ill 


Pads (Crash, Seat, etc., 
Stuffed & Bound to 
Specifications) 


American Latex Products Corp., 3341 W. E! Segundo 
Bivd., Hawthorne, Calif 

Boyt Harness Co., 303 New York Ave., Des Moines 5, 
lowa 

Canadian Flight Equipment Cobourg, Ltd., 
St., Cobourg, Ontario, Canada 


66 Swayne 
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Cush ioning Craftsman Corp., Box 27, Edgewater, N. J 

Dayton Rubber Co. The, Dayton, Ohio 

Hardman Too & Engineering Co P O Box 25825, 
1845 S. Bu Drive, Los Angeles 25, Calif 

Irving Air Che ste "Ce 1315 Versailles Rd., Lexington, 
Ky 

L F Glass Fibers Co., 1810 Madison Ave., Toledo 
1, Ohio 

Mechanical Rubber Products Co., Warwick, N. Y 

Nopco Chemica! C 125 Schuyler Ave., N. Arlir 
N 


Div Seaman Paper 


mar, Calif 
7 e 
Church & Tacony $ 


Paints & Dopes 


Acro Chemical Products Corp Cleveland Industr 
enter, Box 255, Long Valley, New Jersey 
ts, Inc Woodland Ave.. Tw . 
nm Harbor, Mich 


4802 Came 


5431 South District 


7301 Bessemer Ave., Clevela 
3722 West North Ave 


enson Testing & Res. | Inc., 57 W 
New York 19, N.Y 
Felton Sibley & 
Philadelphia, Pa 
Chemica 


Newark 12 


Milwaukee 1, 


Park Ave 
sda 
LAWTER. "CHEMICALS “INC. 3550 T Aven 
ago 45, | SEE ADV. 0-199 
M & Thermit rp., Rahway, WN 
Micro-Circuit New Buffa Mich 
Midland Paint & 
eveland 5 
Pittsburgh Plate 
Pittsbu urgh 22 
diant ( r C 


hed-Masor 


c 1 N 
SWITZER BROS., INC 73 
_ SEE ADV A- 37 


Ivanhoe Rd., 
0 Brookpark Rd 


2320 S. Tibbs 


s 41, Ind 
Box 1790-A. W 


| Aircraft (Western) Ltd., P. 0 Box 874, Steven- 
nm Field, Winnipeg, Manitoba 
Canadian Research Institute, 46 St 
Toronto 5, Ontario, Canada 
hampion Aircraft Corp., Osceola, Wisc. 
Chicago Aeria Industries, Inc 1980 
Melrose Park 
nial Aircraft Corp., Sanford, Maine 
Continental Technica! Service, Inc Aircraft 
W. Apple St ayton, Oh 


tler-Hammer, | 315 North 
Syste 
Dayton Aviation Radio 


Hangar No. 2, Dayt 
Ohio 


Henry G 


Island 
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Eagle Signal C 20 St 
THE ELECTRIC.  KuTO- ‘Lite Cco., 
SEE ADV 0-1 58 


Electrosna oration, 4218 West 


41g 


ay Corg Herbert St., Balt 


E 
Falstron Co trom Court 
The Foxboro C 38 Neponset Ave 
General Electric Co., P. 0. Box 
Apparat 


Mtg 
Alhambra, Ca 
SPACE CORP. 
ADV. D-161 


es pivey 


UNITED "AIRCRAFT PRODUCTS, INC 
SEE ADV. B- 43 


Wayne Div t Wayne 2 
THE "BRUNSWICK- BALKE-COLLENDER CO 
PRODUCTS DIV., 17 Messie eg 
SEE ADV. B-46 
California Meta! Er 
Angeles 22 


A 


cit 


THE ELECTRIC AUTO- LITE CO 


ADV. 0-15 


Angeles 45 


s00dyear Aircraft 


a 2 2 


Br dgepc ort Cone 
T j & 


Oakiand 12, Caz 
ng Ass 
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PANELS 


Premier Meta! Prod: Manida St., 
59, N. Y 
Prog n Development 
Segund 
Aeronaut 
alif 
niey Mfg 
Washington, N. Y 
TEMPLET moe INC 
N.Y. SEE ADV. D-204 
uniTeD AIRCRAFT PRODUCTS. INC 
y SEE ADV 6- 3 


29, Md 


Panels, Plastic 


THE SRUNSWICK- BALKE- COL ENO ER co DEFENSE 
PRODUCTS DIV., 1 ‘ Mict 
SEE ADV. 8-46 





PANELS 
Panels, Wood & Plywood 


or Supply & Equipment Co., P. 0. Box 96, Stanley, 
ansas 
semeante, Inc., 3113 West Burbank Bivd., Burbank, 


Converto Mfg. Co., Cambridge City, Ind. 

) mony | on $19 — Lag Dayton 4, Ohio 

Spartan Air Services 4 Sparks St., Ottawa, 
Ontario, Canada 

aa ae "Ply-Woods Sales, 6756 Crandon, Chicago 49, 


well s Industries Corp., 6850 Troost Ave., North Holly- 


Calif 
vu. S Stee! Corp., 525 William Penn Pi., Pittsburgh 
30, Pa. 


Pants, Wheel 


Champion Aircraft Corp., Osceola, Wisc. 

Oakota Aviat 0. 

The Fletc 3 “ ~~ Tenth ‘& “Missouri Sts., 
Oklahoma City 17, Okla. 


Paper, Protective 

Ludiow Papers, Inc., P. 0. Box 135, Needham Heights 
94, Mass 

National Costing, Inc., P. 0. Box 223, W. Hanover, 
Mass. 

Permacel, New Brunswick, N. J. 


Parachute Openers, 
Automatic 


Friendship Internat’! 
1400 


Aeronautical Upholsterers, In-., 
Airport, Wd 

Bendix Avianion Corp., Friez Instrument Div., 
Taylor Ave., Baltimore 4, d. 

Capewe!/ Mtg. Go., 60 Governor St., Hartford 2, 


Closter Bros., 220 Fifth Ave., New York, N. Y. 

Cook Electric Co., Inland Testing Laboratories Div. 
6401 W. Oakton St., Morton Grove, Ill. 

Irving Air Chute Co., 1315 Versailles Rd., Lexington, 


Ky 
H. Koch & Sons, Box 125, Corte Madera, Calif. 
Microloc Corp., 5808 Marilyn Ave., Culver City, Calif. 
Miller Research By ae Miller Metal # gm 
Inc., 2215 ... Baltimore 30, 
PIONEER-CENTRAL ' DIVISION ON, BENDIX AVIATION 
CORPORATION, <, lowa SEE ADV. D-208 
Parachute Co., Inc., 168 Forest St., Man- 
chester, ‘ 
Security Parechute Co. 295 West 141 Ave., San 
Leandro, Calif. 
Suchy a aout Inc., 200 W. 57th St., New York 19, 


American Machine & Metals, Inc., 


Pioneer 


u. S. “Aeuh Div., 
Sellersville, Pa. 
Wasley Products, Inc., Plainville, Connecticut 


Parachutes, Drogue 
Friendship Internat’! 
Des Moines 


Aeronautical 
Airport, 
Boyt Harness ‘c., 303 New York Ave., 

owa 
Boyt Harness Co., Box 1355, Des Moines, lowa 
Canadian Flight Equipment Cobourg, Lid., 66 Swayne 
St., Cobourg. Ontario, Canada 
Cook Electric Co., 2700 Southport Ave., Chicago 14, 
Gentex Corp., 450 Seventh Ave., New York 1, N. Y. 
Irving Air Chute Co., 1315 Versailles Rd., Lexington, 
Ky. 


Upholsterers, Inc., 


Kellett Aircraft Corp., Box 35, Willow Grove, Pa. 

Milis Mfg. Corp., Asheville, N. C. 

Pioneer Parachute Co., Inc., 168 Forest St., Man- 
chester, Conn. 

Radioplane Div., Northrop Aircraft, Inc., 8000 Wood- 
ley Ave., Van Nuys, Calif. 

Reliance Manufacturing ~ Parachute Div., 350 Fifth 
Ave., — York 1, N. Y. 

Santa Anita Engineering Co., 2451 €. Colorado St., 
Pasadena 8, Calif. 
Security Parachute Co., 

Leandro, Calif. 
Switiik Parachute Co., Inc., 
Trenton 7, N. J. 


295 West 141 Ave., San 


1325 E. State St., 


Parachutes, Personnel 


Aeronautical Upholsterers, Inc., Friendship Internat’! 
Airport, Md. 
Canadian Flight Equipment Cobourg, Ltd., 66 Swayne 
, ‘Cobourg, , Canada 
Irving Air Chute Co., 1315 Versailles Rd., Lexington, 
Ky. 


I & Co., Inc., 239 Bernard S&t., Trenton 8, 
- J 


D-84 


Mills Mfg. Corp.. Asheville, 
Pioneer Parachute 


N. C. 
Co., Inc., 168 Forest St., Man- 


Inc., 8000 Wood- 


chester, Conn. 

Radiopiane Div., Northrop Aircraft, 
ley Ave., Van Nuys, Calif. 

Reliance Manufacturing Co., \ peomnes Div., 350 Fifth 
Ave., New York 1, N. 

Security eee Co., 141 Ave. San 


PR pA “Corp., 2501 Dall 
Switiik Parachute Co. Inc., 
Trenton 7, N. J. 


295 West 


Denver, Colo. 
State St, 


as St., 
1325 E. 


Parachutes, Special-Purpose 


Aeronautical Upholsterers, Inc., Friendship Internat’! 
Airport, Md. 

Allied Res. Associates, 
15, Mass. 

Boyt Harness Co., 303 New York Ave., Des Moines 5, 
lowa 

Boyt Harness Co., Box 1355, Des Moines, 

Canadian Flight Equipment Cobourg, Ltd., 

St., Ontario, Canada 

Cook Electric Co., Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, 

Gentex Corp., 450 Seventh Ave., New York 1, N. Y. 

Irving Air Chute Co., 1315 Versailles Rd., Lexington, 


Ky. 
Mills Mfg. Corp., Asheville, N. C. 
Pioneer Parachute Co., Inc., 168 Forest St., 
chester, Conn. 
Radiopiane Div., Northrop Aircraft, 
ley Ave., Van Nuys, Calif. 
Raven Industries, Inc., P. 0. Box 227, Sioux Falis, 
. dD. 


Inc., 43 Leon St., Boston 


lowa 
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Man- 
Inc., 8000 Wood- 


Co., Parachute Div., 350 Fifth 
Y 


" 2451 E. Colorado St., 


Calif. 
Security Parachute 295 West 141 Ave, San 

Leandro, Calif. 
Stanley Aviation Corp., 
Inc., 200 W. 


2501 Dallas St., Denver, Colo. 
57th St., New York 


State St., 


P. 0. Box 


1325 €E. 


Armament Div., 


5841, St. Louis 21, Mo. 


Parachute Test Equipment 


Exline Engineering Co., 107 West Second St., 
3, Okla. 


Pawls & Ratchets 


17 Matinecock Ave., 


Tulsa 


Sterling Precision Corp., Port 
Y. 


Washington, N. 


Photographic Equipment 
and Materials 


Aero Service Corp., 210 E. Courtland St., Philadelphia 
20, Pa. 

Aeroflex Corporation, be 34-06 Skillman Ave., 
Island City 1, N. 

Ansco., A div. of hie Aniline & Film Corporation, 
40 Charles Street, Binghamton, New York 

Autometric Corp., 1501 Broadway, New York 36, 
mt 

BAUSCH & LOMB OPTICAL CO., 82159 St. Paul St., 
Rochester 2, N. Y. SEE ADV. B-45 

Benson-Lehmer Corp., 11930 Olympic 
Angeles 64, Calif. 

Berndt-Bach, Inc., 6900 Romaine St., 
California 

Chas. Beseler Co., Dyes S. 18 St., 

Bolsey Research So Seat Corp., 
St., New York 19, N. Y. 

Camerafiex Corp., 1947 Broadway, New York 23, N. Y. 

Canadian Applied Research Ltd., 1500 O'Connor Dr., 
Toronto 16, Ontario, Canada 

Chicago Aerial Industries, Inc., 
rose Park, Ill. 

Curtis Laboratories, Inc., 2718 Griffith Park Bivd., 
Los Angeles 27, Calif 

Dbm Research Corp., Stoddard Bidg., P. 0. Box 521, 

Cocoa Beach, Fila. 
Davidson Mfg. Co., 
Covina, Calif. 
Defense Products Div., Fairchild Camera & Inst. Corp., 
Robbins Lane, Syosset, i. , & ¥. 

Eastman Kodak Co., 343 State St., 

Fairchild Camera & Instrument Corp., 
Syosset, N. Y. 

Fairchild Data Devices Corp., 
Yonkers, N. Y. 

Farrand Optical Co., Inc., 
Bivd., New York 70, N. 

J. W. Fecker, Inc., 6592 Hamilton Ave., Pittsburgh 6, 
Pa. 


Long 


Bivd., Los 
Hollywood 38, 


East Orange, N. J. 
1l West 57 


1980 Hawthorne, Mel- 


2223 East Romana Bivd., West 


Rochester, N. Y. 
Robbins Lane, 
580 Midland Ave., 
East 238th St. & Bronx 
, a 


The Filmsort Company, Pearl River, New York 


Flight Research, Inc., Box 1-F, Richmond 1, Va. 
Found Brothers Aviation Ltd., Malton Airport, Malton, 
Ontario, Canada 
Gordon Enterprises, 5362 North Cahuenga Bivd., North 
f 


Hollywood, Calif. 
HALLAMORE ELECTRONICS CO. DIV., SIEGLER 
CORP., THE, 8352 Brookhurst Ave., Anaheim, Calif. 
a Rochester 3, N. Y. 


Haloid Xerox Inc., 6 Haloid St., 
Regulator Co., 


Heiland Div., Minneapolis-Honeywel! 
5200 E. Evans Ave., Denver 22, Colo 

Houston Fearless Corp., 11801 West Olympic Bivd., Los 
Angeles 64, Calif. 

Huber Industries, Inc., 4960 Hillside Ave., 
33, Ohio 

Itek Corp., 

Liberty Mirror Div., 
Brackenridge, Pa 

Mast Development Company, Inc., 
Davenport, lowa 

J. A. Maurer, Inc., 
N. Y. 

Medo Photo Supply, 902 Broadway, New York 10, N. Y 

Merix Chemical Co., 1021 East 55 St., Chicago 15, 
Tit. 

Miller Dial & Name Plate Co., 4400 
City Bivd., El Monte, Calif 

Morse Instrument Co., The, 
Ohio 

OPTOmechanisms, Inc., 216 East Second St., 

Y 


P. 0. Box 426, Newburgh, 


Cincinnati 


Waltham 54, Mass. 


1606 Trapelo Rd 
Glass Co. 


Libbey-Owens-Ford 


2212 E. 12th St., 


37-01 31 St., Long Island City 1, 


North Temple 


Clinton St,. 


Hudson, 

Mineola, 
N. Y. 

Oscar Fisher Co., Inc., 
w. Y 


Ozalid Div., 419 Central Ave., N. W., Albuquerque, 
M 


Peerless Photo Products, Inc., Tesla Rd., Shoreham, 
N.Y 


wy Inc., 922 Burlington ODr., Silver 
Spring, 

Regal Plestic Co., 2800 E. 14 St., Kansas City 27, Mo 

Scientific Products Corp., 420 W. 111 St., Chicago, I! 

Simmon Bros. Inc., 30-28 Starr Ave., Long Island 
City 1, N. Y. 

Triad Corp., 17136 Ventura Bivd., Encino, Calif 


Vitro ae. of America, 261 Madison Ave., New York 
16, N 

Wollensak “bet cal Co., 
N. Y. 


850 Hudson Ave., Rochester, 


Photo-Reconnaissance 


Systems 


AC SPARK PLUG DIV., GENERAL 
1925 E. Kenilworth Pla , Milwar 
ADV. D-167 

ACF Industries, Inc., 
N.Y 


MOTORS CORP., 
kee 1, Wis. SEE 


750 Third Ave., New York 17, 


Aero Service Corp., 210 E. Court 
20, Pa 

Aeroflex Corporation, The, 
Island City 1, N. Y 

Autometric Corp., 1501 


- Ww 

BAUSCH & LOMB OPTICAL CO., 82159 St 
Rochester 2, N. Y. SEE ADV. B-45 

Berndt-Bach, Inc., 6900 Romaine St., 
California 

Bolsey Research & Development Corp., 
New York 19, WN. Y. 

Bulova Res. & Devel. Labs., 
Ave., Woodside 77, N. Y. 

Chicago Aerial Industries, Inc., 
Melrose Park, I!/!. 

Curtis Laboratories, 
Angeles 27, Calif. 

Defense Products Div., Fairchild oe & Inst. Corp., 
Robbins Lane, Syosset, ee % A 

Fairchild Camera & Instrument Corp., 
Syosset, N. Y. 

Farrand Optical Co., Inc., 
Bivd., New York 70, 

J. ~ Fecker, Inc., 6592 Hailton Ave., 
a 

Gordon ye 5362 North Cahuenga Bivd., 
Hollywood, 

ae ELECTRONICS CO. DIV., SIEGLER 

, THE, 8352 Brookhurst Ave., Anaheim, Calif 

See k DV. ¢-79 

Haller, Rayond & Brown, 
College, 


Houston um Corp., 11801 West Olympic Bivd., Los 
Angeles 64, Calif. 
Itek Corp., 1606 Trapelo Rd., Waltham 54, Mass 
KOLLMORGEN OPTICAL CORP., 347 King St., North- 
hampton, Mass. SEE ADV. 0-194, D-195 
Mirror Div., Libbey-Owens-Ford Glass Co., 


Inc., 2212 E. 12th St., 


and St., Philadelphia 


34-06 Skiliman Ave., Long 


Broadway, New York 36, 
Paul St., 
Hollywood 38, 
11 West 57 St., 
Inc., 62-10 Woodside 
1980 Hawthorne, 


Inc., 2718 Grifith Park Bivd., Los 


Robbins Lane, 


East 238th St. & Bronx 
Y 


Pittsburgh 6, 


North 


Inc., Sceince Park, State 


Davenport, lowa. 
J. A. Maurer, inc., 37-01 31 St., Long Island City 1, 
N. Y. 
W. L. Maxson Corp., The, 475 10 Ave., New York 18, 
N. Y. 
OPTOmechanisms, 
Y 


WN. Y. 

Pacific Optical Corp., 
wood 1, Calif 
Perkin-Elmer Corp., Main Ave., Norwalk, Conn. 
Philco Corp., Government & Industrial Div., 

Wissahickon Ave., Philadelphia 44, Pa. 
Photogrammetry, Inc., 922 Burlington Or., 
Spring, Md. 
RADIO CORP. OF AMERICA, Princeton, N. J. 
ADV. C-76 


Inc., 216 East Second St., Mineola, 


120 South Glasgow Ave., Ingle- 


4700 
Silver 
SEE 
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Northrop Aircraft, Inc., 
Nuys, Calif 


8000 Wood- Park Ave 


Div., 11711 Woodruff atio stomatic Prods. Co., T 


he, 


180 Varick St., New 


Div., Vitro Corp 
Martinsburg, West Va 
Ventura Bivd., Encino 
261 Madison 


of America, 
Calif 


a, Ave New York 


Pigments 


International Paints 
Montrea 
LAWTER CH 
hicago 45 
a7 

N na 
Radiant Co 30 
Reynold 
Richr 
Rhode Is J at 
West Warick, R. I 


Canada) Ltd., 6700 Park Ave., 


Quebe anada 

EMICALS, INC., 3550 Touhy Avenue, 
SEE ADV. D-199 

Rahway, N. J 

Broadway, New York 6, WN. Y. 

Isabella St., Oakland 7, Calif 

6601 West Broad Street, 


any 


é 


Hartford 
7 A 


x 179 Ww 


stories, 100 Pulaski St., 
Divs 


A 


Standard 


Pillowbacks, Ball and 
Roller Bearing 


Canadian SKF 
be 


itd 
Canada 
Greenfeld 


2201 
East, ca 
hain Belt 
1, Wis 

Bearing 


C 
Fafnir 
Conn 


und Brother " 
nt 


Ontario, Canada 

GENERAL MOTORS CORP.. NEW DEPARTURE DIV, 
Bristol, Con SEE ADV. D-160 

Monarch Aircraft 2 

Huntington Park 

SKF Industries I 
6731 adeiphia 
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Av 
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siif 
Front 


32 


East Gage Ave., 
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Ph 


Pa 


Pins, Clevis 
A Meta 
Garden C ; 
59¢ eer 
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59 Field St T 
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Burner 
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Products [ 
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Dumont Aviation 
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Precision 
Hartford 
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d Threaded Products 
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Internat ior 4 
Island City 

$ 1401 Freema 
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Stewart Ave G Y m ¢ 0 c 1501 a B 


Meta 


Screw 
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Alloy Meta Sales Str 
Box Toronto 
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Walter K. Jar A 48-00 Asto 
Astoria, N. Y 
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eve land 
Air 
Box 
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mson Sessions The T 


fe) 


Co., 5000 edeman Rd., 


ary Parts Inc 


Calif 
The 


Supply Co 
135, Culver City, 


Co., 


3826 Willat 


Ave., 


omatic Prods Ave 


Washingt 2 


Pins, Cotter 


A 


Metal S Co., 
Garden City 

Alloy Meta 

Toronto 2 


ew 
N 


ales 


Products 821 Stewart Ave., 
Y 


181 Fleet 
nada 
1501 A 


Ltd >treet . . 
Ontario, Ca ™ Pins, Piston 


of 
Pa 


Aluminum A 
burgh 19 

A can Chain 
York, Pa 
Meta 
N 
Arnav Fitting Corp 

N. J 


Ce erica, >a 
Alloy 


Meta 
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Sales 
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Ant 


ew Parts Mar 
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Bland Burner 
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AL 
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Corrosive 
on-on-Hudson 
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sion Threaded 
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A aft 


tney < 
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re 23 d 
" ; Q ada 
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PINS 
Pins, Split 


All Metal Screw Products Co., 
Garden City, N. Y. 
Alloy Metal Sales Ltd, 

Toronto 2, Ontario, Canada 
=, Fitting Corp., 32 Industrial Ave., Little Ferry, 
N 


821 Stewart Ave., 


181 Fleet Street East, 


Ohison International Corp., 
Long Island City 1, N. Y. 
5 Union Square, New 


Corbin Products Div., 
Crescent Plaza Bidg., 

Garron Aircraft Supply, Inc., 
York 3, N. 

Walter K. Jaros Aircrafters, 48-00 Astoria Bivd., S. 
Astoria, N. Y. 

STANDARD — : STEEL -. oe 354, Jenkin- 
town, Pa. S$ 0-178, 

Stow Mfg. Co., 68 _ St., Le N.Y. 


* 

Pins, Taper 

Aircraft Components, Inc., Woodland Ave., Twin Cities 
Airport, Benton Harbor, Mich. 

All Metal Screw Products Co., 
Garden City, N. Y. 

Alloy Metal Sales Ltd. 181 Fieet Street East, 
Toronto 2, Ontario, Canada 

Anti-Corrosive Metal Products, 30 River Rd., Castle- 
ton-on-Hudson, WN 

Arnav Fitting Corp., 
N. J 


821 Stewart Ave. 


Y. 
32 Industrial Ave., Little Ferry, 
Biand Burner Co., The, Precision Threaded Products 
Div., 83 Woodbine St., Hartford 6, 
Chicago, Hartford, Western Divs., Standard Screw Co., 
2701 Washington Bivd., Bellwood, Ti. 
Ohison International Corp., Cres- 
Dumont Aviation Assocs., 


Long Island City 1, N. Y. 
1401 Freeman Ave., P. 0. 

Box 4087, Long Beach 4, Calif 

Engineered Products Co., The, P. 0. Box 118-129 
Smith, Flint, Mich. 

Garron Aircraft Supely, Inc., 
York 3, N 

John Gillen Co., Sub., Standard Railway Equipment 
Mfg. Co., 2540 South 50th Ave., Cicero 50, Ill. 

Honti Engrg. & Mfg. Co., 1410 de La Torre Way, 
Los Angeles 23, Calif 

Walter K. Jaros Aircrafters, 
Astoria, N. Y. 
Mercury hir Parts Supply Co. Inc., 3826 Willat Ave., 
0. Box 135, Culver City, Calif. 
mS. Screw & Nut Ce., Ltd., Ingersoll, 
Canada 

National Automatic Prods. Co., The, Washington Ave., 
Berlin, Conn 

PIC Design Corp., Sub. of Benrus Watch A a Inc., 
477 Atlantic Ave., East Rockaway, N. 

Torrington Co., The, 59 Field St., Diesen 


Corbin Products Div,. 
cent Plaza Bidg., 


5 Union Square, New 


48-00 Astoria Bivd., S., 


Ontario, 


Conn. 


Pins, Wrist 


Alloy Metal Sales Ltd. 181 Fleet Street East, 
Toronto 2, Ontario, Canada 

os Burner Co., The, Precision ees Products 

83 Woodbine St., Hartford 6 

CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ‘ADV. A-52 

B. H ‘Had ey, Inc., 1427 Garey Ave., Pomona, Calif. 

Lund Aviation, Inc., 230 Park Ave. N. Y. 17, N. Y. 

McQuay-Norris Mfg. Co., 2320 Marconi St., St. Louis 
10, Mo 

Mercury Air Parts Supply Co., Inc., 3826 Willat Ave., 
P. 0. Box 135, Culver City, Calif. 


. 
Placards, Signs 
Emerson Plastics Corp., 1383 Seabury Ave., Bronx 61, 
N. Y. 


G. Felsenthal Sons, Electronics Div., 3500 N. Kedzie 
Ave., Chicago, Ill. 
Hathaway, Kraemer | td., 

Ontario, Canada 


Hermes Engravers, Inc., 
York 9, WN. Y. 


Modern Plastics, 
Fila 


125 Whitney Pl., Kitchener, 


13-19 University Pl., New 


4002 Northwest 29 St., Miami 42, 


REFLECTIVE PRODUCTS DIVISION, MINNESOTA 
MINING & MANUFACTURING CO., 900 Bush 
Avenue, St. Paul 6, Minn. SEE ADV. D-2 


Safetee Glass Co., 4717 Stenton Ave., Philadelphia 44, 


a 
U. S. Radium Corp., P. 0. Box 246, Morristown, N. J. 


Plastic, Acrylic 
(Rods, Sheet, Tubes) 


Almac Plastics, Inc., 600 Broadway, N. Y. 12, WN. Y. 

Amphenol! Canada atte 300 Campbell Ave., Toronto 
9, Ontario, 

Anchor Plastics Co. 
City 6, Vv. 

Aristocrat Plastics Inc., 
ark 3, J. 

Auburn Mfg. Co., Middletown, Conn. 

Cadillac Plastic & Chemical Co., 15111 Second Ave., 
Detroit 3, Mich. 


He 36-36 36 St., Long Island 


23-25 Sussex Ave., New- 


D-86 


Cast Optics Corp., 123 Newman St., Hackensack 3, 
N.J 
2900 Herbert St., Baltimore 16, Md 


Eljay Corp., 
1383 Seabury Ave., Bronx 61, 


Emerson Plastics Corp., 
N 


Y. 
G. W. Galloway Co., 220 South First Ave., Arcadia, 
Calif. 
Hathaway, Kraemer Ltd., 
Ontario, Canada 
Hermes Engravers, Inc., 
York 9, N. 
Plasteck, Inc., 


125 Whitney Pl., Kitchener, 


13-19 University Pl., New 
300-4 South McKenna, Poteau, Okla. 

Plastic Corp. of Chicago, 8722 W. 47 St., Lyons, | 

Plastics Inc., 224 Ryan Ave., St. Paul 2, Minn 

The Polycast Corp.,, 69 Southfield Ave., Stamford, 
Conn. 

Polychemicals Dept., E. I. 
Wilmington 98, Dei 
Printioid, , 93 Mercer St., New York 12, N. Y. 

071 Ave. of the Americas, New 


du Pont de Nemours & Co., 


a ~4 Plastic Ry 2800 E. 14th St., Kansas City 27, 
Mo 
| & HAAS CO., Washington Sa., 
Pa. See ADV. D-172 
Sierracin Corp., The, 903 N. Victory Blvd. 
Calif. 
Southern Plastics Co., 
C. 


Philadelphia 5, 
Burbank, 


408 Pendleton St., Columbia, 


Suedi ow Plastics Co., 6986 
Angeles 22, Calif. 

United Supply Co., 
Angeles 7, Calif 

Western Felt Works, 


Bandini Bivd., Los 
3676 S. Broadway Pi., Los 


4115 Ogden Ave., Chicago 23, Ill. 


Plastic, Cellulose Acetate 
(Sheet) 


367 East Olive, 
Plastics, Inc., 600 Broadway, 


Airconductors, 

Almac 
N.Y 

Aristocrat Plastics Inc., 
N. J. 

Auburn Mfg. Co., Middletown, Con 

THE BRUNSWICK-BALKE COLLENDER Co., ~~~ 
PRODUCTS DIV., 1700 Messier St., Muskegon, Mic 
SEE ADV. B-46. 

Cadiliac Plastic & Chemical Co., 15111 Second Ave., 
Detroit 3, Mich. 

Celanese Corp. of America, 
St., Newark 5, N 

Eastman Kodak Co., 343 State St., Rochester, N. Y. 

Emerson Plastics Corp., 1383 Seabury Ave., Bronx 61, 
N. Y. 

G. W. Galloway Co., 
Calif. 

Hathaway, Kraemer Ltd., 
Ontario, Canada 

Nixon Nitration Works, Nixon, N. J 

Plastics, Inc., 224 Ryan Ave., St. Paul 2, Minn 

Printioid, Inc., 93 Mercer St., New York 12, N. Y. 


Regal Plastic Co., 2800 E. 14 St., Kansas City 27, 


Gardena, Calif 
New York 12, 


23-25 Sussex Ave., Newark 3, 


Plastics Div., 290 Ferry 


220 South First Ave., Arcadia, 


125 Whitney Pi., Kitchener, 


Mo. 
Southern Plastics Co., 408 Pendleton St., Columbia, 
Ss 


Transparent Shade Co. 501 N. 
Angeles 12, Calif ’ 

Western Felt Works, 4115 Ogden Ave., 
lil. 


Figueroa St., Los 
Chicago 23, 


Plastic, Epoxy 


Aerojet-General Corp., 6352 
Azusa, California 

Air Cruisers Div., The Garrett Corp., Monmouth 
County Airport, Hwy. 34, Box 180, Belmar, N. J. 

Airconductors, 367 East Olive, Gardena, Calif. 

American Latex Products Corp., 3341 W. El Segundo 
Bivd., Hawthorne, Calif 

Aries Laboratories, Inc., 45-33 Davis St., 
City 1, N. Y 

Armstrong Products Co., P. 0. Box 1—AW, 
Ind. 


North Irwindale Ave., 


Long Island 
Warsaw, 


ARROWHEAD PRODUCTS DIVISION, FEDERAL-MO- 
GUL-BOWER BEARINGS, INC., 2300 Curry Street, 
Long Beach 5, Calif. SEE ADV. D-187 

Auto-Aiy Industries, Inc., P. 0. Box 2166, Lansing, 
Mich. 

Bakelite Co. Div., Union Carbide Corp., 
Ave., New York 17, N. Y. 

Cari H. Biggs Co., Biggs Bidg., 2255 Barry Ave., Los 
Angeles 64, California 

The Borden Chemical Co. Div., 
Madison Ave., New York 17, 

Brithart Plastics Corp., Old Country Rd., 
N. Y. 


420 Lexington 


The Borden Co., 350 
Be 
Mineola, 


THE BRUNSWICK-BALKE-COLLENDER CO., DEFENSE 
PRODUCTS DIVISION, 1700 Messier Street, Muske- 
gon, Michigan. SEE ADV. B-46 

Cadillac Plastic & Chemical Co., 
Detroit 3, Mich. 

Chemical Sales Div., Shell Chemical 
Madison Avenue, New York 17, N. Y. 

Ciba Products Corp., Phoenixville, Pa. 

Coast Mfg. Supply Co., Livermore, Calif. 

CONTINENTAL-DIAMOND FIBRE CORP., 
St., Newark, Del. SEE ADV. A-48 

Electro Technical Products Div., Sun Chemical Corp., 
113 E. Centre St., Nutley 10, N. J. 


15111 Second Ave., 


Corp., 380 


70 S. Chapel 
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Emerson Cuming, Inc., 869 Washington St., Canton, 


Emerson Plastics Corp., 1383 Seabury Ave., Bronx 61, 
N. Y 


Chas. Engetnard, Inc., 850 Passaic Ave., East Newark, 


G. we Sal ioway Co., 220 South First Ave., Arcadia, 


Div., Dudley Industria 
, Santa Clara, Calif 
Aircraft Corp., 1210 Massillon Rd., 
15, Ohio 
Haveg Industries, Inc., 900 Greenbank Rd., 
ton 8, Del 
Homalite Corp., 
Del. 


Corp., 
Akron 
Wilming- 


11-13 Brookside Dr., Wilmington 166, 


Co. of America, Inc., 1225 Connecticut 
Avenue, Bridgeport, Conn 

Houghton Laboratories Inc., 322 Houghton Ave., 
N. Y. 

Jociin Mfg. Co., 

Kurz-Kasch, Inc., 
Ohic 

Lockheed Aircraft Corp., Georgia Div., 
ucts Branch, Marietta, Ga 

Lunn Laminates, Inc., Oakwood Rd. & West 11 St., 
Huntington Station, N. Y 

Magnetic Controls Co., 6405 Cambridge St. 
apolis 16, Minn. 

Market Service Dept., Ren Plastics, Inc 
Cedar Ave., Lansing 9, Mich 

Mica Insulator Div., Minnesota Mining & Mfg. Co., 
797 Broadway, Schenectady 1, N. Y 

David Minkoff Co., 815 West 18lst St., New York, 
N.Y 


Olean, 


30 Lufbery Ave., Wallingford, Conn. 
1421 South Broadway, Dayton 1, 


Special Prod- 


Minne- 


5144 6. 


, 


Mobile Plastics Div., Cordo 
Box 72, Mobile, Ala 

Mueller Brass Company, Port Huron, Michigan 

Narmco Mfg. Co., 5159 Baltimore Dr., La Mesa, 
Calif. 

Narmoo Resins & Coatings Co., 
Costa Mesa, Calif 

National Vulcanized Fibre Co., P. 0. Box 311, Wil- 
mington 99, Del. 

Osborne Electric Co., Ltd., 95 Wesley Street, 
coke, Toronto 14, Ontario, Canada 

Plastic Corp. of Chicago, 8722 W. 47 St., 

Poly-Scientific Corp., Blacksburg, Va 

Regal Plastic Co., 2800 E. 14 St., 


Reichhold Chemicals, Inc., 
Plains, N. Y 

Reinhold Eng. & Plastics Corp., 
Norwalk, Calif 

Republic Aviation Corp., Farmingdale, N. Y 

Scientific-Atianta, Inc., 2162 Piedmont Rd., 
Atlanta, Ga 

Swediow Plastics Co. 6986 
Angeles 22, Calif 

Taylor Fibre Co., LaVerne, Calif. 

Taylor Fibre Co., Norristown, Pa 

Telectro Industries Corp., 36-16 37th St., 
City 1, N. Y 

Universal Moulded Products Corp., Bristol, Va. 


Chemical Corp., P. 0. 


600 Victoria Street, 


Etotr 
Lyons, Il. 
Kansas City 27, 


525 North Broadway, White 


12827 East Imperiol, 


N. E., 


Bandini Bivd., Cos 


Long Island 


Plastic, Reinforced 


Acro Chemical Products Corp., Cleveland 
Center, Box 255, Long Valley, New Jersey 

Aerojet-General Corp., 6352 North Irwindale Ave., 
Azusa, California 

Air Cruisers Div., The Garrett Corp., Monmouth County 
Airport, Hwy. 34, Box 180, Belmar, N. J 

Airconductors, 367 East Olive, Gardena, Calif 

Alsynite Co. of America, 4654 De Soto St., San 
Diego 9, Calif. 

American Cyanamid Co., 


York 20, New York 
ARROWHEAD PRODUCTS DIVISION, 
GUL-BOWER BEARINGS, INC., 2300 
Long Beach 5, Calif. SEE ADV. 0-187 
— Industries, Inc., P. 0. Box 2166, Lansing, 


THE “BRUNSWICK- BALKE-COLLENDER CO., DEFENSE 
PRODUCTS DIV., 1700 Messier St., Muskegon, Mich. 
SEE ADV. B-46 

6 F. & , 316 W. 4th St., 

Cadiliac Plastic & Chemical Co., 
Detroit 3, Mich 

Calfibe Co., P. 0 

Coast Mfg. Supply Co., Livermore, Calif 

Colonial Aircraft Corp., Sanford, Maine 

Continental Can Co., Honeycomb Prod 
42 St., New York 17, N. Y. 

CONTINENTAL-DIAMOND — CORP., 
St., Newark, Del. SEE ADV. A-48 

Raymond De-Icer & Eng = 5300 Pacific Bivd., 
Huntington Park, Calif. 

Dia-Chrome Co., 722 South Verdugo Rd., 
Calif. i 


Industrial 


30 Rockefeller Plaza, New 


FEDERAL-MO- 
urry Street, 


Cincinnati, Ohio 
15111 Second Ave., 


Box 832, Redlands, Calif. 


100 East 


70 S. Chapel 


Glendale 5, 


Dixon Corp., 7-21 Burnside St., Bristol, 

Electro Technical Products Div., Sun 
113 E. Centre St., Nutley 10, N 

Eljay Corp., 2900 Herbert St., Baltimore >, Md 

Emerson Cuming, Inc., 869 Washington St., Canton, 
Mass. 

Emerson Plastics Corp., 1383 Seabury Ave., Bronx 61, 
N. Y. 


Corp., 


Chas. Engelhard, Inc., 850 Passaic Ave., East Newark, 
N. J. 


Eubanks Industries, Inc., Fiberglass Prods. 2855 E. 


1l Ave., Hialeah, Fia 
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PLASTICS 


COLLENDER CO 


Plastics, Phenolic 


DEFENSE 
PRODUCTS DIV b 
SEE ADV. 8-46 


Newark- N 

t Mfg ve - ‘ 
CONTINENTAL- DIAMO IND FIBRE CORP 
SEE ADV. A-48 


t Canada ; 
ARROWHEAD PRODUCTS DIVISION, FEDERAL-MO- 
GUL- BOWER BEARINGS, INC y treet t 
a f = ADV. D-187 y 


Aiddiet 


Newar e 


Mineola, 

THE BRUNSWICK- BALKE- COLLENOER co DEFENSE 
PRODUCTS DIV., 1 $ Mict 
SEE ADV B-46 


Calfit 0 Bex 892 Redlands Calif 
CONTINENTAL. DIAMOND FIBRE CORP., 7 
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General T 


Toledo 3, Ohio 
THOMPSON FIBER GLASS CO., THE, 1733 
SEE ADV. 8-37 


Rosecrans Ave., 


7, Calif 
1700 
Corp., Bristol, Va 


Gardena, Calif 


re & Rubber Co 
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& Mfg 
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Schenectady 
5159 


5933 


Internationa! Air- 


Rowe & HAAS. co. Wash 
SEE ADV D-172 


Dallas 22, 


607 


New 
Latex Products 
Hawthorne, Calif 
ARROWHEAD PRODUCTS DIVISION 
GUL-BOWER BEARINGS, INC 
Beach 5, Calif. SEE ADV “D- 187 


America 
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PLASTICS 
aa a” Industries, Inc., 588 Young St., Tonawanda, 


me ‘on Chemical Co., Midland, Mich. 


Emerson Cuming, Inc., 869 Washington St., Canton, 


Mass. 

Emerson Plastics Corp., 1383 Seabury Ave., Bronx 61, 
N.Y. 

6. W. Galloway Co., 220 South First Ave., Arcadia, 
Calif 


Garrett Corp., The, Air Cruisers Div., Monmouth 
County Airport, 34, Box 180, Belmar N. J. 
Hathaway, Kraemer Ltd., 125 Whiuney Pl., Kitchener, 
Ontario, Canada 

Los Angeles Molded Pdts. ag 11129 Chandler Bivd., 
North Hollywood, Californi 

Ludtow Papers, Inc., P. 0. Box 135, Needham Heights 
94, Mass. 

Muelier Brass Co., Port Huron, Michigan 

Olin Mathieson Chemical Corp., 460 Park Ave., New 
York 22, N. 

Plastic = my Chicago, 8722 W. 47 St., Lyons, Ill. 

224 Ryan Ave., St. Paul 2, Minn. 
. 1. du Pont de Nemours & Co., 


York 18, ~ i 
~~ AH, Co., 2800 E. 14 St., Kansas City 27, 


Richardson Co., The, 2680 Lake St., Melrose Park, Ill. 
Western Felt Works, 4115 Ogden Ave., Chicago 23, Ill. 
Yardiey Plastics Co., 142 Parsons Ave., Columbus, Ohio 


Plastic, Vinyl (Sheet) 


Actioncraft Products Co., 2 Yennicock Ave., Port Wash- 
ington, N. Y. 

Airconductors, 367 East Olive, Gardena, Ca 

Almac Plastics, Inc., 600 5 ae, ree eh Y. 

ry Plastics inc., 23-25 Sussex Ave., Newark 3, 


J. 
seek Mfg. Co., Middletown, Conn. 
Bakelite Co. Div., Union — Corp., 420 Lexing- 
ton Ave., New York 17, N. Y. 
Bolta Products ~ = General Tire & Rubber Co., 


70 Garden St., 
"15211 Second Wwe., 


Cadillac Plastic & “Caomical Co., 
Detroit 3, Mich. 
Columbus Coated Fabrics Corp., Seventh & Grant Aves., 
Columbus 16, Ohio 
ae ogy Plastics Corp., 1383 Seabury Ave., 
61, Ve 
6. W._ Galloway Co., 220 South First Ave., Arcadia, 
Cal 


General Tire & Rubber Co., 1708 Englewood Ave., 
Akron 9, Ohio 

B. F. Goodrich Aviation Products, 500 South Main St., 
Akron, Ohio 

B. F. Goodrich Canada, Ltd., Kitchener, Ontario, Canada 

B. F. Goodrich Ind. Prods. Co., South Main St., 
Akron 11, Ohio 

B. F. Goodrich Industrial Products Co., Marietta, Ohio 

as ag Aircraft Corp., 1210 Massilon Rd., Akron 


Ohio 

Fred H. ee, P. 0. 1007, Church St., 
New York 8, WN. 

Nixon Nitration Werks, Nixon, N. J. 

Plasteck, Inc., 300-4 South McKenna, Poteau, Okla. 

Plastic Corp. of Chicago, 8722 W. 47 St., Lyons, 
lit. 

Plastics Inc., 224 Ryan Ave., St. Paul 2, Minn. 

Plymouth Rubber Co., Inc., Revere St. 

Printioid, Inc., 93 Mercer St., New 

=~ Plastic Co., 2800 E. 14 St., Kansas City 27, 


Southern Plastics Co., 408 Pendleton St., Columbia, 


a Mfg. Co., 172 Sterling St., Clinton, Mass. 

U. S. Fiber & Plastics Corp., Union St., Sterling, N. J. 

Western Felt Works, 4115 Ogden Ave., Chicago 23, I!!. 

Zippertubing Co., The, 752 S. San Pedro St., Los 
Angeles 14, Calif. 


Bronx 


Sta., 


Plastics, Tooling 


Auto-Air Industries, Inc., P. 0. Box 2166, Lansing, 

Bakelite Co. Div., Union Carbide Corp., 420 Lexing- 
ton Ave., New York 17, N. Y. 

Cadillac Plastic & Chemical Co., 15111 Second Ave., 
Detroit 3, Mich. 

Chemica! Sales Div., Shell one Corp., 380 Madi- 
son Avenue, New. York 17, N. 

Colonial Aircraft Corp., aauhy ‘Maine 

CONTINENT SEES FIBRE oo. 70 S. Chapel 
St., Newark, Del. SEE ADV. A 

Contour Co., 3162. North R 
Calif. 





4 oF an: R 4, 


Emerson Cuming, Inc., 869 Washington St., Canton, 
Mass. 

Eubanks Industries, Inc., 
11 Ave., Hialeah, Fia. 

The Fletcher Mfg. Co., Inc., Tenth & Missouri Sts., 
Oklahoma City 17, Okla. 

G. W. Galloway Co., 220 South First Ave., Arcadia, 
Calif. 


Fiberglass Prods., 2855 E. 


General Electric Co., Plastics Dept., Chemical & Metal- 
jurgical Div., 2200 N. 22 St., Decatur, Ill. 


a Products Div., Dudley Industrial Corp., 
P. 0. Box 150, Santa Clara, Calif. 


D-88 


Haveg Industries, Inc., 900 Greenbank Rd., Wilming- 
ton 8, 

a am Laboratories Inc., 

Lebec Vchemical 


Corp., 14066 Garfield Ave., 
mount, Calif. 


Lockheed Aircraft Corp., Georgia Div., 

ucts Branch, Marietta, Ga. 

Los Angeles Molded Pdts. Co., 11129 Chandler Bivd., 
North Hollywood, Cal fornia 

Market Service Dept., Ren Plastics, Inc., 
Ave., Lansing 9, Mich. 

Meco Inc., 1401 S. Marshall, Paris, I!! 
Osborne Electric Co., Ltd, 95 Wesley Street, Etobi- 
coke, Toronto 14, Ontario, Canada 
Piasecki <Alrcraft Corp., Island Rd., 

Airport, Philadelphia 42, Pa. 
Plasteck, Inc., 300-4 South McKenna, Poteau, Okla. 
Plastic Corp. ‘of Chicago, 8722 W. 47 St., Lyons, lil. 
— Plastic Co., 2800 E. 14 St., Kansas City 27, 


Reichhold Soak, Inc., 525 North Broadway, White 
Plains, 

Reinhold’ Eng. ‘é Piastics Corp., 
Norwalk, Ca’ 

Republic iuaaion Corp., Farmingdale, N. Y. 

Swediow Plastics Co., 6986 Bandini Bivd., Los 
Angeles 22, Calif. 

Telectro Industries Corp., 

2, Inc. 40-09 21 St, 


322 Houghton Ave., Olean, 
Para- 


Special Prod- 


5144 5S. 


International 


12827 East Imperial, 


36-16 37th St., Long 


Long 
Wayne Foundry and Stamping Co., 3100 Hubbard Ave., 
Detroit 10, Mich. 


Zenith Plastics Co., 
1600 West 135 St., 


Sub ge 3 ating & Mfg. Co., 


Gardena, Ca 


Plates, Clutch 


Jack & Heintz, Inc., 17609 Broadway, Cleveland 1, 
Ohio 


S. K. Wellman Co., 200 Egbert Rd., Bedford, Ohio 
Zurn Industries, Inc., Mechanical Power Transmission 
Div., 1982 Pittsburgh Avenue, Erie, Pa. 


Plates, Surface 


International Nickel Fon Inc., The, 
New York 5, N. 

Accurite Surface Pete Co., 
Angeles 39, Calif. 

Alton ag Works, Inc., 
18, 


Brown r% Sharpe Mfg. Co., 235 Promenade St., 
dence 1, R. 

Challenge sechicary Co., Grand Haven, Mich. 

Collins Microflat Co., 3249 W. El Segundo Bivd., 
Hawthorne, Calif. 

Ex-Cell-O Corp. of Canada, Ltd., 
London, Ontario, Canada 

Optical Group, Atlantic — Corp., 901 N. Co- 

Va. 


lumbus St., 
G. Scherr Co. ze 200 Uifayette St., New York, N. Y. 


67 Wail St., 
4661-A Alger St., Los 


1205 38th Street, Brooklyn 


Provi- 


120 Weston St., 


Platinum & Platinum Alloys 


Amer. Metal Climax, Inc., 500 5th Ave., New York 


36, N. Y. 
J. Bishop & Co. Platinum Works, Malvern, Pa. 
Cc. ks ae Co., 318 Washington St., Mt. Vernon, 


— ‘Metallurgical-Chemical Co., 
Philadelphia 26, Pa. 


Eastern Smelting & Refining Corp., 
Brookline St., Boston 18, Mass. 


Chas. Engelhard, inc., 850 Passaic 
Newark, N. J. 

Gibson Electric Co., Box 573, Delmont, Pa. 

Goldsmith Bros. Smelting & Refining Co., 111 North 
Wabash Ave., Chicago 2, Illinois 


E. Greiner Co., 22 N. Moore St., New York, WN. Y. 

Handy & Harman, 82 Fulton St., New York 38, N. Y. 

A. - Mackay, Inc., 198 Groadway, New York 38, 
LV 


820 65th Ave., 
107-109 West 


Ave., East 


Metals & Controls Corp., General 
Forest St., Attleboro, Mass. 

J. M. Ney Co., P. 0. Box 990, Hartford 1, Conn. 

Presto Electro Plating Corp., 31-33 Frankfort St., 
New York 38, N. Y. 

Technic, Inc., P. 0. Box 965, 39 Snow St., 
1, Rhode Island 

Western Gold & Platinum Co., 
Belmont, Calif. 


Plate Div, 41 


Providence 


525 Harbor Bivd., 


Pliers 

Billing & Spencer Co., 1 Laurel St., Hartford 1, Conn. 

Champion De Arment Tool Co., Meadville, Pa. 

INDUSTRIAL TOOL MFG. CORP. SUB. PENDLETON 
TOOL INDUSTRIES, INC., 8150 Marbrisa Ave., 
Huntington Park, Calif. SEE ADV. D-196 

Kent-Moore Organization, Inc., 28635 Mound Road, 
Warren, Mich. 

Lapeer 
M 


ich. 


Mfg. Co., 1144 West Baltimore, Detroit, 


Proto Tool Co. Div., Pendleton Tool Industries, Inc., 

2209 Santa Fe Ave., Los Angeles 54, Calif 
Snap-on Tools Corp., 8020 28 Ave., Kenosha, Wisc. 
Co., 6300 East 44 Ave., 


» 11334 Burbank Bivd., North 


Vaco Products Co., 317 East Ontario St., Chicago 
11, I. 

Waldes Kohinoor, Inc., 
Island City 1, N. Y. 


J. H. Williams & Co., 
N. Y. 


47-16 Austel Pl., Long 


400 Vulcan St., Buffalo 7, 


Plugs, Corrosion-Prevention 
& Moisture Removal 


Arnav Fitting Corp., 


CHANDLER-EVANS DIV., PRATT & WHITNEY CO., 
NC., oow Oak Bivd., West Hartford 1, Conn 
SEE’ ADV. A-45 

DriAire, Inc., Sonn Main St., South Norwalk, Conn. 

Dumont Aviation Assocs., 1401 Freeman Ave., P. 0 
Box 4087, Long Beach 4, Calif. 

Servwell Products Co., 6541 Euclid Ave., Cleveland 3, 


Ohio 

Specialty Plug & Cap Co., 
more 15, d 

Wells Industries Corp., 6880 Troost Ave., North Holly- 
wood, Calif 


32 Industrial Ave., Little Ferry, 


5422 Fairlawn Ave., Balti- 


Plugs, Dehydrator 

— Fitting Corp., 32 Industr 
N. J. 

Aviquipa of Canada Ltd., 636 St 


CHANDLER- EVANS DIV., PRATT & WHITNEY CO., 
NC., oo Oak Bivd., West Hartford 1, Cona. 
See ADV. A-45 
CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
, Muskegon, Mich. SEE ADV. A-52 
prinwe Inc., South Main St., 
Robbins Aviation, Inc., 2350 ‘East 38 St, 
58, Calif. 
Dumont Aviation Assocs., 1401 Freeman Ave., 
Box 4087, Long Beach 4, Calif. 
Industries Corp., 6880 Troost 
Hollywood, Calif. 


ial Ave., Little Ferry, 


Paul St. W., Mont- 


South c— lk, Conn 
Los Angeles 


P. 0. 


Ave., North 


Plugs, Expansion 


Andrew Parts Manufacturing Co., 32-70 31 St., 
Island City 6, New York 
Kickhaefer Manufacturing Co., Second St., 

Milwaukee 4, Wisc. 
Wrought Washer Mfg. Co., 2278 S. Bay St., Mil- 
waukee 7, Wis. 


Long 


901-03 


Plugs, Magnetized Drain 


Arnav Fitting Corp., 32 Industrial Ave., Little Ferry, 
N. J. 

Lisle Corp., 807 E. Main St., Clarinda, lowa 
Mercury Air Parts Supply Co. Inc., 3826 Willat Ave., 
P. 0. Box 135, Culver City, Calif. 
Red Devil Mfg. Co., 1412 N. ‘boden Ave., Chicago 10, 

Ml. 
Technical Development Co., 305 South Chester Pike, 
Glenoiden, Pa. 


Plugs, Metallic 


American Standard Prods., 
ford, Conn. 
Arnav Fitting Corp., 


N. J. 
Bland Burner Co., The, Precision Threaded Products 
ne 83 Woodbine St., Hartford 6, Conn 
Hartford, Western Divs., Standard Screw Co., 
2701. Washington Bivd., Bellwood, lik. 
Clover Industries, Inc., 588 Young St., 


N. Y. 

CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Corbin Products Div., Ohison International Corp., 
Crescent Plaza Bidg., Long Island City 1, N. Y. 

Division Lead Co., 7742 W. 61 Pl., Summit, I 

Dumont Aviation Assocs., seen Freeman Ave., P. 0 
Box 4087, Long Beach 4 

ederal Machine Co. Inc., oo Garfield Ave., Jersey 
City 5, N 

Garron Rircratt ‘Supply, Inc., 5 Union Square, New York 

» We 


Inc., 3030 Main St., Hart- 


32 Industrial Ave., Little Ferry, 


Tonawanda, 


Racine, Wisc 
Second St., 


1321 21 St., 
901-03 


General Steel Fittings Co., 

Kickhaefer Manufacturing Co., 
Milwaukee 4, Wisc. 

G. W. Lisk Co. Inc., 
N.Y. 


14 South St., Clifton Springs, 


P. R. Mallory & Co., Indian- 
apolis 6, Ind. 

Mercury Air Parts Supply Co. Inc., 
P. O. Box 135, Culver City, Calif. 

Monadnock Millis Sub., United-Carr Fastener Corp. 
1977 First Ave., San Leandro, Calif. 


Inc., 50 South Gray St., 


3826 Willat Ave., 
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Superior 
Cleveland § 

Tubing Sea ap Compar Div 
808 W Gabrie 

YY. W ali Parts, Lt 4 seens St 


Canada 


Carbon Products, 9115 George Ave. 
of Pheoll Mfg. Co., 
California 

East, Toronto, 


Plugs, Nonmetallic 


367 East Olive Gar dena, Calif 
32 Industrial Ave Little Ferry, 
ks, 12917 Cerise St, 
Md 


ers Seabury Ave., Bronx 61, 
N.Y 

restone Tire 
Akron 17 


& Rubber Co., 
Ohio 
aft 


1200 Firestone Pkwy., 


Inc 5 Square, New 


denny | Co N.Y 


waren ck, 
: Willat 


u ) Ave., 
Cul ver City, Cal f 


astener Corp., 
Ave Balti- 
George Ave., 


Part East, 
Canada 


Plywood 


Ww 
Toronto, 


96, Stanley, 
New 
St. W., 


Chicago 


Pneumatic Systems & Controls 
(See Also Special Parts) 


160 


Main St tamford, C 

AMERICAN AIR FILTER CO 
UCTS DIV., 310 Third St 
ADV. 0-205 

Amer. Measure 


INC., DEFENSE PROD- 
R J SE 


aSSociateD TESTING LABS INC 
iwe SEE ADV D-192 
Aut t witch ver Ro 
N. J 
ARROWHEAD PRODUCTS, 2350 Cu 
calif. SEE ADV. D-187 


rry St., Long Beach, 


BRUNING ‘CO., THE 
N SEE ADV. D- 183 
¢ 5 


Highway, 


East 77th 


Corp., 


CORNELIUS CO., THE, 550 
1, Min = ADV. D- 168 
0 Indus : 
ans Ave E eg 
t Aviation Ass 
87, Long 6B 
Rd 


nster Hatboro, 


Ave Glendale 1, 
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CONSOLIDATED DIESEL ELECTRIC 


Greer Hydraulics, Inc., WN 
Jamaica 30, N. Y 
Haske! Engineering & Supply C 
Ave., Glendale 4, Calif 
Hydra Power Corp., Pine Court, New R 
HYDRO-AIRE, INC., 3000 Winona Ave 
SEE ADV. D-175 
Hydrodyne Corp., Skinner Sea 
Canyon Ave., North Hollywood 
Janitrol Aircraft Div., Surftce 
Surface Rd., Columbus 4, Ob 
Kahn & Co., Inc., 541 wdsor St rtford 


Walter Kidde & Co., Inc., 256 Ma St 
J 


y Inter 


1236 


Walter & Co . : tc 55 ya 
mount Ave., Montreal 

Ledeen Manufacturing Co 
El Monte, Calif 

Lear, Inc 3171 S. Bi Santa Monica, Calif 

us te *7 . 


Lake 


Racine 


g & Mfg. C 
Calif 
_, Bor g-Warner 
Ohio 
3-22 Tenth Ave 


ment Labs., 112 
RANDALL "ENGINEERING CORP., 5933 8 
SEE ADV. D-2 
ROHR AIRCRAFT CORP, Foot of H 
f. SEE ADV. D-11 
Ronson Hydra nits 
Pasadena 


"chats Vista 


Calif 
The, 4700 Sar 
Calif 
A mith Corp Aero Prod 
Anaheim, Calif 
SOLAR "AIRCRAFT CO., 22 
lif. SEE ADV. A- 58 
Engineering & Mfg 
Hollywood, Calif 


terer 


Stee 


d Engine & Airplane 


Shore, N. Y 
THOMPSON PRODUCTS, INC x OFFICES 
eland 17, Oh SEE ADV. D-17 


ted Metallic 0 Ring rt Box 


g Co am 


Dayton 1 


Engineering Corp Carnecie Ave Kenilworth 


rth H 
and, Wash 
t 4ydra L g- Warne re 
0918 Burbank Blvd th H wood lif 
WHITTAKER CONTROLS DIV TELECOMPUTING 
core a1s trus Ave L Angeles 38, Calif 
SEE ADV 8-4 


Power Supplies, Auxiliary 


Precision 


0777 Vanower 


Adel Product 
Aero-Test Equipmen 
Dallas 7, Texas 
Aerojet-General Corp 6352 
Azusa, California 
Aircraft Components, Inc., Woodland Ave 
Airport, Benton Harbor, Mich 
esearch Mfg Div The arrett 
St., Phoenix, Ariz 
AiResearch Mfg. Div., The Garrett 
veda Bivd., Los Angeles 45, Ca 


ACF INDUSTRIES INC 1 
J. SEE_ADV. C-100, C-101 


BENDIX "AMIATION CORP, BENDIX PRODUCTS DIV 
Bendix South Be 20, Ind. SEE 


ADV 3 47 
Caterpillar Tractor 


— —_ , 


Engine ivis 


CORP Jiow 
SEE ADV. 0-209 


dyna rt N 


a Stamf n 
dated Electr 


Madrevilla, Pasadena 15, Calif 
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Belleville 9, 


& Garvey Ave. 


Wis- 


POWER SUPPLIES 


ate, Calif 
IGNERS FOR 


eve'and 


INDUSTRY, INC., 4241 F 
SEE ADV. C-83 
a9 


DES etl 


kway 


THE ELECTRIC AUTO-LITE CO. Toleds 
ADV. 0-158 


Los 
Ele 
City Ca: f 


he Garrett 


" hae es 


Rexdale 
enera 


HALLAMORE ELECTRONICS ‘CO aay er ~ CorP 
THE € SEE 


Ave f 


2-42 Berkeley St 


NOOVER ELECTRIC’ co 2100 outh St 
e Ea r & Serv 


oner 


Ave 
Hanga 


See ADV. C97 
HYDRO-AIRE, INC... 3 
SEE ADV. 0-175 


5 adway 


JORDAN EL ScrRoMCS DIV VICTOREEN 
MENT CO vA d., Atha 
bagi ADV C- 95 


INSTRU 


’ Hartfor 
anford Ave 


a ~ 
OPTI Cc AL COR 
Mass. SEE abv. 0-194, 0.198 


KOLLMORGEN 
orthampton 


Apr 


Nuys, 
c < Ma v City, Calif 
MOTOR GENERATOR CORP. (HOBART BROS AFF 
k at Water St Tr SEE ADV. F-1 
Nelson 
0 DIV “ BERMITE POWDER CO 
No rth yw SE 
~ 


RADIO CORP. OF AMERICA 

ADV. C-76 

RED BANK DIV 
wn, N. J. SEE ADV 


BENDIX AVIATION CORP 
c-89 


SOLAR AIRC RAFT Co 22 

f. SEE ADV “A 58 
INC., R 
ADV. C-99 


SORENSEN & co 
SEE 
Bay 


Airplane Corp 


THOMPSON PRODUCTS INC enera 
and 1 SEE aaW. D-17¢ 





Vickers, Inc. Div., Sperry Rand Corp., Administrative 
& Engrg. Center, Detroit 32. Mich. 

Western Design & Mfg. Corp. Div., U. S. Industries, 
~" Sigg. 344, Santa Garbara Airport, Goleta, 
a 

Western Gear Corp., ©. 0. Sax 
perial Hwy.. Lynwood, Calif 

Westinghouse Electric Carp., 


192, 2600 &. 


ncharger 


Inc., 1602 Dragon St., 
6352 Worth Irwindale Ave., 


AiResearch Mfg. Oiv., The Garrett Corp., 402 S. 36 
Phoenix, Ariz 
A. Research Mfg. Div., The Garrett Corp., 9051 Seoul- 
veda Bivd.. Los Angeles 45, Calif 
Aviquipo of Camadm Lid., 636 St. Paul St. W., Mont- 
real, Quebec, Canada 
Cs mp ter oe Assoc., 350 North Halstead, 
sadena, 
CONSOLIDATED ‘SIESEL ELECTRIC CORP... Ludiow & 
anal Stamford, Conn. SEE ADV. 0-209 
1401 Freeman Ave, P. 0. 
Ltd. 4 Racine 
Electric Co., Aircraft Accessory Turbine Dept., 
West Lynn, I 
Highiand Engineering Co., 
anta Monica, Calif 
HOOVER ELECTRIC CO., 2100 South Stoner Ave., Los 
Angeles 25, Calif SEE ADV. C-97 
Kahn & Co., Inc., 541 Windsor St., Hartford, Conn. 
Walter Kidde & Co., Inc, 256 Main St. Belleville 


? 4 
Kidde, Walter & Co. of Canada, Ltd, 5500 Royal- 
mount Ave. Montreal 9, Quebec, Canada 
Lucas-Rotax Ltd. Sox 115, Station H., Toronto 13, 
ntario, Canada 
Marquardt Aircraft Co., 
utenio- Outer Supercharger Div, 
100 Fourth St., Racine, Wisc 
Pesco ~~ —™ Div., oan Corp., 


North Bedford, 
” 5933 Bowcroft St., 
0-203 


1732-42 Serkeley S 


16555 Saticey St., Van Nuys, 


Christensen Co., 
24700 


RANDALL " ENGINEERING CORP, 
s Angeles 16, Calif SEE ADV. 

Fairchild Engine & Airplane Corp., 

Bay Shore, w. Y 

Sun Electric Corp., Div., 
Harlem & Avondale, Chicago 31, Il. 

THOMPSON PRODUCTS, INC. General Offices, Cleve- 
and 17, Ohio SEE ADV. 0-170 

we Industries Corp, 6880 ‘Troost Ave., 
ollywood, Calif 

Wescern Design & Mfg. Corp. Div., U. S 

ne Bidg. 344, Santa Sarbara Airport, 

alif 

Western Gear Corp, P. 0 
mperial Hwy. Lynweoed, C 


Calif 

Power Transmission Devices 
a, 6352 
AIRBORNE “ACCESSORIES TES CORP. 1414 Ct 
Hillside 5, N. J. SEE ADV. C-72 
AiResearch Mfg. Div.. The Garrett 

6 St.. Phoenix, Ariz 
AiResearch Mfg. Div., The Garrett Corp., 
Sepulveda Bivd., Los Angeles 45, Calif 

an Pulley Co., 4200 Wissahicken Ave., 

Pa. 


Stratos 


Chicago Aeronautical 


North 


Industries, 
i Goleta, 


Sex 1392, 2600 €E. 


Aer ~~ North Irwindale Ave., 


trut Ave., 

Corp.. 402 S. 

9851 

Ame- Phila- 
deichia 29 

Bowser mc., Fort Wayne Div. Fort Wayne 2, Ind. 

Chain Selt Co., 4701 West Greenfield Ave., Milwaukee 
l, Wisc 

Champion Aircraft Corp., Osceola, Wisc. 

777 Oymex Or, Pewaukee, Wisc 

Manufacturing Co., 4545 South Western 


Dynex 


Maiton Airport, Ma/ton, 


, Aircraft Accessory Turbine Dept., 
2100 South Stoner Ave., 
Eastern Sis. & Serv, 
Airport, Columbus 19, 


HOOVER ELECTRIC co., 
os Angeles 25, Calif 
Hangar 2, Port Columbus 
ho “see ADV. C-97 
Company, Chicago 


Aviation 6633 West 65 St., 


& Heintz, Inc., 600 Broadway, Cleveland 1, 


Santa Monica, Calif. 
Terente 13, 


Bundy Or., 
Box 115, Station H., 


AVCO MANUFACTURING CORP. 
SEE ADV. 3rd COVER 


., 3172 S$ 
Lucas-Rotax Ltd., 
Ontario, Canada 
LYCOMING DIV., 
Stratford, Conn. 


D-90 


McNichols Road, 
2990 N. San 


Seuth 


East 


4041 
1040, Montreal, 


24701 Euclid Ave., 
Str, rates Diw., & Airplane Corp., 
Bay Shore, : = 
Sundstrand Aviation Sundstrand Machine 20! 

2421 llth St., Rockford 
Sundstrand Turte, 10445 Gienoaks , Pacoima, 


Products Div. Waste Corp., 4600 
Los Angeles 53, Calif 

Vickers, Inc. Div. Sperry Rand Corp., 
& Engrg. Center, Detroit 32, Mich 
Waltham Precision iImtrument Co nc., Military 
Instruments Div. Cresent St. Waltham 54, Mass 
Western Gear Oorp.. 0. Box 192, 2600 € 


Admin strative 


: Gateway Center, P. 0 
Box 968, P tesbur ah 30, 
Industr ne. 


mssion ty 1982 


Preservatives 
Products 
Calif 


1S West 


Trans- 


Mecharmca Power 
Pittsburgh Avenue, Erie, Pa 


Zurn 


American Latex Corp 
Bivd., Hawt! 


Esso Sandard Ol! Co., 
¥ 


Ltd 0. Sox 400, 


D Cc uNneds 
Termined A, Toronto 1, Ontaria, Canada 


Elizabeth 4 
Fifth Ave.. New 


hine Co Ann Arbor 

Aurora & Solon Ras 

Blackhawk Mfg. Co., 5325 W. Rogers St., Milwaukee 
46, Wisc. 

cE. W. Bliss Co, 

Buffalo Metal 

Buffalo 11, & 

ChambersOurg Co 

Cincrnmat: Milling Mactine 

Oia 


Canton, 
Roetzer St., 


1375 Raff Rd. S. W 
Cutaiees Carp., 5 

Chambersburg, Pa 
Co. The, Marburg Ave 


11, 
Eimes Engineering 
1150 Tennessee Ave. 
enn Mfg. C The, 


Rd. Mt. Gilead 
Lake Erie Machinery Corp 
falo 17, N. Y 
Ledge & Shipley Co., 
cinnati 25, Ohie 
Logan Engrg. Co., 
cage 30, | 
Montgomery Engineering Co 
34, Michigan 
Niagara Mactine & 
Buffalo 11, N. Y 
ORDCO DIV., BERMITE POWDER CO., 11120 Cumpston 
St., North Hollywood, Calif. SEE ADV. 8-40 
Qwatonna Tool Co, 450 North Cedar St.. Owatonna, 
Minn 
O’Nell-Irwin Mfg. Co., 
Production & Equipment Co., Inc 
Detroit 16, Mich 
Rucker Co., The, 4700 San 
Ca 
Taylor Winfield Caorp., 
Warren, Ohio 
Verson Allsteei 
cage 19, Ii! 
Whitney Metal Too! Co., 


4901 


Tool Works, 683 Northland Ave., 


Lake City, Minn. 

3500 West Fort St., 
Pablo Ave., Oukland 3, 
2052 Mahoning Ave, N. W., 
Press Co., 9311 Kenwood Ave. Chi- 


724 Forbes St., Rockford, ii! 


Presses, Turret Punch 


O’Neil-Irwin fg. Co., Lake City, Minn 
Rotex Punch Co., Inc., 2350 Alvarado St., 
Calif. 


Primers, Surface 


New Haven, Conn. 


San Leandra, 


The Ame Wire Co., 
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Brooks & Perkins 1950 West 
16, Mich 

General Electric Co., 
- dy, &. ¥ 

International Paints (Canada) Ltd. 
Montreail, Quebec, Canada 

Krylon, inc.. Ford & Washington Sts 

Metal & Thermut Corp.. Rahway, N 

Rinshed-Mason Co., 1244 Worth 
heim, Calif. 5935 Milford, Detr 

Technical information Service, Oo 
Midiand, Vich. 


Propellers, Test Club 


Aircraft Component, Inc., Woodland Ave 
Airgert, Genton Harbor, Wich 
Atlantic Airmotive, Inc, 107 Vanderd 
Hartford 10, Conn 
Contour Co, 3162 
Calif 
Experts, Inc., ?. O. Sox 2122. Alexand 
Lund Aviation, in 230 s Vow 
McGauley Industria! Oo 13 towe 
17, Chie 
National Frost 
nando Bivd 
Sensenich Corp 
Servicair Co.. 184 
Specalt ies. nc > 


Test Club Co. P. Oo 


Insulating Materials 


Avenue 


North Rosemead 


Protection 
Surdank 
> a 


Protractors 


Atlantic 
Hartford 10, C 

Brown & Sharpe 
dence 1, 8 

Chaico Engr. Corp., 
Calif 


Airmotive 


Gordon Enterprises, 53 North Cahuenga 3)vd 

Hollywood, <a f 
TOOL MFG. cone. ous PENDLETON 

TOOL INDUSTRIES, INC worisa Ave 
Huntington Park, Calif. SEE av 1% 

The L. S. Starrett Co. Crescent S 

Weems System of Navi gati on, 
St.. Annapolis, Vd 


Public Address en 


Altec Lansing Corp. 
Araheim, Cai 'f 
Arahoid Cerarmcs, inc 
New York 
Chaico Engr. Corp., 
Cal if 
Cassor (Canada Ltd 
“ S.. Canada 
Duane Corp., St. Charles 
Enero. & Prod. Div Dynan ectrom 
ac.. 73-39 Woodhaven Bive alenda.e 
Executome, inc. 415 Lexington Ave 
vY¥ 
Executone Comm. Systems Ltd, 
Toronte 4, Ontario, Canada 
Kaeser Airc raft & Electronics, 0D 
Corp., Toledo Electronics 


Torrance, Ca 
Nat | Company, inc 
man St.. Maldon, Mass 
Stromberg-Carison Div. Genera 
Caritson Rd. Rochester 3, New 
Telectra Industries 
Island City 1, N.Y 
Telephonics Corp. Park Ave. # 
University Loudspeakers, SO 5S 
Plains, N. Y 


Pullers, Gear 


Technical Service, Be craft 
Dayton, Ohio 

230 Park Ave. Wew York 
North Cedar 


suided Mis 


corp., 36-1 


Cont inenta/ 
W. Apple St 
Lund Aviation, Inc 
Owatonna Tool Co, 450 

Minn. 

PIC Design Corp 
Atiantic Ave 
Snap-on Tools Corp., 
Tempieton Kenly & Co 
J. 4. Williams & Co. 400 Vulcan St., 


Pulleys 


Aircraft Components, Inc., Woodland Ave., 
Airport, Senton Harbor, Mich 

American Puiley Co., 4200 Wissabicken 
deiphia 29, Pa 

Arnaw Fitting Corp. 32 
N. J. 


Sub. of Genrus Watch Co 
East Rockaway, N. Y 
8020 28 Ave., Kenosta, Wisc 
Gardner Rd., Broadview 
Buffalo 7, N. Y 


Industrial Ave 
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Aviquipe of Canada Ltd. 636 St. Paul St. W. Mon- 
treal, Quebec, © 
Chain Beit Go., 
1, Wisc. 
Cordia Products Div., Ohison International Corp., Cres- 
Island City 1, N.Y 
1401 Freeman Ave, P. 0 
Calif 
Garron Aircraft Supply, inc. 5 
Yore 3 


canada 
4701 West Greenfield Ave, Milwaukee 


Union Square, 


Atlantic Ave., East Rockaway, N. Y 
Pacific Molded Pulley Co., 


Pumps, Air (Engine-Driven, 
Motor-Driven) 


Apotied Dynamics Corp., 32 
Mass 
Aro ~~ of Canada Ltd., 
Ontario, Canada 
a F Co.. 50 Church St.. New York 7, N.Y 
Bell & Gossett Co.. 5200 N. Austin Ave., Morton Grove, 


North Main St., Natick, 


P. 0. Box 515, Toronto 


Bendix Aviation Corp., Utica Div. Utica, WN. Y 
a a 1809 Century Ave, S. W. 


Rap ids ch 
CONSOLIDATED DIESEL ELECTRIC CORP 
St., Stamford, Conn. SEE ADV. . 209 


The, 550 39 Ave, WN. E., meap 


Queen Street East, T 
West 19th St. Chi cago & 
Great Lakes Vtg 4223 Monticello Bivd., 
and 21. Ohie 
Hoof Products Co., 6543 So. Laramie Ave., C 
32 
HOOVER ELECTRIC CO., 2100 South Stoner Ave 
Angeles 25, Caiif.. Eastern Sis. & Serv., Hangar 2, 
Port Columbus Airport, Columbus 19, Ohio SEE 
ADV. C-97 
F. C. Huyck & Sons, Waldorf Instrument Co. 
ington, N. Y 
Walter Kidce & Co. Inc, 256 Main St. 
7 N 
Kidde, Walter & Co., of Canada, Ltd 5500 Royal- 
mount Ave, Montreal 9, Quebec, Canada 
1 S. Gundy Dr. Santa Monica, Ca 
Lear, Inc., Elyria, Ohio 
Div.. McNeil Machine & Engineer- 
Natural Gridge Ave., St. Lou 20 


Bellev 


118 Indianwood Rd, Lake 0 
Blowers, Inc., 100 Fourth Street, 
Engineering Co 
Nationa Protection Co n., 
Fernando Bivd., Gurbank, Calif 
Peacock Gres. Ltd. 
Quedec, Canada 
Pesco Prods. Div. SorgWarner Corp.. 
Miles Rd. Gedferd. hice 
PROTOTYPE RESEARCH, INC. 148 ay 
N ywood, Calif. SEE AD. d- 201 
Industries, Inc, 5S88Q Cent 
Angeies 45, Calif 


Racine, Wiscons 


Nasa Sewth Norwalk, Conn. 


Lthwest arn 


d Engine & Airp 


Symington-Wayne Corp., Wire 
ngton 5, D. C 
Talley Carp. The, Newbury Park, Ca 
THOMPSON PRODUCTS, INC., General 
land 17, Ohie SEE ADV. 0-270 
Turbecraft Co., 


kers 


& Engrg. Center, 


Pumps, Alcohol 


Adel Precision Products Div. General 
10777 Vanowen St., Gurdank, Calif 

Blackmer Pump Co., 1809 Century Ave, S. W 
Rapids 9, Mich. 

Bryon Jackson Pumps, 
Warner Corp., P. 0 
Los Angeles 54, Calif 

The J. C. Carter Co, 6 
Calif 

Cooper Alloy Corp., Hillside 5 

Erie Meter Systems, inc., 
Pa. 


Meta's 


>) 


249 
+Ove 


Gray Co., Inc, 56 lith Ave, N. E., Minneapo 
Mona. 
Great 4223 Monticello 
a , inc, 1 G Pome 
Ho C 6543 Seo. Larame Ave. 


HYDRO-AIRE, Inc. 
SEE ADV. D-17 $ 
Kerns Manufacturing Corp., 
Island City 1, N.Y 
Lear, Inc., 3171 S 
Lear, Romee Div, Lear 
Lincoln Engrg. Co., Div Met cNeil Machir 
C 5701 Natural Gridge Ave., 


3000 Winona Ave 


45-13 


Box 115, Station H., 


Calif 

PRODUCTS, INC.. 

Ohio SEE ADV b-ire 
492 


TELECOMPUTI NG G 


Angeles 38, Ca 


See inv. ta. 


Pumps, Anti-icing (Propeller 
Carburetor, Wing, ~ 


Lagonda Ave. 
Corp.. Aero Products-We: 


Anaheim, Calif 
UNITED. AIRCRAFT PROOUCTS, INC 
Dayton, Oto er ADV 8-43 
United Metallic © Ring Corp., 
Oma 
steel Corp.. 525 William Pe 


WH! TTARER ~_—y Olv 
5 trus Ave., Los 


Ser inv. sa 


Pumps, Booster 


Ade Precision Products Div 
2777 Vanowen St. Surtank, Ca 
Ai Research Mfg. Div. The Garrett 
Sepulveda Bivd., Los Angeles 45 
AIRWORK CORPORATION, Mumcipal 4 
New Jersey SEE ADV. D-201 
Bell & Gossett Co, S200 N. Aust 
Grove, 
Byron Jackson Pumps, inc 
Warner Corp, P. 0. Sex 201 
Los Angeles 54, Calif 
Curtiss Wright Corp., Propuls 
Franklin St.. Santa Monica, Calif 
8. H. Hadley, inc. 
Hoof Products Co., 
33, ti. 
HOOVER ELECTRIC CO.. 210 
Angeles 25, Calif. SEE ADV. | C-97 
Hupp Aviation Company, 6633 West 
3, 
HYDRO-AIRE, INC 
SEE ADV. 0-175 


an Products 


1427 Garey Ave 
6543 


3000 Winona Ave 
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PUMPS, ELECTRICAL 


Manwfactur sag 
and City 
e & Lamb 
Inc 171 
Romeo Div 
Monte, Ca 
1s-Rotan 
nar 1, 
ing nator 
aif 
w Pumps 
0, Midian 
Naso Engonee 
Pesco Prods 
Miles Ro. & 
REDA PUMP cI 
Rottins & Myer 
feild, Ohio 


eg 
n 
9) 


THOMPSON PRODUCTS, INC 

1 nh SEE ADV 
tan Py ump & Engrg ” 
Novi, Mich 


anerm 


wood, Ca 
WHITTAKER " CONTROLS 


See iv. ’- 41 


Pumps, Combination Air & 
Hydraulic 


Durnont Aviation A 
Box 4085, Long Se 
Hoof Products © 


Ss. in 
HYDRO-AIRE, INC. 
SEE ADV 175 
Lear, Romeo Div., Lear 
Ledeen Manufacturing 
Monte, Ca if 
in Engrg. Co 
xck Sros 
aad. 

Pe Products Div., Sorg-Warn 
ites Rd. Sedford, Chic 
THOMPSON PRODUCTS, INC 
and 17, Ohio SEE ADV 
Wells Imdustr ~ Corp., 688 
wood, Ca 
WHI TTAKER 

91 


see ADV 


CONTROLS 0 
eal 


Pumps, Deicer 


Adei Pre al 
777 )owen 


Products JO 


Al RBORNE ‘aC CCESSOR! ES CORP. 


side 5, N SEE ADV 
AIRWORK CORPORATION, wv 

New Jersey SEE ADV. 0-201 
Apoied Dynamics - 2 





PUMPS, ELECTRICAL 


The J. ©. Carter Co., 671 West 17 St., Costa Mesa, 


Calif. 

HOOVER ELECTRIC CO., 
Angeles 25, Calif., Eastern Sis 
om SF ye s Airport, Columbus 

HYDRO- AIRE, INC., 3000 Winona Ave., 
Calif., SEE ADV. 0-175 

Kinney Mfg Div., New York Air Brake Co., 3529 Wash- 
ington St., Boston 30, Mass 

Lear, Inc., 3171 S. Bundy Or., Santa Monica, Calif. 

Lear, Romeo Div., Lear, Inc., Elyria, Ohio 

Lincoln Engrg. Co., Div., McNeil Machine & Engineer- 
ng Co., 5701 Natural Bridge Ave., St. Louis 20, 


Mo 
Quebec, 


Peacock Bros. Ltd., 
24700 North 


2100 South Stoner Ave., : 
& Serv., Hangar 2 
19, Ohio SEE 


Burbank, 


P. 0. Box 1040, Montreal, 
Canada 

Pesco Prods. Div., Borg-Warner Corp., 
Miles Rd.. Bedford, Ohio 

REDA PUMP CO., Bartlesville, Okla. SEE ADV. E-26 

Robbins & Myers, Inc., 1345 Lagonda Ave., Springfield, 
Ohio 

Southwestern Industries, Inc. 
Angeles 45, Calif 

Stair Instrument Co., 
North ———e Calif 

Talley Corp., The, Newbury Park, Calif. 

THOMPSON PRODUCTS, INC., General Offices, Cleve- 
and 17, Ohio SEE ADV. 0-170 

Tokheim Corp., 1602 Wabash Ave., 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 

WHITTAKER CONTROLS DIV., TELECOMPUTING 
CORP., 915 N. Citrus Ave. Los Angeles 38, Calif. 
SEE ADV. B-41 


5880 Centinela Ave. Los 


The, P. 0. Box 341, Station 1, 


Fort Wayne, Ind. 
P. 0. 


Pumps, Engine 


Ade Preciaton Products Div., General 
10777 Vanowen St Burbank, Calif 
AIRWORK CORPORATION, Municipal 
le, New Jersey SEE ADV. D-201 
BELL AIRCRAFT CORP. Niagara Falls Bivd., Niagara 
Falls, N. Y. SEE ADV. A-46 
The J. C. Carter Co., 671 West 17 St., Costa Mesa, 


Calif 

CONTINENTAL MOTORS CORP., a ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Curtiss- Wright Corp., Propulsion Products Div., 
Franklin St., Santa Monica, Calif. 

General Electric Co., Aircraft Accessory Turbine Dept. 
West Lynn, Mass. 

B. H. Hadley, Inc., 

Hupp Aviation Company, 
38, Il. 

F. C. Huyck & Sons, 


ton, N. Y. 
HYDRO-AIRE, INC., 
SEE ADV. D-175 


Metals Corp. 


Airport, Mill- 


1860 


1427 Garey Ave., Pomona, Calif. 
6633 West 65 St., Chicago 


Waldorf Instrument Co., Hunting- 


3000 Winona Ave., Burbank, Calif. 
Lear, Inc., 3171 S. Bundy Dr., 
Lear, Romeo Div., Lear, Inc., 
Lucas-Rotax Ltd., Box 115, 
Ontario, Canada 
W. H. Nichols Co., 
Massachusetts 
Corp., 


Santa Monica, Calif. 
Elyria, Ohio 
Station H., Toronto 13, 


48 Woerd Ave., Waltham 54, 


345 Kansas St., El Segundo, 
, Borg-Warner Corp., 
Bedford, Ohio 
stewart & a — ces, Inc., 4516 Harrisburg Bivd., 
Houston 11 
THOMPSON PRODUCTS, INC., General 
land 17, Ohio SEE ADV. D-170 


24700 North 


Offices, Cleve- 


Pumps, Feathering 


Ade! Precision Products Div., General 
10777 Vanowen St., Burbank, Calif 

AiResearch Mfg. Div The Garrett 
Sepulveda Bivd., Los Angeles 45, Calif 

AIRWORK CORPORATION, Municipal Airport, Millville, 
New Jersey. SEE ADV. D-201 

Bendix Aviation Corp., Utica Div., Utica, N. Y. 

Great Lakes Mfg. Corp., 4223 Monticello Bivd., Cleve- 
land 21, Ohio 

Hamilton Standard Div., 
Locks, Conn 

Hoof Products Co., 


Metals Corp., 


Corp., 9851 


United Aircraft Corp., Windsor 


6543 So. Laramie Ave., Chicago 38, 


I 

HOOVER ELECTRIC CO. el rt Stoner Ave., Los 
Angeles 25, Calif EE ADV. C-97 

Lear, Inc., 3171 S. Bundy ~ Santa Monica, Calif. 

Lear, Romeo Div., Lear, Inc., Elyria, Ohio 

Pesco Prods. Div., Borg-Warner Corp., 
Miles Rd., Bedford, Ohio 

Task Corp., 1009 E. Vermont Ave., Anaheim, Calif. 


24700 North 


> 
Pumps, Fuel (Gas Turbine 
> 
Engine) 
Adel ~~ ag Div., General 
10777 Vanowe Burbank, Calif. 
AIRWORK CORPORATION, Municipal 
ville, New Jersey SEE ADV. D-201 
American Bosch Div., at. Bosch Arma Corp., 3664 
Main St., Springfield 7, Mass. 
Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich. 
BENDIX AVIATION CORP., BENDIX PRODUCTS DIv., 
pw a Bendix Dr., South Bend 20, Ind. SEE ADV. 


Precision Metals Corp., 


Airport, Mill- 


D-92 


Bendix Aviation Corp., Utica Div., Utica, N. Y. 
The J. C. Carter Co., 671 West 17 St., Costa Mesa, 


Calif 

CHANOLER-EVANS DIV., PRATT & WHITNEY CO., 
INC., Sorter Oak Bivd., West Hartford 1, Conn 
SEE ADV. 

CONTINENTAL 
12700 Kercheval, 
A-52 

Curtiss-Wright Core. Propulsion Products Div., 
Franklin St nmta Monica, Calif 

EASTERN INOUSTRIES, INC., 100 Skiff St., 

a. 0-177 


Electric 
West Lynn bass 
Lakes Mfg. Corp., 
Cleveland 21, Ohio 
8B. H. Hadley, Inc., 
Hoof Products Co., 
38, Il. 
F. C. Huyck & Sons, 
Huntingt: N. Y. 
HYDRO-AIRE, INC., 3000 
Calif. SEE ADV. 0-175 
Kerns Manufacturing Corp., 
Island City 1, N. Y. 
Laurie & Lamb, 30 Grosvenor St., Toronto, Canada 
Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Caiif. 
Lear, Romeo Div., Lear, Inc., Elyria, Ohio 
Lucas-Rotax Ltd. Box 115, Station H., Toronto 13, 
Ontario, Canada 
Marquardt Aircraft Co., 
Nuys, Calif. 
Nash Engineering Co., 
Pesco Prods. Div., Borg-Warner Corp., 
Miles Rd., Bedford, Ohio 
Roper Hydraulics, Inc., 340 Blackhawk Park Ave., 
Rockford, Ii! 

Sierra-Schroeder Controls Div., Idaho Maryland 
Mines Corp., 2919 E. Victoria, Compton, Calif 
Southwestern Industries, Inc., 5880 Centinela Ave., 
Los Angeles 45, Calif 
Se ar 
Washington 5 C 
THOMPSON PRODUCTS, INC., General Offices, Cleve- 

land 17, Ohio SEE ADV. D-170 
Tokheim Corp., 1602 Wabash Ave., Fort Wayne, Ind. 
Turbo Products, Inc., 12177 Montague St., Pacoima, 
Calif. 
United Metallic 0 Ring Corp., 
Ohio 
United Supply Co., 
7, Calif. 
Vickers, Inc. Div., Sperry Rand Corp., 
& Engrg. Center, Detroit 32, Mich. 
Viking Pump Co., Fourth & Purdy Sts., 


lowa 

WHITTAKER CONTROLS ODIV., TELECOMPUTING 
CORP., 915 N. Citrus Ave. Los Angeles 38, Calif. 
SEE ADV. 8-41 


A-45 
AVIATION & ENGINEERING CORP., 
Detroit 15, Mich. SEE ADV. 


1860 
Ham- 


rcraft Accessory Turbine 
4223 Monticello Bivd., 


1427 Garey Ave., Pomona, Calif 
6543 So. Laramie Ave., Chicago 
Waldorf Instrument Co., 
Winona Ave., Burbank, 


45-18 Court Sq., Long 


16555 Saticoy St., Van 


South Norwalk, Conn 
24700 North 


Wire Bidg., Rm. 809, 


Box 1035, Dayton 1, 
3676 S. Broadway P!., Los Angeles 
Administrative 


Cedar Falls, 


Pumps, Fuel (Reciprocating 
Engine) 


AC SPARK PLUG DIV., GENERAL 
1300 N. Dort Hwy., Flint 2, Mich 
ACF Industries, Inc., 750 Third Ave., 
N. Y 
Ade! Precision Products Div., General 
10777 Vanowen St., Burbank, Calif 
—— Fe Div., The Garrett Corp 
os Angeles 45, Calif 
AIRWORK. “CORPORATION, Municipal 
ville, New Jersey SEE ADV. D-201 
Alemite Div., Stewart Warner Corp., 
Diversey Bivd., Chicago 14, Il! 
Bendix Aviation Corp., Fisher Bidg., 
Corp., Lowell Industrial 


MOTORS CORP., 
SEE ADV. 0-167 
New York 17, 


Metals Corp., 


9851 Sepul- 
Airport, Mill- 
1828 West 


Mich. 
Lowell, 


Detroit 2 
Park, 
C. Carter Co., 671 West 17 St., 
CHANOLER- EVANS DIV., PRATT & WHITNEY CO., 
INC., Soe Oak Bivd., West Hartford 1, Conn. 


SEE A 

CONTINENTAL MOTORS CORP. — ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Great Lakes Mfg. Corp., 4223 Monti cello Bivd., 
land 21, Ohio 

Hoof Products Co., 
38, Ill 


Costa Mesa, 


Cleve- 


6543 So. Laramie Ave., Chicago 


Kerns Manufacturing Corp., 45-18 Court Sq., 
Island City 1, N. Y. 

Laurie & Lamb, 30 Grosvenor St., 

Lear, Inc., 3171 S. Bundy Dr., 

Lear, Romeo Div., Lear, Inc., 

M. C. Mfg. Co., 118 
Mich. 
Nash Engineering Co., 
Pesco Prods. Div., Borg-Warner 
Miles Rd., Bedford, Ohio 
Southwestern —— Inc., 
Los Angeles 45, 

THOMPSON PRODUCTS, INC., General Offices, 
land 17, Ohio SEE ADV. 0-170 

Titan Pump & Engrg. Corp., 43600 Grand River Ave., 
Novi, Mich. 

Tokheim Corp., 

United Metallic O Ring Corp., 
Ohio 

Viking Pump Co., 
lowa 

WHITTAKER CONTROLS DIV., Telecomputing Corp 
915 N. Citrus Ave., Los Angeles 38, Calif. SEE 
ADV. 8-41 


Long 
Toronto, Canada 
Santa Monica, Calif. 
Elyria, Ohio 
Indianwood Rd., Lake Orion, 


South Norwalk, Conn. 
Corp., 24700 North 


5880 Centinela Ave., 


Cleve- 


1602 Wabash Ave., Fort Wayne, Ind. 
Box 1035, Dayton 1, 


Fourth & Purdy Sts., Cedar Falls, 


Pumps, Gaseous 


Air Products, Inc., P. 0. Box 538, Allentown, Pa. 
Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif. 
Lear, Romeo Div., Lear, Inc., Elyria, Onio 
Miehle-Dexter Supercharger Div., Christensen Co., 100 
Fourth St., Racine, Wisc. 
Nash Engineering Co., South Norwalk, Conn 
Pesco Prods. Div., Borg-Warner Corp., 24700 
Miles Rd., Bedford, Ohio 
Santa Barbara Research Center, 


port, Goleta, Calif 
THIOKOL {CHEMICAL corP.. 
ton 7 SEE ADV. 0-1 
THOMPSON PRODUCTS, INC., General Offices, Cleve- 
land 17, Ohio SEE ADV. 0-170 
Vickers, Inc Div., Sperry Rand Corp., Adm 
& Engrg. Center, Detroit 32, Mich. 


North 
Santa Barbara Air- 


780 WN. Clinton, Tren- 
81 


nistrative 


Pumps, Heater Fuel 


Ade! Daven Products Div., 
10777 Vanowen St., Burbank, Ca 

CONTINENTAL MOTORS CORP., tw ENGINE 
DIV., Muskegon, Mich. SEE A A-52 

Electrofiim, Inc., 7116 Laurel tk Bivd., P. O 
Box 106, North Hollywood, Calif 

HOOVER ELECTRIC CO., 2100 South Stoner Ave.; Los 
Angeles 25, Calif. SEE ADV. C-97 

Lear, Inc., 3171 S. Bundy Dr Santa Monica, 

Lear, Romeo Div., Lear, Inc., Elyria, Ohio 

Pesco Prods. Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

Tokheim Corp., 1602 Wabash Ave., 


Genera! Metals Cor 


Calif 


Fort Wayne, ind 


. " 
Pumps, Hydraulic (Fixed 
. 
Displacement) 
Adel Precision Products Div., General Metals Corp., 
10777 Vanowen St., Burbank, Calif 
AIRWORK CORPORATION, Municipal Airport, Mill- 
ville, New Jersey SEE ADV. D-201 
Alemite Div., Stewart Warner Corp., 1828 
Diversey Bivd., Chicago 14, | 
American Engineering Co., Wheatsheaf 
Sts., Philadelphia 37, Pa 
Applied Dynamics Corp., 32 North Main St 
Mass 
John Bean Div 
Lansing 4, Mich 
Blackhawk Mfg. Co., 
46, Wisc 
Cleveland Pneumatic Industries, Inc 
Street, Cleveland 5, Ohio 
Converto Mfg. Co., Cambridge City, Ind 
CORNELIUS *C0.. THE, 550 39 Ave, N. E 
apolis 21, Minn SEE ADV. 0-188 
Dowty Equipment of Canada Ltd Ajax, Ontario 
Canada 
—— 


mR. nc., 777 Dynex Or., Pewaukee, Wisc 

EASTERN iNDUSTRIES, INC., 100 Skiff St., Hamden 
14, Conn. SEE ADV. D-177 

Engineering & Manufacturing Co., 611 
Philadelphia 4, Pa 

Genera! Electric Co., 
West Lynn, Mass 

Great Lakes Mfg. Corp., 
land 21, Ohio 

B. H. Hadley, Inc., 

Hoof Products Co., 
38, I 

Hupp Aviation Company 

It 


West 


Food Machinery & Chemic 


5325 Rogers St 


3781 East 77th 


Inc., 1075 Stewart Ave., Garden City 


North 40 St., 
Aircraft Accessory Turbine Dept 


Cleve- 


4223 Monticello Bivd 
1427 Garey Ave f 


Pomona, Ca 
6543 So. Laram Cr 


e Ave 


6633 West 65 St 


3 
Hydraulic yeas Mfg. Co. Div., Koehring Co 
Gilead, Ohio 


WyORO-AIRE, INC., 3000 Winona Ave., Burbank, Ca 
SE D-175 


Hydrodyne 4 7350 
Hollywood, Calif 
Jarry a ~4 
Quebec, 
KELLOGG bv. *° AMERICAN BRAKE SHOE CO., 97 
Humboldt St., Rochester, N. Y. SEE ADV D-189 
Kinney Mfg. Div., New York Air Brake Co 3529 
Washington St., Boston 30, Mass 
3040 East Slauson Ave., 


‘ 


Coldwater Canyon Ave., WN 


4384 St. Denis St., Montreal 18 


Huntington Park 
3171 S. Bundy Or., Santa Monica, Calif 

, Romeo Div., Lear, Inc., Elyria, Ohio 

Ledeen Manufacturing Co., Gilman Rd. & Garvey Ave 
E! Monte, Calif 

Lucas-Rotax Ltd., 
Ontario, Canada 

Marginator Co., 1121 W. Magnolia Bivd., 
Calif 

The McNeill Machine & Engrg. Co., 
Bivd., St. Louis 20, Mo 

National Water Lift Co. Div., Cleveland Pneumatic 
Industries, Inc., 2220 Palmer Ave., Kalamazoo, Mich 

W. H. Nichols Co., 48 Woerd Ave., Waltham 54 
Massachusetts 

Owatonna Too! Co., 
Minn 

Pesco Prods. Div., Borg-Warner Corp., 
Miles Rd., Bedford, Ohio 

PROTOTYPE RESEARCH, INC., 13148 Raymer St., 
North Hollywood, Calif. SEE ADV. 0-201 

Robbins & Myers, Inc., 1345 Lagonda Ave., Springfield, 
Ohio 


Box 115, Station H., Toronto 13 
Burbank, 


4010 Goodfellow 


450 North Cedar St., Owatonna 


24700 North 
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1313 Lincoln Ave., 


Ronson ~~ Units Corp., 
Pasadena, Ca 

Roper etetion: 
Rockford, I/!. 

Stratos Div., Fairchild Engine & Airplane Corp., Bay 
Shore, N. Y 


Inc., 340 Blackhawk Park Ave., 


” Aviation Div., Sundstrand Machine Tool 


Co., 2421 llth St., Rockford, lil. 
Symington-Wayne Corp., Wire Bidg., Rm. 809, Wash- 


, DO. C. 

Talley Corp., The, Newbury Park, Ca 

THOMPSON PRODUCTS, INC., GENERAL OFFICES, 
Cleveland 17, Ohio. SEE ADV. 

Vickers, Inc. Div., Sperry Rand Bn ” uatatetsetinn 
& Engrg. Center, Detroit 32, Mich. 

Watertown Div., The New a, Air Brake Co., 
buck Ave., Watertown, 

Wayne Pump Co., pare i * & Griffen Sts., 
Ft. Wayne, Ind. 


Pumps, Hydraulic (Hand) 


Adel Precision Products Div., General Metals Corp., 
10777 Vanowen St., Burbank, Calif. 
Alemite Div., Stewart Warner Corp., 
Diversey Bivd., Chicago 14, Ill. 
American Instrument Co., Inc., 

Silver Spring, Md. 
Arkwin Industries, Inc., 648 Main St., 
Blackhawk Mfg. Co., 5325 W. Rogers St., 
46, Wisc. 
Dynex, Inc., 777 Dynex Dr., ‘mena Wisc. 
Electrol, Inc., Kingston, N. 
Elmes ‘Engineering Div., hentia Steel 
1150 Tennessee Ave., Cincinnati 29, Ohio 
Engineering & Manufacturing Co., 611 North 40 St., 


Philadelphia 4, Pa. 
635 West Colorado Bivd., 


Greenlee Bros. & Co., 2136 12 St., Rockford, II! 
Greer ey | ote N. Y. International Airport, 
Jamaica 30, 
Hydrodyne ® 7350 Coldwater Canyon Ave., N. 

Hollywood, Calif. 
Laurie & Lamb, 30 Grosvenor St., Toronto, Canada 
Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif. 
Lear, Romeo Div., Lear, Inc., Elyria, Ohio 
H. W. Loud Machine Works, Inc., 969 E. Second St., 
Pomona, Calif. 
sor ~ need Co., Burbank, 


Calif 

The McNeill Machine & Engrg. Co., 4010 Goodfellow 
Bivd., St. Louis 20, Mo. 

Mechanisms Co., 118 East 2nd St., Uhrichsville, Ohio 

Midiand Foundry & Machine Co., Ltd, 223-5 Bay 
St. W., Midland, Ontario, Canada 

W. H. Nichols Co., 48 Woerd Ave., Waltham 54, 
Massachusetts 

Owatonna Tool Co., 450 North Cedar St., 
Minn. 

Pesco Products Div., Borg-Warner Corp,. 24700 North 
Miles Rd., Bedford, Ohio 

— Mfg. Co., 15655 Brookpark Rd., Cleveland 35, 


Star- 


1828 West 
8030 Georgia Ave., 


Westbury, N. Y. 
Milwaukee 


Foundries, 


1121 W. Magnolia Bivd., 


Owatonna, 


mn .. = Units Corp., 1313 Lincoln Ave., 
Pasadena, Calif. 

Sancor Corp., 1661 Franklin Ave., El Segundo, Calif. 

Sterer Engineering & Mfg. Co., 11423 Van Owen St., 
North Hollywood, Calif 


a yy Corp., Wire Bidg., 
ington 5, D. 

Tokheim Corp., t602 Wabash Ave., Fort Wayne, Ind 

UNITED AIRCRAFT yo, Inc, P. 0. Box 1035, 
Dayton. Ohio SEE ADV. 

United Metallic O Ring ey ‘Box 1035, Dayton 1, 
Ohio 


Rm. 809, Wash- 


. . 

Pumps, Hydraulic (Ram Air) 

AiResearch Mfg. Div., The Garrett Corp., 9851 Sepul- 
veda Bivd., Los Angeles 45, Calif. 

General Electric Co., Aircraft Accessory Turbine Dept. 
West Lynn, Mass. 

Globe Hoist Co., 1000 E. Mermaid Lane, Philadel- 
phia 18, Pa. 

Laurie & Lamb, 30 Grosvenor St., Toronto, Canada 

Lear, Romeo Div., Lear, Inc., Elyria, Ohio 

Lincoln Engrg. Co., Div., McNeil Machine & Engineer- 
ing Co., 5701 Natural Bridge Ave., St. Louis 20, Mo. 

The McNeill Machine & Engrg. Co., 4010 Goodfellow 
Bivd., St. Louis 20, Mo. 

PROTOTYPE RESEARCH, INC., 13248 Raymer St. 
North Hollywood, Calif. SEE ADV. D-201 

THOMPSON PRODUCTS, INC. = OFFICES, 
Cleveland 17, Ohio SEE ADV. D 

Vickers, Inc. Div., Sperry Rand dana ee 

Engrg. Center, Detroit 32, Mich. 


Pumps, Hqdraulic (Variable 
Displacement) 
Adel Precision Products Div., General Metals Corp. 

10777 Vanowen St., Burbank, Calif. 
AIRWORK CORPORATION, Municipal Airport, Millville, 
New Jersey. SEE ADV. D-201 


American Brake Shoe Co., 530 Fifth Ave. New 


York 36, New York 


American Engineering Co., Wheatsheaf Lane & Sepviva 
St., Philadelphia 37, Pa. 
American Instrument Co., Inc., 

Silver Spring, Md. 

Applied Dynamics Corp., 32 North Main St., Natick, 
Mass. 

John Bean Div., Food Machinery & Chemical Co., 
Lansing 4, Mich. 
Bell & Gossett Co, 

Grove, IM. 

Bendix Aviation Corp., Utica Div., Utica, N. 
Cleveland Pneumatic Industries, inc., 3781 east 77th 
Street, —— 5, Ohio 

Converto Cambridge City, Ind. 

CORNELIUS %o° “THE, 550 39 Ave., N. E., 
olis 21, Minn. SEE ADV. D-188 

Dowty Equipment of Canada Ltd., Ajax, Ontario, Canada 

Dyna-Empire Inc., 1075 Stewart Ave., Garden City, 
N. Y. 


8030 Georgia Ave., 


6200 N. Austin Ave., Morton 


Minneap- 


Dynex, Inc., 777 Dynex Dr., Pewaukee, Wisc. 

General —" 4 Aircraft Accessory Turbine Dept., 
West Lynn, 

Globe _ 4, 7000 E. Mermaid Lane, Philadelphia 

Hamilton Standard Div., United Aircraft Corp., Windsor 
Locks, 

Highland Engineering Co., 
Santa Monica, Calif 

Hoof Products Co., 6543 So. Laramie Ave., 
ill. 

Hydel, Inc., 99 First St., 

Hydraulic Press Mfg. Co. Div., 
Rd., Mt. Gilead, Ohio 

Hydrodyne Corp., 7350 Coldwater Canyon Ave., N. 
wvons Calif. 

RE, INC, 3000 Winona Ave., Burbank, Calif 

SEE ADV.’ D-175 

Jarry Hydraulics, 4384 St. Montreal 18, 


Quebec, Canada 
KELLOGG DIV., AMERICAN BRAKE SHOE CO., 97 
Humboidt St., Rochester, N. Y. SEE ADV. D-189 
lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif. 
Lear, Romeo Div., Lear, Inc., Elyria, Ohio 
Lucas-Rotax Ltd., Box 115, Station H., 
Ontario, Canada 
National Water Lift Co. Div., Cleveland Pneumatic 
Industries, Inc., 2220 Palmer Ave., Kalamazoo, 
Mich. 
Pesco Prods. Div., Sy ~pel Corp., 
Miles Rd., Bedf Ohio 
PROTOTYPE. RESEARCH, INC., 13148 Raymer St., 
North Hollywood, Calif. SEE ADV. D-201 
Revoc, Inc., 1900 Lyndale Ave. So., Minneapolis 5, 
Minn. 
Stratos Div. 
Shore, N. 
Sundstrand Aviation Div., Sundstrand 
©., 2421 llth St., Rockford, 


1732-42 Berkeley St., 
Chicago 38, 


Cambridge 41, Mass. 


Koehring Co., Marion 


Denis St., 


Toronto 13, 


24700 North 


, Fairchild Engine & Airplane Corp., Bay 
2 
Machine Tool 


Turbocraft Co., 492 E. Union “a 
Vickers, Inc. Dw. Sperry Rand Corp.., 
& Engrg. Center, Detroit 32, Mich. 


Administrative 


Pumps, Liquid Oxygen 


Air Products, Inc., P. 0. Box 538, Allentown, Pa 

AiResearch Mfg. Div., The Garrett Corp., 9851 Sepul- 
veda Bivd., Los Angeles 45, Calif 

Applied Dynamics Corp., 32 North Main St., 

ass. 

BJ Electronics, Borg-Warner Corp., 3300 Newport 
Ave., P. 0. Box 1679, Santa Ana, Calif. 

Byron Jackson Pumps, Inc., Subsidiary of Borg-Warner 
Corp., P. 0. Box 2017, Terminal Annex, Los An- 
geles 54, Calif. 

Lowell 


Natick, 


Industrial Park, Lowell, 


c Carter Co., 671 West 17 St., Costa Mesa, 


Cartier: -Wright Corp., Propulsion Products Div., 1860 
Franklin St., Santa Monica, Calif 

Oumont Aviation Assocs., 1401 Freeman Ave., 
Box 4087, Long Beach 4, Calif 

B. H. Hadley, Inc., 1427 Garey Ave., 

eS ING, 3000 Winona Ave., 
SEE A 175 

wf... — & Machine Wks., 
Livingston, N. J. 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif. 

Lear, Romeo Div., Lear, Inc., Elyria, Ohio 

Linde Co. Div., Union Carbide Corp., 30 E. 42 St. 
New York 17, N. Y. 

Pesco Prods. Div., Borg-Warner Corp. 
Miles Rd., Bedford, Ohio 

Rocketdyne Div., North American Aviation, Inc., 
Canoga Ave., Canoga Park, Calif 

Southwestern Industries, Inc., 5880 Centinela Ave., 
Los Angeles 45, Calif. 


Sundstrand Turbo, 10445 Glenoaks Bivd., 
Calif. 


P. O 


Pomona, Calif 
Burbank, Calif 


83 Dorsa Ave., 


24700 North 


6633 


Pacoima, 
Denver 21, Colo. 
Newark 


Sunstrand Turbo, 2480 W. 70 Ave., 

Superior Air Products Co. 132 Malvern St., 
Ss, J. 

THIOKOL CHEMICAL or, 

7, N. J. SEE ADV. 
vemupenes tnd 4 General Offices, Cleve- 
land 17, Ohio SEE ADV. 0-170 
Turbooraft Co., 492 E. Union St., 
United Metallic O Ring Corp., Box 

Ohio 


780 N. Clinton, Trenton 


Pasadena, Calif. 
1035, Dayton 1, 
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PUMPS, OXYGEN 


Watertown Div., The New York Air Grake Co., Star- 
buck Ave., Watertows, N. Y 


Pumps, Liquid Nitrogen 


Air Products, Inc., P. 0. Box 538, Allentown, Pa 

AiResearch Mfg. Div., Tie Garrett Corp., 9851 Sepul- 
veda Bivd., Los Angeles 45, Calif 

Blackmer Pump Co., 1809 Century Ave., S 
Rapids 9, Mich 

Byron Jackson Pumps, Irc., 
Corp., P. 0. Box 2017, 
geles 54, Calif 

Cambridge Corp., 

= ‘7 C. Carter Co., 


CHANDLER- EVANS DIV.,, PRATT & WHITNEY £0., 
INC., Charter Oak Bivd., West Hartford 1c 
SEE ADV. A-45 

Curtiss-Wright Corp., Propulsion Products Div., 1860 
Franklin St., Santa Monica, Calif 

Dumont Aviation Assocs., 1401 Freeman Ave., 
Box 4087, Long Beach 4, Calif 

Great Lakes Mfg. Corp., 4223 Monticello Bivd., 
land 21, Ohio 

a INC., 3000 Winona Ave., 8 

SEE ADV. D-175 

International Pump & Machine Wks., 83 
Livingston, N. J 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, 

Lear, Romeo Div., Lear, Inc., Elyria, Ohio 

Linde Co. Div., Union Carbide Corp., 30 E. 42 St., 
New York 17, N. Y 

Pesco Prods. Div., Borg-Warner Corp., 
Miles Rd., Bedford, Chico 

Southwestern Industries, Inc., 
Los Angeles 45, Calif. 

Sundstrand Turbo, 10445 Glenoaks 
Calif 

Sundstrand Turbo, 2480 W. 70 Ave., 

Superior Air Products Co., 132 Malvern St., 


5, N. J 

THOMPSON PRODUCTS, INC., General Offices, Cleve- 
land 17, Ohio SEE ADV. 6-170 

Turbocraft Co., 492 E. Union St., 


W., Grand 


Borg-Warner 
Los An- 


Subsidiary of 
Terminal Annex, 


Lowell, Mass. 
Costa Mesa, 


Lowell Industrial Park, 
671 West 17 St., 


P. O 
Cleve- 
rbank, Calif 
Dorsa Ave., 


Calif 


24700 North 
5880 Centinela Ave., 
Bivd., Pacoima, 


Denver 21, Colo 
Newark 


Pasadena, Calif. 


Pumps, Submergible 


HYDRO-AIRE, INC., 


3000 Winona Ave., Burbank, Calif 
INC., GENERAL OFFICES, 
ADV. D-170 
United Metallic O Ring Corp., Box 1035, Dayton 1, 
Ohio 
Vickers, Inc. Div., 
& Engrg. Center, Detroit 32, 


Sperry Rand Corp., Administrative 


Mich. 


Pumps, Oil (Reciprocating 
Engine) 


Precision Products Div., 
10777 Vanowen St Burbank, 

AIRWORK CORPORATION, Municipal 

Jersey. SEE ADV. D-201 

CONTINENTAL MOTORS CORP., AIRCRAFT 
DIV., Muskegon Mich. SEE ADN. A-52 

Hupp Aviation Company, 6633 West 65 St 
38, In 

, Inc., 3040 East Sa 


General Metals Corp., 
Calif 
Airport, M 


Adel 


ENGINE 


on Ave., Huntingto 


, 3171 S. Bundy Dr., Santa Monica, Calif 
Romeo Div., Lear, Inc., Elyria, Ohio 
Ledeen Manufacturing Co., Gilman Rd. & Garvey Ave 
El Monte, Calif 
W. H. Nichols Co, 48 
Massachusetts 
Pesco Products Div., Boro-Warner Corp., 24700 North 
Miles Rd., Bedford, Chio 
Southwestern Industries, Inc., 5880 Centinela 
Los Angeles 45, Calif 
THOMPSON PRODUCTS, INC., 
land 17, Ohio. SEE ADV. D-170 
Tokheim Corp., 1602 Wabash Ave., Fort Wayne 
S. Steel Corp., 525 William Penn Pi., 


Woerd Ave., Waltham 54, 


General Offices 


Viking Pump Co., 
lowa 
— ao ey P 


WIT TAKER CONTROLS DIV. TELECOMPUTING corP 
Citrus Ave., Los Angeles 38, Calif. SEE 


ADV. - 41 


Pumps, Oxygen Transfer 


Air Products, Inc., P. 0 

Byron Jackson Pumps, 
Corp., P. 0. Box 2017 
geles 54, Calif 

Cambridge Corp., Lowell Industrial Park, Lowell, Mass 

The J. C. Carter Co., 671 West 17 St., Costa Mesa, 
Calif. 

F. C. Huyck & Sons, Waldorf Instrument Co., 
ington, N. Y. 

International Pump & Machine Wks., 
Livingston, N. J. 


Box 538, Allentown, Pa 
, Subsidiary of Borg-Warner 
Terminal Annex, Los An- 


Hunt- 


83 Dorsa Ave., 


D-93 








PUMPS, OXYGEN 





Kidde, Walter & Co. of ae Ltd., 5500 Royal- 
mount Ave., Mont ebec, Canada 
Div Lear nc Etyria, Ohio 
Div., Union Carbide Corp., 30 E. 42nd St. 
York 17, WN. Y 
and «Turbo, 10445 Glenoaks Bivd., Pacoima, 
Superior Air Products Co., 132 Malvern St., Newark 
5 k 
Turt aft C 492 E. Union St., Pasadena, Calif. 
United Metallic O Ring Corp., Box 1035, Dayton 1, 
P . 
umps, Pneumatic 
Alemite Div Stewart Warner Corp., 1828 West 
Diversey Bivd., Chicago 14, Il! 


Buckeye Tools Corp £ _ Box 966, 5005 Springboro 
Pike Dayton 1 


CORNELIUS CO., the. "ese 39 Ave., N. E., Minneapolis 


21, Minn. SEE ADV. 0-188 

General Electric Co., Aircraft Accessory Turbine Dept., 
West Lynn, Mass 

Gray Co., Inc., 56 llth Ave., N. E., Minneapolis 13, 
Minn 

B. H. Hadley, Inc., 1427 Garey Ave., Pomona, Calif 

Hoof Products Co., 6543 So. Laramie Ave., Chicago 
38 ft} 

F. C. Huyck & Sons, Waldorf Instrument Co., Hunt- 
ngton, N. Y 

Walter Kidde & Co., Inc., 256 Main St., Belleville 
% &. J 

Kidde, Walter & Co. of Canada, Ltd., 5500 Royal- 


mount Ave., Montreal 9, Quebec, Canada 
Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 
Lear, Romeo Div., Lear, Inc., Elyria, Ohio 





Lincol ngrg. Co., Div., McNeil Machine & Engineer- 
~ 5701 Natural Bridge Ave., St. Louis 20, 
° 

— Mfg. Co., 118 Indianwood Rd., Lake Orion, 
ch 

The McNeill Machine & Engrg. Co., 4010 Goodfellow 
Bivd., St. Louis 20, Mo 

M-D Blowers, Inc., 100 Fourth Street, Racine, Wis- 
consin 

National Water Lift Co. Div., Cleveland Pneumatic 
Industries, Inc 2220 Paimer Ave., Kalamazoo, 
Mich 

Pesco Products Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 


Southwestern Industries, Inc., 
Los Angeles 45, Calif 
Symington we Corp., Wire Bidg., Rm 


ngton 5. D . 

THOMPSON PRODUCTS, INC., General Offices, 
land 17, Ohio. SEE ADV. D-170 
Vickers, Inc. Div., Sperry Rand Corp., 
& Engrg. Center, Detroit 32, Mich. 


Pumps, Speed Density 
Metering 


5880 Centinela Ave., 
809. Wash 
Cteve- 


Administrative 


Adel Precision Products Div., General Metals Corp., 
10777 Vanowen St., Burbank, Calif 
AiResearch Mfg. Div 9851 Sepul- 


The Garrett Corp., 
f 


veda Bivd., Los Angeles 45, Cali 
Applied Dynamics Corp., 32 North Main St., Natick, 
Mass 


Byron Jackson Pumps, Inc., Subsidiary of Borg-Warner 
Corp., P. 0. Box 2017, Terminal Annex, Los An- 
geles 54, Calif 

Carter Co., 671 West 17 St. Costa Mesa, 

Curtiss- Wright Corp., 
Franklin St. 

Erie Meter 


Propulsion Products Div., 
t., Santa Monica, Calif. 
Systems, Inc., 1602 Wagner Ave., Erie, 


1860 


a 

HYDRO-AIRE, INC., 3000 Winona Ave., Burbank, Calif 
SEE ADV. D-175 

Kerns Manufact g Corp., 
Island City 1, N. Y 

Korda Industries, 20 West 46 St., N. Y. 36, N. Y. 
ear, Romeo Div., Lear, Inc., Elyria, Ohio 

Nash Engineering Co., South Norwalk, Conn. 


45-18 Court Sq., Long 


W. H. Nichols Co.,, 48 Woerd Ave. Waltham 54, 
Massachusetts 
Peacock Bros. Ltd. P. 0. Box 1040, Montreal, 


— = Canada 
or Products Div., Borg-Warner Corp., 24700 North 
iles Rd., Bedford, Ohio 
REDA PUMP CO., Bartlesville, Okla. SEE ADV. E-26 
A Aero Products-Western Div., 900 


0. Smith Corp., 
E. Ball Rd., Anaheim, Calif. 


Southwestern Industries, Inc., 5880 Centinela Ave.. 
Los Angeles 45, Calif 
Pacoima, 


Sundstrand Turbo, 10445 Glenoaks Bivd., 
Calif. 

Symington-Wayne Corp., Wire Bidg., Rm. 809, Wash- 
ington 5, D. C. 


THOMPSON PRODUCTS, INC., General Offices, Cleve- 
land 17, Ohio. SEE ADV. D-170 
Tokheim Corp., 1602 Wabash Ave., Fort Wayne, 


Ind 
Turbocraft Co., 492 E. Union St., Pasadena, Cali. 
United Metallic O Ring Corp., Bex 1035, Dayton 1, 
Ohio 
Wayne Pump Co., 
Ft. Wayne, Ind 
a CONTROLS DIV., 
CORP., 915 Citrus Ave., Los 
SEE ADV. B-41 


Herbert, Riverbend & Griffen Sts., 


TELECOMPUTING 
Angeles 38, Calif. 


D-94 


Pumps, Transfer 


Adel Precision Products 


777 Vanowen St., Burbank 


Div., General Metals Corp., 


Calif 





AiResearch Mfg. Div., The Garrett Corp., 9851 Sepul- 
veda Bivd., Los Angeles 45, Calif 

Alemite Div Stewart Warner Corp., 1828 West 
Diversey Bivd., Chicago 14, Ill 

Applied Dynamics Corp., 32 North Main St., Natick, 
Mass 


Bendix Aviation Corp., Eclipse Machine Div., Elmira, 


Binks Manufac tur ng Co., 114 West Carroll Ave., 
Chicago 12, |! 
Biackmer Pump Co 1809 Century Ave, S. W., 


Grand Rapids 9, Mich 


Byron Jackson Pumps, Inc., Subsidiary of Borg-Warner 


Corp., P. 0. Box 2017, Terminal Annex, Los An- 
geles 54, Calif 
The . C. Carter Co., 671 West 17 St., Costa Mesa, 


ovine -Wright Corp., Propulsion Products Div., 1860 
Franklin St., Santa Monica, Calif 


Erie Meter Systems, Inc., 1602 Wagner Ave., Erie, 


Pa 

Oscar Fisher Co., Inc., P. O. Box 426, Newburgh, 
N.Y 

General Electric Co., Aircraft Accessory Turbine Dept., 
West Lynn, Mass 

Gorman-Rupp Co., The, 305 Bowman St., Mansfield, 
Ohio 

Gray Co., Inc., 56 llth Ave., N. E., Minneapolis 13, 
Minn 


Hupp Av iation Company, 6633 West 65 St., Chicago 
38 

HYDRO-AIRE, INC. 
SEE ADV. 0-175 


3000 Winona Ave., Burbank, Calif. 


Kinney Mfg. Div., New York Air Brake Co., 3529 
Washington St., Boston 30, Mass 

Laurie & Lamb, 30 Grosvenor St., Toronto, Canada 
Canada 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif. 

Lear, Romeo Div., Lear, Inc., Elyria, Ohio 

Lincoln Engrg. Co., Div., McNeil Machine & Engineer- 


ng Co., 5701 Natural Bridge Ave., St. Louis 20, 

Mo 

Mariow Pumps Div., Bell & Gossett Co., P. 0. Box 
200, Midland Park, N. J 


Nash Engineering Co., South Norwalk, Conn 

Peacock Bros. Ltd., P. 0. Box 1040, Montreal, Quebec, 
Canada 

Pesco Prods. Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

Robbins & Myers, Inc., 1345 Lagonda Ave., Spring- 
field, Ohio 


Southwestern Industries, Inc., 
os Angeles 45, Calif 


5880 Centinela Ave., 


Sundstrand Turbo, 10445 Glenoaks Bivd., Pacoima, 
THOMPSON PRODUCTS, INC., General Offices, Cleve- 
land 17, Ohio. SEE ADV. D-170 


Titan Pump & Engrg. Corp., 43600 Grand River Ave., 
Novi, Mich 

Tokheim Corp., 1602 Wabash Ave., Fort Wayne, Ind 

Turbocraft Co., 492 E. Union St., Pasadena, Calif 

United Metallic 0 Ring Corp., Box 1035, Dayton 1, 

Vickers, Inc. Div., 
& Engrg. Center 

Viking Pump Co., 
lowa 

Wayne Pump Co 
Ft. Wayne, Ind 


Sperry Rand Corp., Administrative 
Detroit 32, Mich 
Fourth & Purdy Sts., Cedar Falls, 


Herbert, Riverbend & Griffen Sts., 


Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 
Hwy., Lynwood, Calif 

WHITTAKER CONTROLS ODIV., TELECOMPUTING 
CORP., 915 Citrus Ave., Los Angeles 38, Calif. 


SEE ADV. 8-41 


Pumps, Vacuum 


AIRWORK CORPORATION, Municipal Airport, Millville, 
New Jersey. SEE ADV. D-201 


Applied Dynamics Corp., 32 North Main St., Natick, 
Mass 

Aro Equipment Corp., Aircraft Div., Bryan, Ohio 

Aro Equipment of Canada Ltd, P. 0. Box 515, 


Toronto 15, Ontario, Canada 


Beach-Russ Co., 50 Church St., New York 7, WN. Y 


Bell & Gossett Co., 8200 N. Austin Ave., Morton 
Grove, Ill 

Bendix Aviation Corp., Utica Div., Utica, N. Y 

Cambridge Corp., Lowell Industria! Park, Lowell, Mass. 

Central Scientific Co., 1700 Irving Park Rd., Chicago, 


I 

Chicago Pneumatic Tool Co., 
York 17, 

Consolidated Electrodynamics Corp., 
Madrevilla, Pasadena 15, Calif. 

Consolidated Electrodynamics ‘ Corp Rochester Div., 
1775 Mt. Read Bivd., Rochester 3, N. Y. 

CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

CORNELIUS CO., THE, 550 39 Ave., N. E., Minneapolis 
21, Minn. SEE ADV., 0-188 

Eisler Engineering, 760 S. 13th St., Newark, WN. J. 

EITEL-McCULLOUGH, INC., 301 Industrial Way, San 
Carlos, Calif. SEE ADV. C-2 

Garwin, Inc., 1326 Walnut St., Wichita, 

Giannini Plasmadyne Corp., 3839 S. Main St., 
Ana, Calif 

Lear, Inc., 3171 S. Bundy Dr., 


8 East 44th St., New 


300 N. Sierra 


Kansas 
Santa 


Santa Monica, Calif. 


Lear, Inc., Elyria, Ohio 
Newark 5, N. J 


Lear Romeo Div., 
Leiman Bros., Inc., P. 0. Box 1339 


M-D Blowers, Inc., 100 Fourth Street, Racine, Wis- 
consin 
NRC Equipment Corp., 160 Charlemont St., Newton 


61, Mass 
Nash Engineering Co., South Norwalk, Conn 
Peacock Bros. Ltd., P. 0. Box 1040, Montrea!, Quebec 
Canada 


Pennsylvania Pump & Compressor Co., Bushk Or 
Easton, Pa 

Pesco Prods. Div., Borg-Warner Corp 24700 North 
Miles Rd Bedford, Ohio 

Resitron Labs., 2908 Nebraska, Santa Monica, Calif 

Quincy Compressor Co., 217 Maine St., Quincy, Iilin 

F. J. Stokes Corporation, 5500 Tabor Rd., Philadel- 
phia 20, P 

Sutorbilt Corp., 2966 E. Victoria St., Compton 
Calif 


Fort Wayne, in 


1602 Wabash Ave d 
Bay P Seattle 5 


4540 Unior 


Tokheim Corp., 

United Contro! Corp., 
Wash 

Vacuum-Electronic Engrg. Co 
Hyde Park, N. Y 


86 Denton Ave., New 


Varian Associates, Tube Div., 611 Hansen Way, Palo 
Alto, Calif 

Veeco Vacuum Corp., 86 Denton Ave New Hyde 
Park, N. Y 

W. M. Welch Mfg. Co., 1515 N. Sedgwick, Chicago 
IN 

Great Lakes Mfg. Corp., 4223 Monticello Bivd., Cleve 
land 21, Ohio 

E. Greiner Co., 22 N. Moore St., New York, N. Y 


Hoof Products Co., 6543 So. Laramie Ave., Chicago 
38, I 

Ingersoll-Rand Co., 11 Broadway, New York 4, N. Y 

International Pump & Machine Wks., 83 Dorsa Ave. 
Livingston, N. J 

Joy Mfg. Co 333 Oliver Bidg., Pittsburgh 22, Pa 

Kinney Mfg. Div., New York Air Brake Co 3529 


Washington St., Boston 30, Mass 


. . 
Pumps, Water Injection 
Adel Precision Products Div., General Metals 
10777 Vanowen St., Burbank, Calif 
——— i Div., The Garrett Corp., 9851 Ser 
Los Angeles 45, Calif 
AIRWORK CORPORATION, Municipal Airport, Millville 
New Jersey. SEE ADV. 0-201 
John Bean Div Food Machinery 
Lansing 4, Mich 
Bendix Aviation Corp., 


& Chemical Co, 


Utica Div., Utica, N. Y 
The J. C. Carter Co., 671 West 17 St., Costa Mesa 


Calif 

CHANDLER-EVANS DIV., PRATT & WHITNEY nay 
INC., Charter Oak Bivd., West Hartford 1 
SEE ADV. A-45 

Curtiss-Wright Corp., Propulsion Products Div., 1860 
Franklin St., Santa Monica, Calif 

Great Lakes Mfg. Corp., 4223 Monticello 8ivd., 


land 21, Ohio 
HOOVER ELECTRIC CO. 


Cleve- 


2100 South Stoner Ave., Los 


Angeles 25, Calif SEE ADV. C-97 
HYDRO-AIRE, INC., 3000 Winona Ave., Burbank, Calif 
SEE ADV. D-175 
Lear, Inc., 3171 S. Lundy Or.,. Santa Monica, Ca 
Lear, Romeo Div., Lear, Inc., Elyria, Ohio 
National Water Lift Co. Div., Cleveland Pneumatic 
Industries, Inc., 2220 Palmer Ave., Kalamazoo 
ch 
Pesco Prods. Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 
Roper Hydraulics, Inc 340 Blackhawk Park Ave 
Rockford, I! 
Southwestern a es, Inc., 5880 Centinenia Ave 
Angeles 45, Calif 


Los 
THOMPSON prooucts. INC., General Offices, Cleve- 
land 17, Oho. SEE ADV 


D-170 


Pumps, Wobble 


Products Div., Genera 
Burbank, Calif 
Pewaukee, Wisc 

Cc 611 North 40 St., 


Ade! Precision Metals Corp 
10777 Vanowen St., 

Dynex, Inc., 777 Dynex Or 

Engineering & Manufacturing 
Philadelphia 4, Pa 


Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 
Lear, Romeo Div., Lear, Inc., Elyria, Oh 
Pesco Products Div., Borg-Warner Corp., 24700 North 


Miles Rd., Bedford, Ohio 
UNITED AIRCRAFT ae a INC., P. 0. Box 1035, 


Dayton, Ohio. SEE ADV. B-43 
— Meta 0 ring Corp., Box 1035, Dayton 1, 
WHITTAKER CONTROLS - TELECOMPUTING 
cor 915 trus Ave. Los Angeles 38, Calif 
See ADV. B-41 
. . 
Punching Equipment 
Buffalo Metal Container Corp., 35 Roetzer St., Buffalo 
11, 
M-M-A, Inc., Box 411, Lancaster, Pa 


Richard Brothers Punch Div., Allied Products Corp 
26500 Capito! Ave., Detroit 39, Mich 
Soroban Engineering, Inc., Box 1717, Melbourne, Fla 


Southworth Machine Co., 463 Warren Ave., Portland, 
Maine 
Taylor Winfield Corp., 1052 Mahoning Ave., N. W., 


Warren, Ohio 


Wales-Strippit, Inc., Akron, N. Y. 
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Purifiers, Water 


A.R.F. Products, Inc, 7627 Lake St., River Forest, 
Til 

Carma Mfg. Co., 1879 M 

Crystal Research Labs., Inc., 
Conn 

Everpure, Inc., 2627 West 19th St., 

Fischer & Porter Co., 790 Warminster 
Pa 

Hooker Chemica 
N. Y 

Mechanical Equ 
St. Joseph Sts., 


Push Buttons (See Also 
Knobs) 


lin Ave., Torrance, Calif 
29 Allyn St., Hartford, 


Chicago 8, Ill 
Rd., Hatboro, 
Niagara Falls, 


Corp., 1 Iroquois St., 


pment Co., Inc., 861 Carondelet Corner 
New Orleans 12, La. 


Allied Control Co. Inc., 2 East End Ave., N. Y. C 
Cole-Hersee C 20 Old Colony Ave., Boston 27, Mass. 
Cutier-Hammer, Inc., 315 North 12 St., Milwaukee 
3, Wisc 
Lake St., Chicago 24, 


Electro-Snap Corp., 4218-24 W 
TT 


National febricating Co., 129-01 N. Conduit Ave., S 


Ozome Park, N. Y 


Telectro Industries Corp., 36-16 37th St., Long 
Istand City 1, WN. Y. 
Westinghouse Electric Corp., 3 Gateway Center, P. QO. 


Box 868, Pittsburgh 30, Pa. 


Pyrometers 


Aero Research Instrument Co., 315 N. Aberdeen St., 
Chicago 7, | 

Bailey Meter Co., 1050 Ivanhoe Rd., Cleveland 10, 
Ohio 

Barnes Engineering Co., 30 Commerce Rd., Stamford, 
Conn 

Bristo! C The, P. 0. Box 1790-A. W., Waterbury 
20, Conn 

Canadian Research Institute, 46 St. George St., 
Toronto mario, Canada 

Eisler Engineering, 760 S. 13th St., Newark, N. J 

Electronics Corp. of America, One Memoria! Dr., Cam- 
bridge 42, Mass 

Epic, Ir 154 Nassau St., New York, N. Y 

Genera! Electric Co., Apparatus Sis. Div., 1 River Rd., 


Schenectady 5, N. Y 


E. Greiner Co., 22 N. Moore St.. New York, N. Y. 

Howell Instrumeat Co 3101 Trinity, Fort Worth, 
Texas 

K. H. Huppert Co., 6830 South Cottage Grove Ave., 
Chicago 37, Illinois 

Leeds & Northrup, 4970 Stenton Ave., Philadelphia 
44, Pa 

Minneapo s-Honeywell Regulator Co., Industrial Prod- 
ucts Group, Wayne & Windrim Aves., Philadelphia 
44, Pa 

Sortin-Elner Corp. fain Ave., Norwalk 

Pyrometer Instrument Co. Inc., 92 Portland Ave., 
Sergentiold, N. J 

Radiation £ ronics Corp., 8241 N. Kimb Ave., 
Skokie 

Temperature mgr. Corp., 1100 Union Landing Rd 


o> Inc., Saddle Brook, N. J 
e ment Corp., 614 Frelinghuysen 

Ave., p Setar 12, 7: i 

Reamers 


Canada Illinois Tools, Ltd., 75 Scarsdale Rd., Don 





Mills, Ontario, Canada 

Kent-Moore Organization, Inc., 28635 Mound Road, 
Warren, Mich 

Lund Aviation, In 230 Park Ave. N. Y. 17, N.Y 
K. Too mpany, iInc., The, Milford, N. # 

PIC Design Cor; Sub. of Benrus Watch Co Inc., 
477 Atlantic Ave., East Rockaway, N. Y 

Production & Equipment Co., Inc., 3500 West Fort 
St., Detroit 16, Mich. 

Shearcut Too 7045 Darby Ave., Reseda, Calif 


Thor Power Toc State & Claim Sts., Aurora, Ill. 





The Tomkins Co., 617 N. Mechanic St, 
Jackson, Mich 

Union Twist Drill Co., Athol, Mass 

United Supply Co., 3676 S. Broadway Pl., Los An- 
geles 7, Calif 

Reactors, Nuclear 

Atomics International Div., North American Aviation, 


Park, Calif 
Industries, Inc., 
D. C. 


Inc., 21600 Vanowen, Canoga 
Nuclear Products-Erco Div., ACF 
508 Kennedy Street, N. W., Washington 11, 


Recovery Equipment, Aircraft 
(External) 
Airconductors, 367 East Olive, 


All American Engineering Co., 
mington, . 


Gardena, Calif 


du Pont Airport, Wil- 


E. W. Bliss Co., 1375 Raff Rd., S. W., Canton, Oh 

Lindholm Corp., 585 Main St., East Orange, N. J 

Lockheed Aircraft Corp, Georgia Div., Special Products 
Branch, Marietta, Ga. 


Miller Research Labs. Div., Miller Metal Products, 
Inc., 2215 Russell St., Balti more 30, Md 
ORDCO DIV., BERMITE POWDER CO., 11120 
ston St., North Hollywood, Calif SEE ADV. B- 40. 
Power 600 Stokes Ave., Trenton, 


Generators, Inc., 
Cook Electric Co., Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, I!/ 


Security o-- Co., 295 West 141 Ave., San 
Leandro, Cal 

SIMMONDS AEROCESSORIES, ry 105 White Plains 
Rd., Tarrytown, N. Y. SEE . D-195 

Stanley Aviation Corp., 2501 om as St., Denver, C 

Townsend Engineered Products, Inc., 805 S. McClay 
St., Santa Ana, Calif 

United States Stee! Corp., Consolidated Western Stee 
Div., P. 0. Box 2015, Terminal Annex, Los Angeles 
54, Calif 


Van Zeim Associates, Balti- 
more 6, Md 

Washington Technologica 
Ave., Rockville, Md. 


Reducers, Speed 


Advance Gear & Machine Corp., 5851 
Los Angeles 1, Calif 

American Pulley Co., 
delphia 29, Pa 


Associates, Inc., 979 Rollins 


4200 Wissahicken Ave., Phila- 


Bowmar Instrument Corp., 2415 Pennsylvania . 
Ft. Wayne, Ind 
Cleveland Worm & Gear Co., 3300 East 80 St., Cleve- 


and 4, Ohio 


Joe Davidson & Associates, P. 0. Box 108, South Gate 
ati 

Falk Corp., The, 3001 West Can St., Milwaukee 1, 
Wisc 


ic Motor Co., Findlay Rd., Lima, Ohio 
AWGL-58, Pruden 


The Lima Electr 
Link-Belt Company Dept 


hicago 1, Ill 

Lucas-Rotax Ltd., Box 115, Stat Toronto 13, 
Ontario, Canada 

l ty Mfg. Corp., Glen Head, N 

McGraw-Edison Company, Thoma A Edison Indus 
Instr. Div., 51 Lakeside Ave West rance, N. J 

Michigan Tool Co. 717 East McNichols Road 
Detroit 12, Mich 

Morse Chain Co., Ithaca, N. Y 

National Frost Protection Co Inc 2990 WN n 
Fernando Bivd., Burbank, Calif 

Peacock Bros. Ltd., P Box 104 Montreal, Quebe 
Canada 

Perkins Machine & Gear C C t Ave., West 
Springfield, Mass 

Reliance Electric & Engrg. C 24701 € d Ave. 
Cleveland 17, Ohio 

Revco, Inc., 1900 Lyndale Av S Minnea 5 
Minn 

Sido Ltd., 555 Boivin Bivd., Granby, Quebec, Canada 

Southwestern Industries, Inc., 5880 Centinela Ave., 
Los Angeles 45, Calif 

Sterling Electric Motors Co., 5401 Telegraph Rd., 
Los Angeles 22, Calif. 

Sterling Precision Corp., 17 Matinecock Av Port 
Washington, N. Y 

Technical Development Co., 305 South Chester Pike, 
Glenolden, Pa. 

Western Gear Corp., P. 0. Box 192, 2600 E. Im- 


Lynwood, Calif 
Corp., 3 


perial Hwy., 


Westinghouse Electric Gateway Center, P. 0. 


Box 868, Pittsburgh 30, Pa 
York Gears, Ltd. 825 Caledonia Rd., Toronto 19, 
Ontario, Canada 


Reels, Inertia 


American Seating Co., 901 Broadway N. W., Grand 
Rapids 2, Mich 

Flight Refueling, Inc., Friendship International Air- 
port, P. 0. Box 1701, Baltimore, Md 

Hardman Tool & Engineering Co., P Box 25825, 


Los Angeles 25, C 


1845 S. Bundy Drive, a 
Corte Madera, Calif 


H. Koch & Sons, Box 125, 
Talco Engineering Co., 
The Thermix 


2685 State St., Hamden, Conn. 
Cc 


Corp., Box 1198, Greenwich, 


Reels, Hose 


Alemite Div Stewart War ner Corp., 1828 West 
Diversey Bivd., Chicago 14, Ill 

Defense Products, Nuclear Products-Erco Div., ACF 
Industries, Inc., Riverdale, Md 

Flight Refueling, Inc Friendship Internat Aire 
port, P. 0. Box 1701, Baltimore, Md 

Gray Co., Inc. 56 llth Ave., N. E., Minneap 13, 
Minn 

Gutta Percha & Rubber, Ltd. 114 O'Hara Ave., 
Toronto 3, Ontario, Canada 

Clifford 8. Hannay & Son, Inc., Westerlo, N. Y 


The McNeill Machine & Engrg. Co., 4010 Good ow 
Bivd., St. Louis 20, Mo 
A. Schrader’s Sons, 470 Vanderbilt Ave., Brooklyn 17, 
Ve 
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REGULATORS, AIR 


Symington-Wayne Corp., W Wash- 
ngton 5, D.C 

Wayne Pump Co Herbert, Riverbend & Griffen Sts 
Ft. Wayne, ind 


re Bidg., Rm. 809, 


’ 


Refrigeration Equipment 


A escere h tag iw. The Garrett Corp., 9851 Sepul- 


veda Bivd f 

AMERICAN AiR FILTER. to., “INC DEFENSE PROD- 
UCTS DIV., 310 Third , Rock Island, SEE 
ADV. D-205 

Aqualite Corp., 166 th St aM a, Calif 
arrier Corp., Carrier arkway yracuse New York 

Cincinnati sb-Zer Products, 3930 Reading Rd., 
Cincinnati 29 h 

Cutler-Hammer, Inc., 15 North 12 St Milwaukee 
3, Wisc 

Drayer-Hanson Div Nat : Radiator ( ’ 
P ). Box 2215 Ter al Annex, | Angeles 54, 

EASTERN INDUSTRIES, INC., 1 skiff St.. Hamden 
14, Conn. SEE ADV. D-177 

——= onal os lll New York Ave 
Wes F 

JAS >. "MaRSH CORPORATION, 3501 ward St., 
kokie E ADV. A-53 

McGraw-E disor 9 

v e r Sra any t riur N gan 
atos Div 4 d ) & ay 

nore, WN 
Task Corp 9 ve = A An alif 


UNITED “AIRCRAFT PRODUCTS. INC., P Box 1 
SEE A 


Dayton, Oh DV. 8-43 

ted Metallic O Ring rp Box 103 vt 1 
Wood, W. C Ltd., The, 5 Queen S nN 

Untar anada 


Refrigeration Equipment, 
Ground 
AiResearch Mfg. Div The arrett Corp 9851 ‘ - 


veda Bivd Angeles 45 f 
ar on AIR FILTER CO., INC., DEFENSE PROD- 
DIV., 310 Th 


d St., Rock Island SEE 
ADV D-205 
American Ele 102 West vent t. 
S ~ ~- 17 alif 
ASSOCIATED TESTING LABS. INC. 25 ciaton & 
aidwell, N SEE ADV. D-192 
Aviquipo of Canada 636 St. Pa St. W., Mont- 
real, Quebec anada 
Be & Gossett Co 8200 N. A ‘ \ 
prove, Ill 
arrier Corp., Carrier Parkway y e i, New York 
Cincinnati ane o 3930 Reading R 
nnat Oh 
CONSOLIDATED DIESEL ELEC Cone 
Stamford, Conn. SEE ADV. D-20 
Joe Davidson & Associates, f x 108 
Calif 
Dr ayer- Hanson Div Nat Radiat 
Box 2215, Tern Annex Angele 4 
EASTERN eee = INC. J} kiff St. jen 
SEE ADV. D-1 
The barrett Mfg. Cor f } td., 4 R e Rd 
Re xdale, Ontario anad 
Gremco, Inc., 3535 N 
Texas 
H igt nd .—, neering 1732 Berk 
c G. HOKANSON co INC ] t 
Angeles 25 a SEE ADV. 0-201 
Highland Engineering 1732-472 x y t a 
Monica, Calif 
Hussmaann Aircraft Div 
819 East Tay 
JAS. P MARSH CORPORATION i 
kokie SEE ADV. A-53 
McGraw-Edison Co Elg 
M-D Blowers F t - 
SPACE CORP., P. 0. Box 51 Tex SEE 
ADV. D-161 
$ Re oe 
T e T 2 
UNITED AIRCRAFT PRODUCTS INC P Box 1035, 
Dayton SEE ADV. B-4 
Wood, W > Ltd. 5 Q G ph, 
Ontario, Canada 
Regulators, Air 
Accessory Product v f Text i 616 
Ww Whittier Bivd f 
The Aerotec Corp., Greenw 
AiResearch Mfg. Div., The Ga tt 402 on 
St., Phoenix, Ariz 
AiResearch Mfg. Div The - 
veda Bivd Los Angeles 
Alar Products, Inc., 107 owe ‘ 
Ohio 
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REGULATORS, AIR 


Inc., 50 St. McQuesten Parkway, Mt. Vernon, 


The Angle Computor Co., 1709 Standard Ave., Glen- 


Aqualite Corp., 1660 Tenth St., 

Arkwin Industries, Inc., 648 Main St., Westbury, N. Y. 

Aro Equipment Corp., Aircraft Div., Bryan, Ohio 

Aro Equipment of Canada Ltd., P. 0. Box 515, Toronto 
15, Ontario, Canada 


4" 
N 


Santa Monica, Calif. 


Arrow a Inc., 1900 South Kostner Ave., Chicago 
, i. 
Bendix Aviation Corp., Utica Div., Utica, N. ¥ 
—— Products Co., 1450 N. Lake St., Pasadena 6, 
vv. 
— Mfg. Corp., 1839 Blake Ave., Los Angeles 39, 
7. 
Brandstrom Electric Co., Westport, Conn. 
Carleton Aviation Co. Inc., East Aurora, New York 
Carma Mfg. Co., 1879 Millin Ave, Torrance, Calif. 
Century Controls Corp, 80 £. Montauk Highway, 
c Lindenhurst, N. Y. 
lary Dynamics, 408 Junipero, San Gabriel, Calif. 
CORNELIUS CO., THE, 550 39 Ave. N. E., Minne- 
apolis 21, Minn. SEE ADV. D-188 
Darco Industries Inc., Val-Aero Div., 2151 E. Rose- 
crans Ave., El Segundo, Calif 


DeVilbiss Co., The, Phillips Ave., Toledo 1, Ohio 
umont Aviation Assocs., 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif 

Fulton Syiphon Div., Robertshaw-Fulton Controls Co., 
P Box 400, Knoxville 1, Tenn 


Futurecraft Corp., 1727 N. Chico St., El Monte, Calif. 


Gits Bros. Mfg. Co., 1832 S. Kilbourn Ave., Chicago 
23, 1 : 

Gray Co., Inc., 56 llth Ave. N. E., Minneapolis 
13, Minn. 

Grove Valve & Regulator Co., 6529 Hollis St., Oak- 
land 8, Calif 

B. H. Hadley, Inc., 1427 Garey Ave., Pomona, Calif. 


Hughes Tool Co., Aircraft Div., 
Culver City, Calif 
Hydrodyne Corp., 7350 

Hollywood, Calif 


Florence & Teale Sts., 


Coldwater Canyon Ave., N. 


Interstate Engineering Corp., 600 East Vermont Ave., 
Anaheim, Calif. 

Janitrol Aircraft Div Surface Combustion Corp., 
4200 Surface Rd., Columbus 4, Ohio 

Walter Kidde & Co., Inc., 256 Main St., Belleville 
9, Sa. Jo 

Kidde, Walter & Co. of Canada, Ltd. Montreal 9, 


Quebec, Canada 
Wallace 0. Leonard Inc., 373 South Fair Oaks, 


M. C Mfg Co., 118 
Mich 

Normalair (Canada) Ltd 1425 The 
Etobicoke, Toronto 14, Ontario, Canada 

Parker Aircraft 5728 West Century Bivd., Los 


Indianwood Rd., Lake Orion, 


Queenway, 


Angeles 45, Calif 

a Development Labs. 1120 El Segundo 
Bivd Segundo, Calif. 

PROTOTYPE RESEARCH, INC., 


13148 Raymer St. 
North Hollywood, Calif. SEE ADV. D-201 
RANDALL ENGINEERING CORP., 5933 Bowcroft St., 
Los Angeles 16, Calif. SEE ADV. D-203 
Robertshaw-Fulton Controls Co., Aeronautical & 


Instrument Div Santa Ana Freeway at Euclid 
Ave., Anheim, Calif. 
Sheffield Corp., The, Sub., Bendix Aviation Corp., 


721 Springfield St., Dayton 1, Ohio 
Sierra-Schroeder Controls Diw., Idaho Maryland 
Mines Corp., 2919 E. Victoria, Compton, Calif 
Sterer Engineering & Mfg. Co., 11423 Van Owen St., 
North Hollywood, Calif 
Superior Pneumatic & Mfg. Inc., 
Cleveland 25, Ohio 
UNITED AIRCRAFT yg INC., P.O 


4758 Warner Rd., 


Box 1035, 


Dayton, Ohio SEE ADV. B-43 

United Electric Controls Co., 85 School St., Water- 
town 72, Mass 

nited Metallic O Ring Corp., Box 1035, Dayton 1, 
Ohio 

Vinson Mfg. Co., Inc., 8044 Woodley Ave., Van 
Nuys, Calif 

Wallace & Tiernan, Inc., 25 Main St., Belleville 9, 
N. J 

Westinghouse Air Brake Co Industrial Products 
0 P. 0. Box 36, Wilmerding, Pa 

WHITTAKER CONTROLS DIV., TELECOMPUTING 
CORP., 915 N. Citrus Ave., Los Angeles 38, Calif. 


SEE ADV. B-41 


Zep Aero, 113 Sheldon St., El Segundo, Calif. 


Regulators, Air Combustion 


Brandstrom Electric Co., Westport, Conn. 

Hagan Chemicals & Controls, Inc., Hagan 
1346, Pittsburgh 30, Pa 

Janitro! Aircraft Div Surface Combustion Corp., 
4200 Surface Rd., Columbus 4, Ohio 


Bidg.-Box 


Regulators, Air Pressure 


Accessory Products Co., Division of Textron Inc., 616 
W. Whittier Bivd., Whittier, Calif. 

Actuation Research 416 N. 
Glendale 6, Calif 

The Aerotec Corp., Greenwich, Conn. 

Airborne Research & Development Corp., 
Fernando Rd., Sun Valley, Calif. 


Corp., Glendale Ave., 


7530 San 
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AiResearch Mfg. Div., The Garrett Corp., 402 S. 
36 St., Phoenix, Ariz 

AiResearch Mfg. Div The Garrett Corp., 9851 
Sepulveda Bivd., Los Angeles 45, Calif 

Alemite Div., Stewart Warner Corp., 1828 West 
Diversey Bivd., Chicago 14 


, 
McQuesten 





Altair, Inc., 50 St., Parkway, Mt. 
Vernon, N. Y 

Altitude, Inc., 113 Sheldon St Segundo, Calif 

The Angie Computor Co., 1709 Standard Ave., 
Glendale 1, Calif 

Aqualite Corp., 1660 Tenth St., Santa Monica, Calif. 

Aro Equipment Corp., Aircraft Div., Bryan, Ohio 

Aro Equipment of Canada itd, P. 0. Box 515, 
Toronto 15, Ontario, Canada 

Arrow Tools, Inc., 1900 South Kostner Ave., 
Chicago 23, | 

The Bastian- Blessing Co., 4201 W. Peterson Ave., 


hicago 46, Ill 








Bendix Aviation Corp., Utica [ Utica, N. Y 

Binks Mfg. Co., 3114 West Ave., Chicago 
12, 

Bobrick Mfg. Corp., 1839 Blake Ave., Los Angeles 
39, Calif 

Brandstrom Electr Co Westport, 

Carleton Aviation Inc East r 

Carma Mfg. Co 1879 Millin Ave anc 
ary Dynamics, 408 Junipero, San Gabriel, Calif 

CORNELIUS CO., THE, 550 39 Ave., N. E., Minne- 








apolis 21, Minn SEE ADV. 0-188 
rco Industries Inc., Val-Aero Div., 2151 E. Rose- 
crans Ave., El Segundo, Calif 

DeVilbiss Co The, Phillips Ave Toledo 1, Ohio 

Fulton Syiphon Div., Robertshaw-Fulton Controls Co., 
P. 0. Box 400, Knoxville 1, Tenn 
tu 1717 WN. Chico St., El Monte 
Calif 

Gilfillan Brothers, Inc. 1815 Venice Bivd Los 
Angeles 6, Calif 

Gladden Products Corp 635 W Colorado Blvd 
Glendale, Calif 

Gray Co., Inc., 56 llth Ave., N. E Minneapolis 13, 
Minn 

Great Lakes Mfg. Corp., 4223 Monticello Bivd., 


Cleveland 21, Ohio 


E. Greiner Co., 22 N. Moore St., New York, N. Y 

Grove Valve & Regulator Co., 6529 Hollis St., Okland, 
Calif 

Hagan Chemicals & Controls, Inc Hagan Bidg.-Box 
1346, Pittsburgh 30, Pa 

Hughes Too! Co., Aircraft Div., Florence & Teale Sts., 

uver City, Calif. 

HYDRO-AIRE, INC., 3000 Winona Ave., Burbank, Calif 
SEE ADV. D-175 

Hydrodyne Corp 7350 Coldwater Canyon Ave., N. 


Hollywood, Calif 
Interstate Engineering Corp., 600 East 
Anaheim, Calif. 

Janitrol Aircraft Div Surface Combustion 
4200 Surface Rd., Columbus 4, Ohio 
Walter Kidde & Co., Inc., 256 Main St., Bellville 

9, N. J. 
Kidde, Walter & Co., of Canada, Ltd., 5500 Royal- 
mount Ave., Montreal 9, Quebec, Canada 
Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 
Wallace 0. Leonard iInc., 373 South Fair Oaks, 
Pasadena, Calif 
H. W. Loud Machine Works, Inc., 
Pomona, Calif 
M. C. Mfg. Co., 118 
Mich 
Marotta Valve Corp., Boonton Ave., Boonton, N. J 
Minneapolis-Honeywell Regulator Co., Industria! Prod- 
Wayne & Windrim Aves., 


Vermont Ave., 


Corp., 


969 E. Second St., 


Indianwood Rd., Lake Orion, 


ucts Group, Philadelphia 
44, Pa 
National Welding Equipment Co., 218 Fremont St. 


Calif 
3400 South Elati St 


San Francisco 


C. A. Norgen Co Englewood, 


‘ 


Colo 
Normalair (Canada) Ltd., 1425 The Queensway, Etobi- 
coke, Toronto 14, Ontario, Canada 


Parker Aircraft Co., 5728 West Century Bivd., Los 
Angeles 45, Calif 

Propulsion Development Labs., 

E! Segundo, Calif 

PROTOTYPE RESEARCH, INC., 13148 Raymer St., 
North Hollywood, Calif. SEE ADV. D-201 

Puritan Compressed Gas Corp Aviation Div., 2012 
Grand Ave., Kansas City 8, Mo 

RANDALL ENGINEERING CORP., 5933 Bowcroft St., 
Los Angeles 16, Calif. SEE ADV. D-203 

A. Schrader’s Sons, 470 Vanderbilt Ave 
Sy Wa, ee 

SCHULZ TOOL & MFG. CO., 4 
Gabriel, Ca SEE ADV. A-2 

Sierre-Schroeder Controls Div 
Corp., 2919 E. Victoria, Compt 

Stair Instrument Co., The, P. 0. Box 341 
North Hollywood, Calif 

Sterer Engineering & Mfg. Co., 11423 Van Owen St., 


1120 E! Segundo Bivd., 





Brooklyn 


25 S. Pine St., San 


Maryland Mines 
Calif 





Station 1, 


North Hollywood, Calif 

Stratos Div., Fairchild Engine & Airplane Corp., Bay 
Shore, N. Y 

Superior Pneumatic & Mfg. Inc., 4758 Warner Rd., 
Cleveland 25, Ohio 

United Electric Controls Co., 85 School St., Water- 
town 72, Mass 

VICTOR EQUIPMENT COMPANY, 844 Folsom St., San 
Francisco 7, Calif. SEE ADV. D-185 

Vinson Mfg. Co., Inc., 8044 Woodly Ave., Van Nuys, 
Calif 

25 Main St., Bellville 9, 


Wallace & Tiernan, Inc., 
N. J. 


Westinghouse Air Brake Co Industrial Products Div. 
0. Box 36, Wilmerding, Pa 


Weston Hydraulics, Ltd. Sub., Bor - — me ° 
10918 Burban Bivd., North Holl 

WHITTAKER CONTROLS ODIV., FELECOMPUTING 
CORP., 915 N. Citrus Ave., Los Angeles 38, Calif 
SEE ADV. 8-41 

Zep Aero, 113 Sheidon St., El Segundo, Calif 


Regulators, Cabin Pressure 


Actuation Research Corp.,, 416 N. Glendale Ave., 
Glendale 6, Calif 

The Aerotec Corp., Greenwich, Conn 

AiResearch Mfg Div. The Garrett Corp 
Sepulveda Bivd., Los Angeles 45, Calif 


Altair, Inc., 50 St Mt 
N. Y 


9851 
McQuesten Parkway, Mt. Verne 


1660 Tenth St., Santa Monica, Ca 
Corp., Aircraft Div., Bryan, Ohio 


Aqualite Corp., 
Aro Equipment 





Bobrick Mfg. Corp., 1839 Blake Ave., Los Angeles 
39, Calif. 

Brandstorm Electric Co Westport 

Carleton Aviation Co Inc East York 

Century Controls Corp., 80 € Montauk Highway 
Lindenhurst, N. Y 

Darco Industries In Val-Aero Div., 2151 E. Rose 


Ave., El Segundo, Calif 
Fulton Syiphon Div., Robertshaw-Fulton Controls Co 
P. 0. Box 400 Knoxville 1, Tenn 


Gilfillan Brothers, Inc 1815 Venice Bivd L 
Angeies 6, Calif : 
Hamilton Standard Div., United Aircraft Cor 


Windsor Locks, Conn 
HYDRO-AIRE, INC.. 3000 Winor 
SEE ADV. D-175 
Janitroi Aircraft Div 

4200 Surface Rd., Columbus 4 


va Ave., Burbank 


Surface Combustion 


Normalair (Canada) Ltd 1425 The Queensway 
coke, Toronto 14, Ontario, Canada 
Propulsion Development Labs 1120 El Segun f 


RANDALL ENGINEERING CORP., 5933 Bowcroft St 
Los Angeles 16, Calif. SEE ADV. 0-203 

Sierra-Schroeder Controls Div., Idaho Maryland M 
Corp 2919 €E. Victoria, Compton, Calif 

Stair Instrument Co., The, P. 0. Box 341 
North Hollywood, Calif 

Sterer Engineering & Mfg. Co., 
North Hollywood, Calif 

United Electr Controls Co., 84 Schoo 
town 72, Mass 


Westinghouse Brake Co., Industrial Products Div 
P. 0. Box Wilmerding, Pa 

WHITTAKER CONTROLS DIV., TELECOMPUTING 
CORP., 915 N. Citrus Ave., Los Angeles 38, Ca 
SEE ADV. B-41 


Regulators, Cable Tension 


Bobrick Mfg. Corp., 1839 Blake Ave., Los Angeles 39 
Calif 


Talley Corp., The, Park, Caiif 


Newbury 


Regulators, Coolant 


Accessory Products Co., Division of Textron 616 
W. Whittier be eg r a. f 

Brandstrom Ele 

a ENGINEERING co. AIRCRAFT DIVISION 


0. Box 391, 725 Custer Ave, Evan 
SEE ADV. 0-204 
Regulators, Demand Oxygen 


Airborne Research & Development Corp., 7530 San 
Fernando Rd., Sun Valley, Calif 


Alar Products, Inc., 1071 Power Ave., Cleveland 14 


Ohio 
Altitude, Inc., 113 Sheldon St., E Segundo f 
Aro Equipment Corp Aircraft Div., Bryan, Ohio 
Aro Equipment of Canada Ltd. P. 0. Box 515 


Toronto 15, Ontario, Canada 


The Bastian-Blessing Co., 4201 W. Peterson Ave 
Chicago 46, Il! 
Brandstrom Electric Co., Westport, Conn 


Firewel Co., Inc., 3685 Broadway, Buffalo 25, N. Y 
Macedonia, Ohio 


Skinner Seal Div 


Fluid Power Inc 
Hydrodyne Corp., 


water Canyon Ave., North Hollywood, Calif 
Marotta Valve orp Boonton Ave Boonton, N. J 
National Welding Equipment Co 218 Frer St 
San Francisco, Calif 


DIVISION, BENDIX AVIATION 


— CENTRAL 
SEE ADV. 0-208 


ORP., Davenport, lowa 


.. Compressed Gas Corp Aviation Div., 2012 
Grand Ave., Kansas City 8, Mo 

Robertshaw-Fulton Controls Co., Aeronautical & Instru- 
ment Div., Santa Ana Freeway at Euclid Ave,, 


Anaheim, Calif 

VICTOR EQUIPMENT COMPANY, 844 Folsom St., San 
Francisco 7, Calif. SEE ADV. D-185 

eee CONTROLS DIV., TELECOMPUTING 
CORP., 5 WN. Citrus Ave., Los Angeles 38, Calif. 
SEE iow. B-41 


Zep Aero, 113 Sheldon St., El Segundo, Calif. 
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Regulators, Fluid Flow 


Accessory Products Co., Division of Textron Inc., 616 
W. Whittier Bivd., Whittier, Calif. 

Actuation Research Corp., 416 WN. Glendale Ave., 
Glendale 6, Calif. 

Aero Supply Mfg. Co., 611 W. Main St., 

The Aerotec Corp., ‘Greenwich, Conn. 

Waterman Engineering Co., 725 Custer Ave., Evanston, 


Il. 
Corp., 
f 


Corrp, Pa. 


AiResearch Mfg. Div., The Garrett 9851 
Sepulveda Bivd., Los Angeles 45, Calif. 

Altair, Inc., 50 St. McQuesten Parkway, Mt. Vernon, 
N. Y. 

Amer. Measurement & Control, 240 Calvary 
St., Waltham, Mass. 

The Angle Computor Co., 
Glendale 1, Calif 

Aqualite Corp., 1660 Tenth St., 


Inc., 
1709 Standard Ave., 


Santa Monica, Calif. 


Arkwin Industries, Inc., 648 Main St., Westbury, 
a Vv. 

Bertea Products Co., 1450 N. Lake St., Pasadena 6, 
Ca 

Bobrick Mfg. Corp., 1839 Blake Ave., Los Angeles 


39, Calif. 

Brandstrom Electric Co., Westport, Conn. 

Cadillac Gage Co., P. 0. Box 3806, Detroit 5, Mich. 

Carleton Aviation Co. Inc., East Aurora, New York 

The ¢, © Carter Co., 671 West 17 St., Costa, Mesa, 
Calif. 

Com. Air Products Div., A. S. R. Products Corp., 
1201 Rio Vista Ave., Los Angeles 23, Calif. 

Darco Industries Inc., Val-Aero Div., 2151 E. Rosecrans 


Ave., El , Calif. 
DeVilbiss Co., The, Phillips Ave., Toledo 1, Ohio 
Dumont Aviation Assocs., 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif. 
— & Porter Co., 790 Warminster Rd., Hatboro, 
Fluid Regulators Corp., 313 Gillette St., Paines- 


ville, Ohio 


Fulton Syiphon Div., Robertshaw-Fulton Controls Co., 
P. 0. Box 400, Knoxville 1, Tenn. 

Futurecraft Corp., 1717 WN. Chico St., El Monte, 
Calif 

Gilco, Inc., 404 North Halstead Ave., Pasadena 8, 
Calif 

Gray Co., Inc., 56 llth Ave., N. E., Minneapolis 13, 
Minn. 


B. H. Hadley, Inc., 

Hagan Chemicals & Controls, Inc., 
1346, Pittsburgh 30, Pa 

Haledy Electronics Co., 57 William St. 


’ 


1427 Garey Ave., Pomona, Calif. 
Hagan Bidg.-Box 


New York 

wee ret a Sons, Waldorf Instru 

HYDRO-AIRE, sinc, "3000 Winona Ave., Burbank, Calif, 
SEE ADV. D-175 

Hydrodyne ng Skinner Seal c~ 
Canyon Ave., North Hollywood, Ca 

Koehler Aircraft Products Co., 
Machine Co., 409 Leo St., 

—_., Industries, 20 West “ao St., 
N 


ment Co., 


B 350 Coldwater 


— New Britain 
Dayton 4, Ohio 

New York 36, 
Wa! A 0. Leonard 373 South Fair Oaks, 

Pasadena, Calif 
Marotta Valve Corp., Boonton Ave., Boonton, N. J. 
a | Rad Corp., 15-35 129 St., College Point, 
Y 


Inc., 


Regulator Co., Aeronautical 
Minneapolis 13, Minn 
5728 West Century Bivd., Los 


M inneapolis-Honeywell 
Div., 2600 Ridgway, 

Parker Aircraft Co., 
Angeles 45, Calif. 


Pesco Products Div., Borg-Warner Corp., 24700 
North Miles Rd., Bedford, Ohio 

Potter Aeronautical Corp., Route 22, Union, N. J 
Propulsion Development Labs., 1120 E! Segundo 


Calif. 
PROTOTYPE “RESEARCH, iNC., 19148 Raymer St, 


llywood, Calif. SEE ADV. 
RANDALL "ENGINEERING CORP., 5933 Bowcroft St., 


Los Angeles Calif. SEE ADV. D-203 

SCHULZ ool ‘ MFG. CO., me S. Pine St., San 
Gabriel, Calif, SEE ADV. A-2 

Sierra- Controls Div., Idaho Maryland Mines 


Corp., 2919 E. Victoria, Compton, Calif. 

SOLAR ‘AIRCRAFT CO., 2200 Pacific Hwy., San Diego 
12, Calif. SEE ADV. A-58 

Sterer Engineering & Mfg. Co., 11423 Van Owen St., 
North Hollywood, Calif. 

UNITED AIRCRAFT paeeecrs, pu. P. 0. Box 1035, 


Dayton, Ohio. SEE ADV 

United Contro! Corp., ph > Bay Pl., Seattle 
5, Wash 

United Metalic 0 Ring Corp., Box 1035, Dayton 1, 
hio 

Vinson Mfg. Co., Inc. 8044 Woodley Ave. Van 
Nuys, Calif. 


WATERMAN ENGINEERING CO., AIRCRAFT DIVISION, 
P. 0. Box 391, 725 Custer Ave. Evanston, Ill. 
SEE ADV. D-204 

— Sky Industries, 21301 Cloud Way, Hayward, 

hif. 


Regulators, Fuel Flow 


Accessory Products Co., Division of Textron Inc., 616 
W. Whittier Bivd., Whittier, Calif. 


Actuation Research Corp., 
Glendale 6, Calif. 


Aero Supply Mfg. Co., 611 W. Main St., Corry, Pa. 
The Aerotec Corp., Greenwich, Conn. 


416 WN. Glendale Ave., 


AiResearch Mfg. Div., The Garrett Corp., 9851 
Sepulveda Bivd., Los Angeles 45, Calif 

Amer. Measurement & Control, Inc. 240 Calvary 
St., Waltham, Mass 

Aqualite Corp., 1660 Tenth St., Santa Monica, Calif. 

=. Industries, Inc., 648 Main St., Westbury, 

BELL AIRCRAFT -, Niagara Falls Bivd., Niagara 
Falls, N. Y. SEE ADV. A-46 

Bertea Products Co., 1450 N. Lake St., Pasadena 6, 
Calif. 


Brandstrom Electric Co., Westport, Conn. 
The J. C. Carter Co., 671 West 17 St., 


Calif. 

CHANDLER-EVANS DIV., PRATT & WHITNEY CO., 
INC., Charter Oak Bivd., West Hartford 1, Conn. 
SEE ADV. A-45 

Com. Air Products Div., 
1201 Rio Vista Ave., Los Angeles 23, Calif. 

Electric Regulator Corp., Norwalk, Conn 

Fischer & Porter Co., 790 Warminster Rd., 


Costa Mesa, 


A. S. R. Products Corp., 


Hatboro 


Pa. 

Fluid Regulators Corp., 313 Gillette St., Painesville, 
hio 

Fulton Syliphon Div., Robertshaw-Fulton Controls Co., 
P. 0. Box 400 Knoxville 1, Tenn 

Futurecraft Gorp., 1717 N. Chico St., El 
Calif. 

Great Lakes Mfg. Corp., 4223 Monticello Bivd., 
land 21, Ohio 

B. H. Hadley, Inc., 1427 Garey Ave., Pomona, Calif 

Hagan Chemicals & Controls, Inc., Hagan Bidg.—Box 
1346, Pittsburgh 30, Pa 

Hughes Tool Co., Aircraft Div., Florence & Teale Sts., 
Culver om Calif. 

F. Cc Sa > Sons, Waldorf Instrument Co., Hunt- 


nYORO-AIRE, ‘we, 
SEE D-175 

tygrebes yh Skinner Seal Div., 7350 Coldwater 
Canyon Ave., ‘North Hollywood, Calif 

Janitrol Aircraft Div., Surface Combustion Corp., 
4200 Surface Rd., Columbus 4, Ohio 

Koehler Aircraft Products Co., Inc., Sub, New Britain 


Monte, 


Cleve- 


3000 Winona Ave., Burbank, Calif. 


Machine Co., 409 Leo St., Dayton 4, Ohio 

Korda Industries, 20 West 46 St.. New York 36, 
N. Y. 

Wallace 0. Leonard Inc., 373 South Fair Oaks, 
Pasadena, Calif. 


Marotta Valve Corp., Boonton Ave., Boonton, N. J 


Marquardt Aircraft Co., 16555 Saticoy St., Van Nuys, 
Calif. 

Mercury Rad Corp., 15-35 129 St., College Po 
N. Y. 

Minneapolis-Honeywell Regulator Co., Aeronautical 


Div., 2600 Ridgway, Minneapolis 13, Minn 

Parker Aircraft Co., 5728 West Century Bivd., Los 
Angeles 45, Calif. 

Pesco Products Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

Potter Aeronautical Corp., Route 22, Union, N. J 

Propulsion Development Labs., 1120 El Segundo Bivd., 

if 


E! Segundo, Calif. 
RANDALL ENGINEERING CORP., 5933 Bowcroft St. 


Los les 16, Calif. SEE ADV. 0-203 
SCHULZ lL & MFG. CO., 425 S. Pine St. San 
Gabriel, Calif. SEE ADV. A-2 


SOLAR AIRCRAFT co 
12, Calif. 

Sterer Engineering ry? Mfg. 
North Hollywood, Calif. 


2200 Pacific Hwy., San Diego 
A-58 


Co., 11423 Van Owen St., 


Stratos Div., Fairchild Engine & Airplane Corp., Bay 
Shore, : 
The Thermix Corp., Greenwich, Conn 
—, CHEMICAL CORP., 780 N. Clinton, Trenton 
SEE ADV. 0-181 
UNITED AIRCRAFT PRODUCTS, INC., P. 0. Box 1035, 
Dayton, Ohio. SEE ADV. B-43 


United Control Corp., 4540 Union Bay PI., Seattle 5, 


Wash. 
United Metallic O Ring Corp., Box 1035, Dayton 1, 


Ohio 

Vinson Mfg. Co., Inc., 8044 Woodley Ave., Van Nuys, 

lif 

WATERMAN ENGINEERING CO., AIRCRAFT DIVISION, 
P. 0. Box 391, 725 Custer Ave. Evanston, Ii! 
SEE ADV. D-204 

Woodward Governor Co., 5001 N. Second St., Rock- 
ford, Ill. 


Regulators, Fuel Pressure 


Accessory Products Co., Division of Textron Inc., 616 
W. Whittier Bivd., Whittier, Calif 

Actuation Research Corp., 416 N. Glendale Ave., Glen- 
dale 6, Calif. 

AiResearch Mfg. Div., The Garrett Corp., 402 S. 36 
St., Phoenix, Ariz. 

AjResearch Mfg. Div., The Garrett Corp, 9851 
Sepulveda Bivd., Los Angeles 45, Calif 


Altair, Inc., 50 St. McQuesten Parkway, Mt. Vernon, 
N. Y. 


Altitude, Inc., 113 Sheldon St., El Segundo, Calif 

The Angle Computor Co., 1709 Standard Ave., Gien- 
dale 1, Calif. 

Aero Supply Mfg. Co., 611 W Main St., Corry, Pa. 

The Aerotec Corp., Greenwich, Conn. 

Aqualite Corp., 1660 Tenth St., Santa Monica, Calif. 

The Bastian-Biessing Co, 4201 W. Peterson Ave., 
Chicago 46, Ili 

Bertea Products Co. 1450 N. Lake St. Pasadena 
6, Calif. 
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REGULATORS, HYDRAULIC 


Brandstrom Electric Co., Westport, Conn. 
Carleton Aviation Co., Inc., East Aurora, 
The J. C. Carter Co., 671 West 17 St., 


Calif. 
CHANDLER-EVANS DIV., PRATT & WHITNEY CO., 


New York 
Costa Mesa, 





INC., Charter Oak Bivd., West Hartford 1, Conn 
SEE ADV. A-45 

Com. Air Products Div., A. S. R. Products Corp., 1201 
Rio Vista Ave., Los Angeles 23, Calif 

Darco Industries Inc., Val-Aero Div., 2151 E. Rosecrans 
Ave., Ei Segundo. Calif 

Fischer & Porter Co., 790 Warminster Rd., Hatboro, 
Pa 

Fluid Regulators Corp., 313 Gillette St., Painesville, 
Ohio 

Fulton Syliphon Div., Robertshaw-Fulton Controls Co., 
P. 0. Box 400 Knoxville 1, Tenn 

Futurecraft Corp., 1717 N. Chico , El Calif 

Gladden Products Corp., 635 Ce Bivd., 
Glendale, Calif. 

Great Lakes Mfg. Corp., 4223 Monticello Bivd., 
Cleveland 21, Ohio 

Grove Valve & Reguiator Co., 6529 Hollis St., Oak- 
land, Calif. 

B. H. Hadley, Inc., 1427 Garey Ave., Pomona, Calif 

Hagan Chemicals & Controls, Inc., Hagan dg.-Box 
1346, Pittsburgh 30, Pa 

F. C. Huyck & Sons, Waldorf Instrument Co., Hunting- 
ton, N. Y. 

Hyair Corp., P. 0. Box 3428, Glendale 1, Calif 

HYDRO-AIRE, INC. 3000 Winona Ave., Burbank, Calif. 
SEE ADV. 'D-175 

Hydrodyne Corp., Skinner Seal Div., 7350 Coldwater 
Canyon Ave., orth Hollywood, Calif 

Interstate Engineering Corp., 600 East Vermont Ave, 
Anaheim, Calif. 

Janitroi Aircraft Div., Surface Combustion Corp., 


Columbus 4 hio 
West 46 5t 


4200 Surface Rd., 


Korda Industries, 20 New York 36, 
N. Y. 


Wallace 0. Leonard Inc., 373 th Fair 
Pasadena, Calif 
Marotta Valve Corp., 


Oaks, 


8 ton Ave Boonton, N. J. 


Mercury Rad Corp., 15-35 129 St., College Point, 
N. Y. 

Parker Aircraft Co., 5728 West Century Bivd., Los 
Angeles 45, Calif. 

Pesco Products Div., Borg-Warner Corp., 24700 North 


Miles Rd., Bedford, Ohio 
Propulsion Development Labs., 1120 Ei Segundo, Calif 
RANDALL ENGINEERING CORP., 5933 Sowcroft St, 





Los Angeles 16, Calif. SEE ADV. D-203 

SCHULZ TOOL & MFG. CO., 425 S. Pine St., San 
Gabriel, Calif. SEE ADV. A-2 

Sierra-Schroeder Controls Div., Idaho Maryland Mir 
Corp., 2919 E. Victoria, Com f 

SOLAR AIRCRAFT CO., 2200 Pacific Hwy., San Diego 
12, Calif. SEE ADV. A-58 

The Thermix Cor Greenwich, Conn 

iL CORP., 780 N. Clinton, Trenton 


THIOKOL CHEMI 
N SEE ADV. D-181 
VICTOR EQUIPMENT COMPANY, 84 


4 Fo n St., San 

Francisco 7, Calif. SEE ADV. D-185 : 

UNITED AIRCRAFT PRODUCTS, INC., P Box 1035, 
Dayton, Ohio. SEE ADV. B-43 : 

United Electric Controls Co., 85 School St., Water- 
town 72, Mass 

United Metallic O Ring Corp., Box 1035, Dayton 1, 
Ohio 

Vinson Mfg. Co., Inc., 8044 Woodley Ave., Van Nuys 
Calif 

WHITTAKER CONTROLS DIV TELECOMPUTING 
CORP., 915 N. Citrus Ave., Los Angeles 38, Cali. 
SEE ADV. B-41 


Regulators, Hydraulic 
Pressure 


Accessory Products Co., Division of Textron Inc., 616 
W. Whittier Bivd., Whittier, Calif 
Actuation Research Corp, 416 N 
Glendale 6, Calif 
The Aerotec Corp. 
Altair, Inc., 50 St 


Glendaie Ave., 


Greenwich, Conn 
McQuesten Parkway, Mt. Vernon, 


N. Y - 

The Angle Computer Co., 1709 Standard Ave., Glen 
dale 1, Calif 

Aqualite Corp, 1660 Tenth St., Santa Monica, 
Calif 

Arkwin Industries, Inc. 648 Main St., Westbury, 
N. Y . 

BELL AIRCRAFT CORP., Niagara Falls Bivd., Niagara 
Falls, N. Y. SEE ADV. A-46 : 
Bendix-Pacific Div., Bendix Aivation Corp, 11600 

Sherman Way, N. Hollywood, Calif 
Bertea Products Co., 1450 N. Lake St., Pasadena 6, 


Calif. 
Bobrick Mfg. Corp., 1839 Blake Ave., Los Angeles 39, 
Calif. 


P. 0. Box 3806, Detroit 5, Mich 
East Aurora, New York 
San Gabriel, Calif 


Cadillac Gage Co., 
Carleton Aviation Co., Inc., 
Clary Dynamics, 408 Junipero, 
Com. Air Products Div. A. S. R. Products Corp., 
1201 Rio Vista Ave., Los Angeles 23, Calif 
Darco Industries Inc., Val-Aero Div. 2151 E. Rosecrans 
Ave., El Segundo, Calif 
Dowty Equipment of Canada Ltd., Ajax, Ontario, Canada 
Dumont Aviation Assocs, 1401 Freeman Ave, P. 0. 
Box 4087, Long Beach 4, Calif. 


Electrol, Inc., Kingston, N. Y 
Fluid Regulators Corp., 313 Gillette St., Painesville, 
hio 


D-97 





REGULATORS, HYDRAULIC 


Chico St., El Monte, Calif. 
Pasadena 86, Calif. 
Colorado Bivd., 


Futurecraft Corp. 1717 N 

Gilco, lac., 404 North Halstead Ave., 

Gladden Products Corp., 635 West 
Glendale, Calif. 

Great Lakes Mfg 
Cleveland 21, Ohio 

Grove Valve & Regulator Co 
and, Calif. 

B. H. Hadley, Inc., 1427 Garey 
Hagan Chemicals & Controls, Inc 
1346, Pittsburgh 30, Pa 
F. C. Huyck & Sons, Waldorf 

ington, N. Y 
Hyair Corp., P. 0. & 3428, Giendale 1, Calif 
Hydra Power Corp., Pine New Rochelle, N. Y 
Hydrodyne Corp Skinner Seal Div., 7350 Coldwater 
Canyon Ave., Northwood, Calif 
Interstate Engineering Corp 600 East 
Anaheim, Calif 


Corp., 4223 Monticello Bivd., 


6529 Hollis St., Oak- 
Calif. 


Box 


Ave., Pomona 
Hagan Bidg., 


Instrument Co., Hunt- 


Court 


Vermont Ave., 


Lore 2a C 


d Ave., San Diego 12, Calif 
Leonard Inc 373 South Fair Oaks, Pasa- 
ig. Co., 118 Indianwood Rd., 
Valve Corp., Boonton Ave 

Rad Corp.; 15-35 


Lake Orion, Mich 


129 5 


Proner Airport, 


5728 West Cent 
Borg-Warner Corp 
Vv edford, Ohio 
PROTOTYPE RESEARCH, INC 
North He Calif. SEE ADV. 0-201 
nar ge = ENGINEERING CORP.. 5933 Bowcroft St 
s Angeles 16, Calif SEE ADV D-203 
J R Renbies Co 9046 Sunset Bivd Les Angeles 
46, Calif 
Ronson Hydraulic Un > 313 LL 
Pasadena, Calif 
Sierra-Schroeder 
Corp., 2919 E 
Sterer a ~3 é Co 
Morth Ho 
UNITED AIRCRAFT PRODUCTS INC., P. 0. B 
Dayton, Oh ADV B-43 
nited Clectr ontr 85 
town 72, Mass 


fet c C ng Cor Bo 035, Dayton 1 


13148 Raymer 


ncoin Ave., 
Idaho Mines 
ompton, Ca 


11423 Van 


Mary! and 


Owen St 


Schoo! St 
— Sperry Rand Corp Administrative 

of 32 Mich 
VICTOR” ‘Equipment: ‘COMPANY gaa F 
' calif. SEE ADV. 0-185 
8044 Woodley Ave., Van 


som S 
Nuys, 


Cloud Way, Hayward, 
Sub Borg-Warn 


Ltd 
Burbank Bivd North Hollywood 


Regulators, Manifold 
Pressure 


0 Division of Textron Inc 
Whittier, Calif 
Greenwich, Conr 
09 Standard Ave 
4201 W. Peterson Ave 


vicToR Beg ae COMPANY, 28 
Sar Calif. SEE ADV 


Regulators, Oil Cooler 


Accessory Products C 
W. Whittier Bivd.. Whittier, Calif 

Airborne Research & Deve opm 
Fernando Rd Sun Valley 


Division of Textron 


A Research Mfg. Div The 
t Phoenix. Ariz 


Garrett 


AiResearch Mfg. Div Garrett Corp., 
Bivd Angeles 45 f 


The 9851 


veda Ca 
, 1709 Standard Ave., Gien- 
Westport, Conn. 
Chico St., El Monte, 
Stewart Warner Corp., South Wind-Aircraft 
Dept., 1514 Drover St., indianapolis, Ind 
UNITED AIRCRAFT PRODUCTS, INC., P. 0. Box 1035 
Dayton, Ohio. SEE ADV. B-43 
United Electric Controls 85 School 
town 72, Mass 
United Metallic O 
Ohio 


Products 


St., Water- 


Ring Corp., Box 1035, Dayton 1, 


Regulators, Oil Pressure 


Accessory Products Co., Division of Textron Inc., 
W. Whittier Bivd., Whittier, Calif 

Actuation Research Corp., 416 WN 
Glendale 6, Calif 


616 


Glendale Ave., 
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The Aerotec Corp., Greenwich, Conn 

AiResearch Mfg. Div., The Garrett 
St., Phoenix, Ariz 

AiResearch Mfg. Div., The Garrett 
veda Bivd., Les Angeles 45, Ca 

Altair, Inc., 50 St. McQuesten Parkway, Mt 
N. Y. 


Corp., 402 S. 36 


Corp., 9851 Sepul- 


Vernon, 


The Angle Computor Co., 99 Standard Ave., Gien- 
dale 1, Ca 

The Bastian- Blessing 
Chicago 46, | 

Brandstrom Electric Co 

Carleton Aviation Co. Inc 

Darco Industries inc Va 
rans Ave, E! Segundo 

Fischer & Porter Co., 7 


Pa 


Peterson Ave., 


Fiuid Regulators 


Bedford 
UNITED AIRCRAFT PRODUCTS INC., P 
Dayton, Ohio ADV. 8-43 
ted Electr Contr C 85 
town 72, Mass 
United Metallic C 


h 


>chooi 


Ring Corp Box 1035 


Regulators, Oil Pump Flow 
Accessory Prod $ f Textron 
Whittier 

pply 


United Me tall 
Ohio 


Regulators, Oil Temperature 


essor 


oneywe Reg Aeronautical 
2600 Ridgway, Minneag 13, M 
UNITED AIRCRAFT PRODUCTS, INC., P 
Dayton, Ohio. SEE ADV. 8-43 
United Electric Contro . 
72, Mass 


Minneapolis 
Box 1035 
4 


Watertown 


Ring 


Regulators, Oxygen 


Accessory Products Co., Division of 
W. Whittier Bivd., Whittier 

Airborne Researc ». & Deve 
Fernando Rd 


Air Product Ir 8 8 e wn, Pa 


Textron Inc 


616 


7530 San 


New York 


Cleveland 14 


‘ 


Parkway, Mt. Vernon, 
Segunde 

Aro Equ Box 515 

15, Ontario 


pment o 


Bryan Ohio 


Peterson 


Aro Equipment Corp 

The Bastian-Blessing C 4201 W 
Chicago 46, |! 

A. Biederman, Inc 
Airway, Glendale 1, Calif 


Ave., 


Precision Instruments Labs., 1045 


Brandstrom Electric Co., Westport, Conn 


Cambridge Industrial 


Mass 


Lowell Park, Lowell, 


—_ 
orp., 


Carleton Aviation Co. Inc 
Collens Instrument Co., 56 
N.Y 
Erie Mfg. Co., 
Firewel Co., Inc 
Fluid Power Inc 
raft Corp 


4000 South 
3685 
Macedor 


10 Ww sc : 
PIONEER-CENTRAL AVIATION 
CORP... Davenport 


yision Vevelopm 


Seg na 


DIVISION, BENDIX 
lowa. SEE ADV 


mpresee 


RANDALL ENGINEERING tore 5933 € 
Los es 16, Calif x E ADV. D- 203 
Robertshaw-Fulton Contr Ae 
strument Div., Santa A Freeway 
—_— n, os f 
Sco . Av 7 fF > 
VICTOR EQUIPMENT COMPANY 84 
Francisco EE ADD D-! 
WHITTAKER CONTROLS DIV 
CORP., 915 N. Citrus Ave. | 8, Ca 
SEE ADV. 8-41 


Zep Aero, 113 Sheldon 


185 
TELECOMPUTES 


Regulators, Pneumatic 
Systems 


cessory 


- . . ts S 
1201 Rio Vista Ave., Los Angeles 2 
—_ CO., THE, 550 39 Ave 
apolis 21, Minn. SEE ADV. D-188 
Darco Industries Inc., Val-Aero Div 
crans Ave., El Segundo, Calif 
Dumont Aviation Assoc D 
Box 4087, Long Beach 
Electrol, Inc., Kingston 
Fischer & Porter Co., 
Pa 
Fulton Syliphon Div., Robertshaw-Fulton 
P. 0. Box 400, Knoxville 1, Tenr 
Futurecraft Corp St 
Gilfillan Brothers 
Angeles 6, Ca 
Grove & Regula 
8 


‘ 
Vaive 
Calif 

B. H 


Hagan Chemicals & 
1346, Pittsburgh 
ard Div 


Hadley, Inc., 


Hamilton Stan 
Locks, Conn 

Hughes Too! Co., Aircraft D 
Culver City, Calif 

F. C. Huyck & Sons 
ton, N. Y 


Florence & Teale 


Waldorf Instrument C Hunting 
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Hydrodyne Corp kinne 
Canyon Ave., North 
Interstate Engineering 
Anaheim, Calif 
Janitro! Aircraft Div 
Surface Rd., Columbus 
Kidde 


Walter K 
N 

Wallace Leonard 
dena, Calif 

M Cc Mfg Co 
Mich 


Marotta 


dde & C 


Vaive Corp 6 


ment Labs 


E Segundo, Calif 
PROTOTYPE —~—_~ 


Ho f 
RANDALL ENGINEERING CORP., 


Los Angeles lé 
J. R. Robbins Co 904¢ 
alif 
Robertshaw -F 
ment Div 
Anaheim 
Hydra 
asadena 
erra-Schroede 
° 2919 E. V 


Ronson 


gineering 
ywood, Ca 


Fairch 


‘ 


Controls 

72, Mass 
VICTOR ~~9~-4 co 
Fra c Calif. SE 


Westinghouse 
P Box 36 
Weston Hydraulics 
10918 Burbank 
WHITTAKER 
CORP., 915 N s 
SEE ADV. B-41 


Regulators, P 
Equipment 


Accessory Products 

W. Whittier Bivd. W 
Actuation Research 
Glendale 6, C 
he Aerotec 
Ai Research 


Ric Ave 
CORNELIUS CO 
neapolis 21, Minr 
ckel Valve Co., 1425 
Futurecraft Corp i 
Calif 
Gladden Products 
Glendale, Calif 
E. Greiner Co., 22 N 
Grove Valve & Regulator 
8, Calif 
ton Standard 
Conn 
Hughes Tool Co., A 
Culver City, Ca 
C. Huyck & Sons, W 
ton, N. Y 
HYDRO-AIRE, INC 
SEE ADV. D-175 
Kolisman Instrument 
Coil Prods. Co 
N. Y 
Wallace 
dena 
Marotta Valve 


Ham 
sor Locks 


Leonard 
Calif 
Corp., B 
Canada) Ltd 


Normalair 
coke 
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Surface Combustion 


Walter & C f Ca 
Ave., Montreal 9, Quebec 


728 West 


& Mfe 


Engine & A 


CONTROLS. 


Angeles 23, Ca 


17 WN 


Toronto 14 ntario 


seal Div 7350 Coldwater 
ywood, Calif 
Pp 600 East Vermont Ave 
Corp 200 
4, Ohio 

anada, Ltd 
Canada 
256 Main St 


5500 Royaimount 
Belleville 9, 
373 South Fair aks, Pasa 


dianwood Rd 


yonton Ave., Boc 


A. Norgren Co., 3400 South Elati St 


Century 


1120 E! Segundo Bivd 

INC., 1314 Rayme 

SEE ADV. D-201 

5933 Bowcroft St 
SEE ADV. 0-203 

Sunset Bivd., Los Angeles 4é 


Co., Aeronautica! & Inst 

eeway at E d Ave 

ncoin Ave 

Idaho Maryland Mine 
ompton, Calif 

11423 Var 


a, C 
+ o° wen St 
plane 


Park, Calif 


y 
40 Union Bay P 


Co., 85 School 


MPANY, 844 Fo 
E ADV. D-185 


44 Woodley Ave 


25 Main 


Pa 
Sub —. 7 arner Cort 
"TELECOMPUTING 
Angeles 38, Ca 


North © 
DIV. 


Ave Los 


ressurization 


Division of Text 
hittier, Calif 


16 WN 


Conn 


varret 


4201 
a Div 
Blake Ave 


Westport, Con 
Ave Torrance a 
80 € Montauk Highway 


pero, San Gabrie 
A. S. R. Products 
550 39 Ave N 
SEE ADV. 0-188 
First St.. San Fernando, Calif 
Chico St E Monte 
635 West Colorado Bivd 
Moore St New York, N. Y 
Co., 6529 Hollis St 


United A 


v., Florence & Teale Sts 


aldorf Instrument Co., Hunting 


Winona Ave., Burbank, Calif 


rp Subsisidary, of Stan 
80-08 45 Ave 
Pasa 


373 South Fair Oaks 


ponton Ave. Boonton, N 
1425 The Queensway, 
Canada 


Etob 


Oakland 


craft Corp., Wind- 


Eimhurst 73 


Propulsion Development Labs 
E! Segundo, Calif 
PROTOTYPE ee INC 13148 er 
North Hollyw Calif. SEE ADV 0-20 
RANDALL ENGINEERING CORP., 5933 B 
Los Angeles 16, Calif SEE Pat 0-203 
Robertshaw-Fulton Controls Co f 
ent Div.. Santa Ana ay 
hewrr va 
tair Instrument 
North Hollywood, Ca 
terer Engineering & Mfg 
North Hollywood, Calif 
>tratos Div Fairchild Engine 
N. Y 


ted E ectric ontrols Cx 85 


a a inst 
at ¢ S om Ar 
‘ 

The, P 
f 


>hore 


VICTOR EQUIPMENT COMPANY, 844 F 
Francisco 7, Calif SEE ADV O- 185 
Western Sky ndustries 1301 
Calif 
Westinghouse Air Brake I 
P Sox + Ww ner ding. Pa 
a Hydraulics, Ltd b 
18 Burbank Bivd “Ne rth H 
WHITTAKER CONTROLS DIV., “TELECOMPUTING 
RP. 915 N trus Ave. L Angeles 
SEE ADV. 8-41 


Regulators, Temperature 


Mfg. Div., The 
Ariz 


Ai Research arrett 

t., Phoenix 
A Researc h Mfg Garrett 
veda Sivd Angeles 45, Ca 
he Angie Compu Co., 1709 
1, Calif 
Brandstrom 
Burling Instrument C 6 
anadian Resear 

5 ntario 
Century 

ndenhur 


The 


Westport 


River 


The Garrett Mfg 

Rexdale 

reine 

Hagar Chemicals 

Box 1346 Pittsburgh 
Hallikainen Instruments 
Dal if 

H. Huppert Co 6830 


SPENCER DIV 
SEE ADV. C-88 


ator Aer 


Chicago 37, Ililinois 
METALS & CONTROLS CORP 
Forest St., Attiebor Mass 
Honeywe Reg 
20 Ridgway, Minneapolis 
anada) Ltd.. 1425 _The 
rt 14 ntar ic 
ment Co., The, P 
7 x So 
DSOr & 116, De 
UNITED AIRCRAFT. PRODUCTS, "INC P 
Dayton, Oh SEE ADV. 8-43 
United Contro! Corp 4540 
Wash 
nited Elect 
72, Mass 
Meta 


town 
rited 
n 

White 


Rodgers C 


Regulators, (Vacuum 
Systems) 


Actuation Research 
dale 6 a 

The Angle C 
dale 1, Ca 

Aro Equipment 
Toromto 15 

Aro Equipment 

Bendix Aviation 

Brandstrom Electric 

Century Controls 
Lindenhurst, N 

Conso! dated 
Madrevi lia 

Consolidated Electrodynamics Corr 
1775 Mt. Read Bivi., Rochester 

Dar Industries Inc Val-Aero Div 
crans Ave., E! Segundo, Calif 
Robertshaw-F ult 

Knoxville 1, Teng 
Walnut St 


Electrodynamics 
Pasadena 15 


ton Syiphon Div 

400 
Wichita, Kansas 
St New 


Waldorf Instr 


Hydrodyne 
Hoi lywood 
Aircraft 
ace Rd : 


Janitro 
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RESERVOIRS 


mpressed va 


RANDALL "ENGINEERING “CORP 5933 Bow 
f SEE ADV. D- 


ted Elect ontr hoo 


Angeles 


ted 


VICTOR —— COMPANY, 844 
F ‘ SEE ADV. D- 185 


Aer UPL 
The Aagie 
A ¥ Jj 


» BENDIX AVIATION CORP 


BENDIX. PRODUCTS. bv 
North Bendix . 


«SEE ADV. A-47 


rleton Aviatior 
The J arter 
CHANDLER- EVANS div 
harter ak 
See ADV A- 45 
Co A Pp 


1? 


PRATT & WHITNEY 





RESERVOIRS 


Waiter Kidde & Co., Inc., 256 Main St., Belleville 9, 
N. J 

Langiey Corp., 

Lockheed Aircraft 
551, Burbank 


H. W 


310 Euclid Ave., San Diego 12, Calif. 

Corp., California Div., 0. Box 
Calif 

Loud Machine Works, Inc 
Pomona, Calif 

National Water Lift 
Industries, Inc 
Mich 

Peacock Eng 


969 E. Second St., 


Cleveland Pneumatic 
Kalamazoo, 


Co. Div., 
2220 Palmer Ave., 


neering & Mfg. Co., 1673 East 82 PI., 
Los Angeles 1, Calif 

Pesca Products Div., “— Warner Corp., 
Miles Rd. Bedford, Ohio 

RANDALL ENGINEERING CORP., 5933 Bowcroft St 
Los Angeles 16, Calif. SEE A DV. D-203 

Reliant Industries, 4935 Firestone Bivd., South Gate, 
Calif 

Research 
Santa Fe Ave 

Ronsor a 
Pasaden Calif 

Rucker Co The 
Calif 

Sancor Corp 1661 

Sargent Engineering Corp., 

Sierra-Schroeder Controls Div., Idaho Maryland Mines 
Corp., 2919 E. Victoria, Compton, Calif 

Stainiess Stee! Prods., Inc., 2980 San Fernando Rd 
Burbank, Calif 

Sterer Engineering & Co., 
North Hollywood, Ca 

UNITED AIRCRAFT PRODUCTS, 
Dayton, Ohio. SEE A 
nited Metallic O Ring x A, 
Ohio 

Vinson Mfg. Co., Inc., 8044 Woodley Ave., 

t 


24700 North 


Welding & Engrg. Co. Inc., 18201 South 
Compton, Calif 
Units Corp 


1313 Lincoin Ave 


4700 San Pablo Ave., Oakland 8, 
Franklin Ave., El Segundo, Calif 
Huntington Park, Calif 


11423 Van Owen St., 
a. P. 0. Box 1035 


Den 1035, Dayton 1, 

Van Nuys, 
Ca 
Wells Industries Corp., 6880 
Hollywood, Calif 

Western Sky Industries 
Calif 


Troost Ave., North 


21301 Cloud Way, Hayward 


° : 
Reservoirs (Pneumatic 
Systems) 
on Research Corp 416 WN. Glendale Ave., 
Calif 
Corp., 1660 Tenth St., Santa Monica, Calif. 
rcraft (Western) Ltd P. 0. Box 874, 
Field, Winnipeg, Manitoba, Canada 
Cleveland Pneumatic Industries, Inc., 3781 East 77th 
Street, Cleveland 5, Ohio 
Com. Air Products Div., A. S. R. Products Corp., 
1201 Rio Vista Ave., Los Angeles 23, Calif 
CORNELIUS CO., THE, 550 39 Ave., N. E., Minneapolis 
21, Minn. SEE ADV. 0-188 
Darco Industries Inc., Val-Aero Div 
Ave., El Segundo, Calif 
Hydrodyne Corp., Skinner Seal Div., 7350 
Canyon Ave., North Hollywood, Calif 
Kahn & Co., Inc., 541 Windsor St., Hartford, Conn 
Kidde, Walter & Co. of Canada, Ltd., 5500 Royalmount 
Ave., Montreal 9, Quebec, Canada 
256 Main St., 


Aqualite 
Bristol A 
Stevenson 


2151 Rosecrans 


Coldwater 


Walter Kidde & Co., Inc., Belleville 9 
N. J 

Lockheed Aircraft Corp 
Burbank, Calif 


California Div., P. 0. Box 551, 


Cleveland Pneumatic 
Kalamazoo 


National Water Lift Co. Div., 
Industries Inc., 2220 Palmer Ave., 
Mich 

Peacock Engineering & 
Los Angeles 1, Calif 

RANDALL ENGINEERING CORP., 5933 Bowcroft 
Los Angeles 16, Calif. SEE ADV. D-203 

4935 Firestone Bivd., 


Mfg. Co., 1673 East 82 


Reliant 
Calif 


Industries South Gate 


Engrg. Co. Inc., 18201 South 


Calif 
Corp., 


Research Welding & 
Santa Fe Ave., Compton, 
Ronson Hydraulic Units 1313 Lincoln Ave 
Pasadena, Calif 
Rucker Co., The 
Calif 

Stainless Steel Prods., Inc., 
Burbank, Calif 

Sterer Engineering & Mfg. Co., 
North Hollywood, Calif 

UNITED AIRCRAFT PRODUCTS, INC., P. 0. Box 1035, 
Dayton, Ohio. SEE ADV. B-43 

United Ring Corp., Box 1035, 
Ohio 

Vinson 
Calif 

Wells Industries Corp., 6880 Troost Ave., 
wood, Calif. 


4700 San Pablo Ave., Oakland 8, 


2980 San Fernando Rd., 


11423 Van Owen St 


Metallic 0 Dayton 1, 


Mfg. Co., Inc., 8044 Woodley Ave., Van Nuys, 


North Holly- 


Respirators 


American 
Mass 
DeVilbiss Co., 
Mine Safety Appliances Co., 

Pittsburgh 8, Pa. 
National Welding Equipment Co 
San Francisco, Calif 


Optical Co., 80 Mechanic St., Southbridge 


The, Phillips Ave., Toledo 1, Ohio 
201 North Braddock Ave., 


218 Fremont St., 


D-100 


Respirators, Dust & Paint 


American Optical Co., 80 Mechanic St., Southbridge, 
Mass 
Binks Mfg. Co., 3114 West Carrol! Ave., Chicago 12, 
lit 
Toledo 1, Ohio 


DeVilbiss Co., The, Phillips Ave 
7516 Limekiln Pike, 


General Scientific Equipment Co 
Philadelphia 50, Pa 

Marquette Mfg. Co Inc Hennepin 
apolis 14, Minn 

Mine Safety Appliances Co., 01 North 
Pittsburgh 8, Pa 


Ave., Minne- 


Braddock Ave., 


Retainers, Ball 


Andrew Parts Manufacturing Co 32-70 31 St., 
Istand City 6, New York 

Chicago, Hartford, Western Divs., Standard Screw Co., 
2701 Washington Bivd., Bellwood, Ii! 

Corbin Products Div Ohison International 
Crescent Plaza Bidg., Long Istand City 1 


Long 


Corp., 
Y 


Retainers, Valve Spring 


Chicago, Hartfor Western oe. Standard Screw Co., 
Washineton Bivd 


2701 ood, iil 
CONTINENTAL MOTORS ‘CORP. AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV A-52 
Lund Aviation Inc 230 Park Ave New York 17 


N. Y 
THOMPSON PRODUCTS, INC., Genera! Offices 
and 17, Ohio. SEE ADV. D-170 


Cleve- 


Restrictors (Hydraulic 
Systems) 


Altair, Inc., 50 St. McQuesten Parkway, Mt. Vernon, 
ae We 

Aqualite Corp., 1660 Tenth St 

Arkwin Industries Inc., 648 
N. Y 

Carmac Aviatior 
California 

Darco Industrie 
crans Ave 

Dumont Aviati 
Box 4087, Long 

Fluid Regulators Corp 3 Gillette 
Ohio 


8414 San Fer 


Val-Aer 
Segundo, Calif 
Assocs P. O 


Freeman Ave 
St., Painesville 
Stamford, 

Products Corp., Colorado Bivd., 
Glendale, Calif 

Hydra Power Corp., Pine Court, New Rochelle, N. Y 
Hydrodyne Corr Skinner Seal Div 7350 Coldwater 
Canyon Ave North Hollywood, Calif 

Jarry Hydraulics, 4384 St. Denis St 
Quebec Canada 

M. C. Mfg. Cec ] ] pod Rd 
Mich 

Ronson Hydrauli 
Pasadena, Calif 

Smith-Morris Corp 625 Myrtle St., 
Mich. 

Sterer Engineering & Mfg 11423 Van 
North Hol lywood Calif 

A. U ae & Co., Inc 3M D St., New York 
N 


Montreal 18 


Ferndale 20 


Owen St 


Vechaleat Develaspment Chester Pike, 
Glenolden, Pa 
Waterman Engineering Co 5 Custer Ave., 


ll 


Weba, Inc., 1301 u New 


Evanston 


Hyde Park, N. Y 


. 

Rings, Collector 

Associated Co c, 1441 S$ 
13, Kans 

Bristol Aircraft (Western) Ltd., P Box 874, Steven- 
son Field, Winnipeg, Manitoba, Canada 

Collectron Corp., 304 E 45 St., New York 

Dalmotor Div Yuba 
Box 149, 1385 

Electro-Miniatures Corp 060 Elm Ave 
N. J 

Gibson Electric Co 

Handy & Harman, 82 Fulton St., New 

Ledkote Prods. Co., Aircraft Div., 35-01 
Long Island City 6, N. Y 

Lockheed Aircraft Corp., California Div., P. 0 
Burbank, Calif 

Lund Aviation, 
N.Y 


17, N. Y¥ 
Consolidated Ind. Inc., P. 0 
ay St., S » Clara, Calif 


Ridgefie'd 


Box 573, Delmont, Pa 
York 38, N. Y 
Vernon Bivd., 


Box 551, 


Ir 230 Park Ave., New York 17, 


Metals & Controls Corp., General Plate Div., 41 Forest 
St., Attleboro, Mass 

National U. S. Radiator Corp., Johnstown, Pa. 

Ryan Aeronautica! Co., Lindbergh Field, San Diego 12 
Calif 

SOLAR AIRCRAFT CO., 2200 Pacific Hwy., 
12, Calif. SEE ADV. A-58 

Superior Carbon Products, 
Cleveland 5, Ohio 

Toledo Commutator Co., 1101 
Owosso, Mich 


San Diego 
George Ave., 


Chestnut St., 
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Rings, Expansion 


Bristol Aircraft (Western) Ltd P. 0. Box 874, 
Stevenson Field, Winnipeg, Manitoba 

U. S. Hammered Piston Ring Co. Inc., Railroad Ave., 
Stirling, N. J 


Canada 


Rings, Hydraulic Backup 
Arnav Fitting Corp., 32 Industria 
N. J 


Auburn Mfg. Co Middletown 
Aviquipo of Canada Ltd. 636 
Montreal, Quebec, Canada 
Dumont Aviation Assoc., 1401 
Box 4087, Long Beach 4, Ca 
Garlock Packing Co., The, Pa ymra 

Gerron Aircraft Supply In 
York 3, W. Y 
Greene, Tweed & Co., North Wale 
Hydrodyne Corp., Skinner Sea 
Canyon Ave., North Hollywood 
Johns-Manville, 22 East 40 St 
Linear, Inc Levick St. & St 
35, Pa 
Minnesota Rubber Company 
Minneapolis 16, Minr 
W. S. Shamban & Cc 
Culver City, Calif 
Skycraft Too! Engineering C 
City, Calif 
Stillman Rubber 
Calif 
Tri-Point Plastics, Inc., Alberts 
L S. Gasket Ce Div Gar 
608 N 


Co., 5805 Mar 
Tenth St., Camde 


* * 
Rings, Piston 
Ace Products Co., 1820 Nort 
Toledo 1, Ohio 
Arnav Fitting Corp 32 
N. J 
Aviaparts, Inc., P. 0. Box 65 
CONTINENTAL MOTORS CORP. “AIRCRAFT “ENGINE 
DIV., Muskegon, Mich. SEE A 
Greene, Tweed & Co., North a _ 
Johns-Manville, 22 East 40 St., New York 
Koppers Co., Inc., P. C Ben 298, Baltime 
Lund Aviatior Inc 230 Park Ave 
N.Y 
AcQuay-Norris Mfc Cc 
Louis 10, Mc 
Perfect Circle Corp 
a s a S. 


THOMPSON. “products, INC., Gener 
and 17, Ohio. SEE ADV. D- 170 
S. Gasket Co. Div., Garlock 
608 N. Tenth St., Camden 1, N 
S. Hammered Piston Ring 
Stirling, N 


Hagerstowr 


Rings, Retainer 
Ace Products Co., 1820 Nort! 
Toledo 1, Ohic 
Aircraft Precision Products 
Ave Aveoak Park 37, M 
Arnav Fitting Corp 32 Industr 
i. J 
Aviaparts, Inc P. 0. Bo 
Dumont Aviation Assocs 
Box 4087, Long Beach 4 
Eaton Mfg. Co., Reliance 0 
Massillon, Ohio 
Edgewater Stee 
Garron Aircraft 
York 3, N. Y 
Greene, Tweed & Co., Nort 
Hupp Aviation 
38, I 
Hydrodyne Corp., Skinner Sea! C 
Canyon Ave., North Hollywood 
Industrial Retaining Ring 
ton 11, N. J 
Perfect Circle Corp., Hagerstowr 
Ww. S. Shamban & Co., 11617 
Culver City, Calif 
Simonds Saw & Stee! Cc 
Mass 
THOMPSON PRODUCTS, INC. Genera 
land 17, Ohio. SEE ADV. 0-170 
Tinnerman Products, Inc., P Box 6688, Dept 
Cleveland 1, Ohio 
U. S. Gasket Co. Div., Garlock 
608 N. Tenth St., Camden 1 
U. S. Hammered Piston Ring Co 
Stirling, N. J 
Waldes Kohinoor, Inc., 47-1 
City 1, N. Y 


Co., Box 
Supply 


Company 


Packing 


Rings, Scraper 


1820 


Ace Products Co., North 12 St., ® 


Toledo 1, Ohio 
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RIVETING EQUIPMENT 


adeir : 


Rings, Slinger 


Rings, Slip 


Rings, Sealing 
(See Also Seals) 


THOMPSON PRODUCTS 


UNITED AIRCRAFT PRODUCTS 
t SEE ADV. 6-4 


SERVONIC INSTRUMENT 
Me f. SEE ADV 


Ring 


Ange \¢ 


Rings, Special 


(To Specifications) Rings, Viewfinder (For 


Bombing & Gunnery 
Equipment) 


Rings, Wiper 


UNITED AIRCRAFT PRODUCTS, INC 
ayt t SEE ADV. 8-43 


ted | 


Riveting Equipment 


CHERRY RIVET DIV TOWNSEND CO 
hi R A f. SEE ADV. A-49 


Rings, Shock Absorber 


Hydrodyne 735 jwater Canyon Ave., N 
yw 3 ’ 
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RIVETING EQUIPMENT 


. Cristie & Co., 175 Fifth Ave., New York 
Nuclear Products-Erco Div., 

Riverdale, Md 
Inc Electro-Mechanical Div 

Buffalo 7, N. Y 
Goodrich Aviation Products, A Div. of 
Goodrich Co., 500 South Main St., Akron 18 
k Mfg. Co., 2480 Be evue Ave., 


ert ‘ neering C Inc 201 


East Jefferson 
Milford Conn 
East Jefferson 
Ltd Clarence 
Canada 

Co 617 WN. Mechanic 
Ninth Ave., Yo 

1 Federa 


Forbes 


Component l Woodland Ave., 
Bentor arbor. Mich 
Sales Ltd Fleet 


TOWNSEND CO 
SEE ADV. A-49 
Bivd Los Angeles 


rne 
CHERRY. RIVET DIV 
Rd 


nta Ana Calif 


ORDCO ¢ O1V., oe POWDER CO., 11120 
f. SEE ADV. B-40 


Rivets, General Purpose 


Champion Rivet 
Cleveland 5, 

Assocs 
Beach 
Aircraft Supply 
N.Y 


Harper 


nont Aviatior 

Box 4087, Long 
Garron 

York 3, 
H. M 8200 


Lehigh Ave., Morton Gr 


Hercules Fasteners 2722 Clybourn Ave., Ch 


14 


Huck Mfg. Co., 2480 Bellewue Ave 
Broadway, New York 4, 


134 Alewife Brook P 


Detroit 7, M 
Rand Co., 11 
Lehigh Metal Products Corp., 

way, Cambridge 40, Mass 
The Milford Rivet & Machine Co., Milford, Conn 
& Mfg. Co., 21 East 


Ingerso 


Rivet Jefferson 

Wisc 

Parmenter & Bulloch Mfg. Co., 
Gananoque, Ontario, Canada 

Pastushin Industries, In 1 Hindry 
Angeles 45, Calif 


National 
Waupun 


Ltd., Clarence 


Ave., 


D-102 


Detroit 7, Mich 


10 
ACF 


785 


St., 


St 


St 


St 


N. Y 


St 


St 


The 8. F. 


Ohio 


3 


Cumpston 


ark- 


ot., 


Rivergrade Rd., City of Industry, 
Canada 
Brook- 


Quebec, 
» Ave., 


vo Grandd 


c., 70 Frank 


Rivets, Special 
(To Specifications) 


641-645 St 


Manufact 


TOWNSEND CO 
Calif _ SEE ADV A- 45 


ng Island 


TOWNSEND cO., 1224 
SEE ADV. A-49 


Pleasant 


CHERRY Py DIV 


aA 


Meta 

Parkway 
Milford Rivet 

Rivet & 


4 
Wis 


Lehigh C 
Cambrid 


Nationa 
Waupun 

Parmenter & Bulloct 
Gananoque, Ontar 

Pastushir 


Angeles 


Industries 
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Screw Corp., 157 N 
Calif 
Edwin 8 
Brooklyn 5, N. Y 


Stimps 


Rocket Sleds 


Highland 
Monica 

Loewy ~~ 

ORDCO 
Cumpstor 
8-40 


Petersen onstruct r : W hest 


Ave., New York 3, N. 
Ov. BERMITE POWDER CO 
North Hollywood, Calif. SE 


PROPELLEX CHEMICAL —_ 
ALLOY CORP., P 8 
ADV. B- 40 
Roya 
Alhambd 
Stanley 
Cglo 
Th ied ot 


A DIV. OF CHROM- 
Edwardsville SEE 


THIOKOL “CHEMICAL ‘CORP 
SEE ADV. D-181 
THIOKOL CHEMICAL CORPORATION 
SEE ADV. 0-181 


Sy'var 


Rod Ends (See Also Clevises) 


A-54, B-44 


Raway Bearing C 4 F yt? 
SOUTHWEST PRODUCTS CO 7 
av ' v f. SEE ADV 


Rods, Connecting 


AIRCRAFT ENGINE 


CONTINENTAL MOTORS “con. 
DIV skeg ADV. A-5 


MANUFACTURING 
3RD COVER 


LYCOMING DIV AVCO CORP, 
: + 4 r SEE 


ADV 


Bristeo 
Stevensor 
Corbin Produ 
Crescent Plaza 
Dumont Aviatior 


Box 4087 
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RUBBER, SYNTHETIC 
Ga Nor Aircra Supply, | Union Square, New Rope, Fiber 


senera able rt $20 Lexington Ave., New York 
Dominion Wire Rope, Ltd., 175 St 
SOUTHWEST Ah CO., 1705 South Mountain Montreal Quebec, Canada 
SEE ADV. A-54, B-44 Ross-Smith Company, Ltd., 4285 F 
THOMPSON PRODUCTS INC., General Offices, Cleve- reg 4, Que Canada 
and 17 EE ADV 0-170 


La Puente 


m Wire Rope 


Quebe 


ham Rivet Harvard Ave. & 


CHERRY RIVET DIV TOWNSEND CO., 1224 
anta Ana, Calif. SEE ADV. A-49 
Nesterr Divs Standard 
Bivd., Bellwood 
48 Astoria Bivd 


SOUTHWEST ‘PRODUCTS, co 7 t . - 
f. SEE ADV A-54 8 44 HACKENSACK CABLE “CORP. 99 
THOM PSON PRODUCTS INC enera _— ack SEE Aov D-199 
SEE ABV a 170 Jones & Laugt 


. Pitt gh 30, Pennsyivan 
LeT ¢ Westing 

MACWHYTE WIRE ROPE CO 

SEE ADV. D- 165 


Rollers (See Also Bearings) nutes ties 


a Ay New 


Rubber (Rods, Sheet, Tubing 
etc.) 


HYATT BEARINGS DIV., GENERAL MOTORS CORP 
Harr N E ADV. D-162, 0-163 


Rubber, Synthetic 


wooDSIDE ENGINEERING CO 2208, W. Grand Avenue _ 13, On (Rods, Sheet, Tubing, etc.) 


Roofing Materials & 
Equipment 


ARROWHEAD PRODUCTS 
f. SEE ADV. D-187 


ARROWHEAD PRODUCTS DIVISION, FEDERAL-MO- 
GUL- BOWER BEARINGS, INC. 2 t 
3ea Calif. SEE ADV. 0-187 


M i ddletow 
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RUBBER, SYNTHETIC 


Garlock Packing Co., The, Palymra, N. Y. 

Gates Engineering Co., 100 S. West St., Wilmington 
99, Del 

The B. F. Goodrich Co., Shelton, Conn 

B. F. Goodrich Ind. Prods. Co., South Main St., 
Akron 11, Ohio 

B. F. Goodrich Chemica! Co., 
and 15, Ohio 

B. F. Goodrich Aviation Products, A Div. of The B. F 
Goodrich Co., 500 South Main St., Akron 18, Ohio 

B. F. Goodrich Canada, Ltd Kitchener, Ontario, 
Canada 

Greene, Tweed & Co., North Wales, Pa 

sriffith, G. L. & Sons Ltd., 341 Erie St., 
intario, Canada 

Percha & Rubber, (Ltd 114 O'Hara Ave., 

Ontario, Canada 

Glenbrook P. 0., Stamford, 

New York 16 


3135 Euclid Ave., Cleve- 


Stratford, 
Gutta 
Toronto 3 
Hewitt-Robins, Inc., 
Jonns-Manville, 22 East 40 St., 
Kirk Rubber Co., Brea, Calif 
Mechanical Rubber Products Co 
Miller Gasket Mfg. Co Inc., 
Huntington Park, Calif 
Frank Newth, Inc., Barrington, R. I 
Raybestos-Manhattan, Inc., 61 tt St., 
N. J 
public Rubber Div e Ui Tire 
Albert St Youngstown 1 110 
Roberts Toledo Rubber Co 1 L St., 
13, Ohio 
Rogers Corp., Rogers 
ones Div Union Ca 30 E 
New York 17, N 
A. L. Snyder & Son, 
Philadelphia 25, Pa 
Stillman Rubber C 
calif 
tokes Mok 


Warwick, WN. Y 
2113 East Florence, 


Passaic, 


Jasper 


5805 Marilyn Ave., Culver 
Electric Storage Battery 
Trenton 4, N. J 
Startofiex of Canada 91 Kipling Avenue S., P. C 
Box 49, Toronto Ontario, Canada 
toner Rubber ompany Inc 7061 East Monroe 
Street, Anaheim, California 
THIOKOL CHEMICAL CORP., 780 N. Clinton 
7, N. J. SEE ADV. D-181 
ted States Rubber Co.. 1230 Ave 
New York 20, N. Y 


Trenton 
of the Americas, 


Western Felt Works, 4115 Ogden Ave., Chicago 23. 
s Co., Sub., Minnesota Mining & Mfg. 
West 135 Gardena, Calif 


o 
135 St. 


utical Upholsterers Friendship Internat‘! 
ort, Md 

per Industries, Inc 3722 West North Ave., Chi- 
ago 39, Ill 

Corp., 350 N. Diamond St., Ravenna, Ohio 
drich Aviation Products, A Div. of The B. F. 
hc 500 South Main St., Akron 18, Ohio 


juracote 


Safety Equipment 


Aerial Machine & Too 
and City 1, N. Y 


30th St., Long 


Aerojet-General Corp 6352 North Irwindale Ave., 
Azusa, California 

A Cruisers Div., The Garrett Corp., Monmouth County 
Airport, Hwy. 34, Box 180, Beimar, N 

All American Engineering Co., du Pont Airport, Wil- 
nington, De 

American Optica! Co., 80 Mechanic St., Southbridge, 
Mass 

West Chester, 


Ba Lincoln & Garfield Aves., 


to 


more Co., 


of Arkansas, Fort Smith, Ark 


a 

Boker & Co 
D. Bullard Co., 2680 Bridgeway, Sausalito, Calif 
anadian Flight Equipment Cobourg, Ltd., 66 Swayne 


- 
E. D. 
Ontario, Canada 

360 Park Ave., P. 0. Box 555, 


St Cobourg, 

David Clark Co., Inc., 
Worcester 2, Mass 

Cory Brothers & Co. (Canada) Ltd., 
Ave., Montreal 6, P. Q., Canada 

Davis Aircraft Products, Inc., 1195 Spofford Ave., 
Bronx 59, N 

Davis Emergency Equipmen: Co., Inc., 45 Halleck St., 
Newark 4, WN. J 

Eastern Rotorcraft Corp., P. 0. Box 110, Doylestown, 
Pa. 

Garrett Corp., The, Air Cruisers Div., Monmouth County 
Airport, Hwy. 34, Box 180, Belmar, WN. J. 

General Scientific Equipment Co., 7516 Limekiln Pixe, 
Philadelphia 50, Pa 

Graton & Knight Co., 356 Franklin St., Worcester 4 
Mass. 

Irving Air Chute Co., 1315 Versailles Rd., Lexington 
Ky 

Jansky & Bailey, Inc., 
ington 7, D. C. 

Justrite Mfg. Co., 2061 Southport Ave., Chicago 14, 
Itt 

Walter Kidde & Co., Inc., 256 Main St., Belleville 9, 
N 

Kidde, Walter & Co. of Canada, Ltd., 5500 Royalmount 
Ave., Montreal 9, Quebec, Canada 


1331 Greene 


1339 Wisconsin Ave., Wash- 


D-104 


LAWTER CHEMICALS, INC., 3550 Touhy Avenue, 
Chicago 45, lll. SEE ADV. 0-199 

Marquette Mfg. Co Inc 307 € 
Minneapolis 14, Minn 

McPhillips & Co., Inc., 
N. J 

Medicai Supply Co., 
, 


Hennepin Ave., 


239 Bernard St., Trenton 8, 
1027 West State St., Rockford, 


! 

Mine Safety Appliances Co., 201 North Braddock Ave., 
Pittsburgh 8, Pa 

New Plastic Corp 1026 North Sycamore Ave., Los 
Angeles 38, Calif 

Olympic Glove Co., Inc., 95 Madison Ave., New York, 
N.Y 

Pacific Scientific Co., 0. Box 22019, Los Angeles 
22, Calif 

Protectosea 
Chicago 8, 

Pyrene Mfg. Co Ltd., 91 East Don Road- 

way, Toronto ntar Canada 


puth Wester Ave., 


Ray-0-Vac Washington Ave., Madison 
Wis 
H. M. Scott, Inc Instrument Div 
Rd., Maynard, Mass 
Security Parachute c 295 West 141 Ave., 
Leandro, Calif 
Snyder & Son 
Philadelphia 25, Pa 
Standard Safety Equip C 4 North Quentin 
Palatine, | 


111 Powder Mill 


M. Lt 2413 No. Jasper 


Universal Equipment C 292 S. LaCienega Bivd., 
Beverly Hills, Calif 

Minnesota Mining & Mfg 
Gardena, Calif 


Zenith Plastics C 


Co 1600 West 135 


Salt Baths 


Ajax Electric Cc 
Philadeiphia 23, Pa 


Delaware Ave., 


Hallikainen Instrument 134] t St Berkeley, 


Calif 

Heatbath Corp., P Springfield 1, Mass 

Hicks Corp., 1671 H Boston, Mass 

Temperature Engr. Co nion Landing Rd., 
Riverton, N. J 


Sand Blast Equipment 

Ruemelin Mfg. Co., 3915 North Palmer St., Mil- 
waukee 12, Wisc 

VICTOR EQUIPMENT COMPANY, 844 Folsom St., San 
Francisco 7, Calif. SEE ADV. D-185 


Saws & Blades 


Clausing Div., Atlas Press Co., 1915 
Kalamazoo, Mich 

A Speed Tool Co. 2 West Silauson Ave Los 
Angeles 47, Calif 

W. 0. Barnes Co., Ir 1297 Terminal Ave., Detroit 
14, Mich 

Black & Decker ».< The, 600 East 
vania Ave., Towson 


Pennsy!- 

Canada Iilinois 
Mills, Ontario, 

Capewell Mfg 
Conn 


Scarsdale 


Dia-Chrome Co 
Calif 
Ladish Co., 

McGraw-Edison Co., Elgin, I 

Millers Falls Co., 57 Wells St., 

Milwaukee Electric Tool Corp., 5368 West State St., 
Milwaukee 8, Wis 

Simonds Saw & Steel Co., 470 Main St., Fitchburg, 
Mass 

Skil Corp., 5033 Elston Ave., Chicago 30, | 

The L. S. Starrett Crescent St., Athol, Mass 

Survival Equipment Co. Div., Victor Tool Co., Oley, 
Pa 


5418 South Packard , Cudahy, \ 


Greenfield, Mass 


! 


Scale Models 


Dynametrics Corp., Northwest Industrial Park, Burling- 
ton, Mass 

Hathaway, Kraemer Ltd., 125 Whitney Pl., Kitchner, 
Ontario, Canada 

Ivel Construction Corp., 53 St 
32, Y 

Arthur S. La Pine & Co., 6001 South Knox Ave., 
Chicago 29, Ili 

National Frost Protection Co., Inc., 
Fernando Bivd., Burbank, Calif 

ORDCO DIV., BERMITE POWDER CO., 11120 Cumps- 
ton St., North Hollywood, Calif. SEE ADV. B-40 

Task Corp., 1009 E. Vermont Ave., Anaheim, Calif 

Twix Manufacturing Co., Inc., 40-09 21 St., Long 
Island City 1, Y 


at First Ave., Brooklyn 


2990 WN. San 


Scales 


Baidwin-Lima-Har 
tham, Mass. 
Brown & Sharpe 
Providence 1, R 

Detecto Scales 
N. Y 
W. ©. Dillon & 
Calif 
Dynametrics Corp 
tay Mass 
Exact Weight Scale 
Columbus 15, 0 
H. J. Fuller Co 
Harry H. Glass 
New York 68 
Arthur S. LaP 
Chicago 29 
Martin-Decker Corp 34 


Calif 
REVERE CORP. OF AMERICA 

Wallingford, Conn. SEE ADV 
Ta er & Coope 75 F ‘ont St 


N. J 


Screening, Wire 


Alloy Metal Sa 
Toromto 2 
American Stee 
Rockefeller 
Buffalo Wire 
N. Y 
Chase Brass & 
Conn 
The Gilbert & 
Michigan Wire 
Mich 
Newark Wire 
N. J 
Reynolds 
I 
S. Tyler Co., 3615 Superior Ave Sleveland 
Ohio 
Unique Wire Weaving C amsey Ave H de 
U. S. Steel Corp., 525 Pittsburgh 30, 
Pa 
Wire Cloth Prod 
highway, 8 


Be! iwood 


Screens, Air Inlet 


alart Corp 66 Freeman St., Brooklyn 22 


Newark Wire Cloth Co., 351 roma Ave., Newark 


N. J 
SCREEN PRODUCTS, INC 
N. J. SEE ADV. D-206 
Tatley Corp., The, Newbury Park 
W. S. Tyler Co 3615 Superic 
Ohio 
Unique Wire Weaving 
N. J 
U. S. Chemical Milling 
Manhattan Beach, Ca 
Wire Cloth Products, Inc 
highway, Bellwood, 


Caldwe 


Cleveland 


759 Ramsey Ave 


Screens, Backfire 


Cromer Mfg. & Eng. Co 
Angeles, Calif 

Dumont Aviation Assocs 
Box 4087, Long Beach 

Engineering & Manufacturin 
Philadelphia 4, Pa 

The Gilbert & Ben Mfg. Co 

Metalart Corp 2 an St Brooklyn 
N.Y 

Newark Wire Cloth Co., 351 Verona Ave., 
N. J 


Georgetown, 


Newark 4 


w. S 3615 Superior Ave., Cleveland 
Ohio 

Unique Wire Weaving Co., 759 Ramsey Ave., H 
N 


J 


Tyler Co., 


Screw Drivers 


Apex Machine & Too! Co., The, 
Ohio 

Billings & Spencer 
Conn 

Black & Decker Mfg. Co., The 
Ave., Towson 4, Md 

Buckeye Tools Corp., P. 0. Box 966, 5005 Springboro 
Pikes, Dayton 1, Ohio 


Box 952, Dayton 1, 


Laure! St., Hartford 1, 


Co., 1 


600 East Pennsylvania 
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SCREWS 


bear cago Pneumatic Too! Co., 8 East 44th St., New Honti Engrg. & Mfg. Co., 1410 De La Torre Way, HOOVER ELECTRIC CO 
ork 17, N os Angeles 23, Calif Ange 25 alif 
Gardner-Denver Co., Quincy, Ill INDUSTRIAL TOOL MFG. CORP SUB PENDLETON Port umbus Airp 
Hunter Tools, 9851 Alburtis St., Santa Fe Springs, TOOL INDUSTRIES, INC., 8 Marbrisa Ave., ADV. C-97 
Huntington Park, Calif. SEE ADV D-1% Walter kK : 
St. Charles Rd., Walter K. Jaros Aircrafters, 48 Astoria 
Astoria, N.Y 
Mfg. Corp. Sub., Pendieton Tool Indus- — E —— cs Corp., 49 Bleecker 
8150 Marbrisa Ave., Huntington Park, York Y 
KOLLMORGEN OPTICAL CORP., 347 Kk 
ll Broadway, New York 4, N. Y Northampt Mass. SEE ADV. D- 194 S-t 5 
Organization, Inc., 28635 Mound Road Lamson & Sessions The edeman Rd., 
Mich Cleveland 9, Ohio 
57 Wells St., Greenfield, Mass Landis Machine (o., Fifth & Church St Waynesboro SAGINAW STEERING GEAR DIV., GENERAL MOTO 
Co 260-11 Langston Ave Gler Pa CORP aginaw, M SEE ADV D- 169 
Park, N. Y Lehigh vet ducts Corp : Alewife Brook Talley ie Newbury Park 
Co., 450 North Cedar St., Owatonna Parkway moridge 4 . i t 
Lucas Aircraft Supply Co 1] a t bardena, 
Photo foo! Co. Div., Pendieton Too! Industries, | malif 
209 Santa Fe Ave., Los Angeles 54, Calif Magna M Products, 1 r St., South Gate 
Richmont Inc 922 South Myrtle Ave Monr California 
Calif Massachusetts Gear 
Snap-on Tools Corp 8020 28 Ave Kenosha, Wis 32 Nashua St 
The L. S. Starrett Co., Crescent St.. Athol, Mass Mayfair wdustries 
INDUSTRIAL TOOL MFG. CORP. SUB., ‘PENDLETON 
TOOL INDUSTRIES, INC., 8150 Marbrisa Ave., Hunt 
ngton Park, Calif. SEE ADV. D-196 
Thor Power Too! Co., State & Claim Sts., Aurora 
United Shoe Mchy. Corp., 140 Federal St E 
Mass 
Vaco Products Co., 317 East Ontario St., 


Too! Works, Shakeproof Div 


Voi-Shan Mfg. Co., Div., Pheoll Mfg. Co., 
St., Culver City, Ca 
4. W ams & Co., 400 Vulcan 


N.Y 


Screw Machine Products 
(To Specifications) 


Abbott Products, Ir 150-50 12 Ave., Whitesto 
N.Y 
Accessories Manufacturers, Ltd 641-645 
St., W., Montreal, Canada 
Acme Industrial Co., 217 WN. Laflin St., 
Airborne Research & Development Corp., Small Pz E ory ~. a ta 6 ' ~ ey ard Seren Ge 
Fernando Rd., Sun Valley, Calif ne - , 
The Aircraft Fitting Co., 11830 Brookpark Rd > - nv $13 E. Frank E yu cornea —o CORP” AIRCRAFT ENGINE 
St., Milford, Conr STANDARD PRESSED STEEL CO., § 354, Jer cr as Plaza Bid3 C 
tts Co 821 Stewart Ave., own, Pa. SEE ADV D-178, D179. ~ . 


Matine 


Aviatron ASK 


202 Roosevelt Ave., Montebello Long Ses 


181 Fleet Street East, Toronto 
Gilenoak 
38th Street rookly 
eld St., Torr 
coa Bidg., Pitts- Hawkins St., Waterbur 
Co., Willimantic, Conn Ring Corp Box 
can Standard Prods., iInc., 3030 Main 
Hartford, Conn 
-Corrosive Metal Products, 30 River Rd., Castietc 
n-Hudson, WN. Y 
Fitting Corp., 32 Industrial Ave., Little 
4 ' 
Specialty Co., 450 Broome St 


The, Precision Threaded Products 


St., Hartford 6, Conr 
62-10 Woodside 


n Fernando Road, Sun Valley 
California 
cago Forging & Mfg. Co., 2000 North Southport 
Chicago, | » 
Hartford, Western Divs., Standard Screw Co oy Metal Sales Ltd. 181 
1 Washington Bivd., Bellwood, | , 0 Ontario, Canada 
umbia Nut & Bolt Co., Inc., 945 Main St., Bridge- Corrosive Metal Products, 3 
port 3, Conn n-H . Y 
Continental Can Co., Honeycomb Products, E - 
St., New York 17, N. Y Arnav Fitting Corp., 32 Industria 
Corbin Products Div., Ohison International Corp., Cr N. J 
cent Plaza Bidg., Long Island City, N Corbin Products Div., Ohison Internationa 
Delron Co. Inc., 5224 Southern Ave., South Gate, cent Plaza Bidg., Long Isiand City 2 
Calif John Hassall, In Westbury, N. Y 
Detroit Diamond Screw Products Co., 2200 Fourth St., Walter K. Jaros Aircrafters, 48-00 
Wyandotte, Mich Astoria, N. Y 
Deutsch Co., The, 7000 Avalon Bivd., Los Angeles 3, Lucas Aircraft Supply Co 
California C 
Dumont Aviation Assocs., 1401 Freeman Ave., P. 0 Nat tomat Prods. Co to 2a 
Box 4087, Long Beach 4, Calif rlin, Conn STANDARD PRESSED STEEL CO., Box 
Electronics Div., Iron Fireman Mfg. Co.,. 2838 South- t | Ser Co > East 75t town, Pa. SEE ADV. 0-178, D-179 
east Ninth Ave., Portland 2, Oreg n ‘ t. Mary's Carbo State Rd. St. Marys. Pa 
Elgin Machine Corp., 22 Clinton Ave., Valley Strear Reed & Prince Mfg. Co., 1 Duncan ! 4 
N.Y Mass 
Engineered Products Co. The, P. 0. Box 118, 129 Torrington C The, 59 Field St 
Smith St., Flint, Mich 
Garron Aircraft Supply, Inc., 5 Union Square, New n 
York 3, N. Y Screws, Ball Bearing 
General Steel Fittings Co., 1321 21 St., Racine, 
Wisc. oy Metal Sales Ltd 181 Fleet 
Gordon Enterprises, 5362 North Cahuenga Bivd., Toronto 2, Ontario, Canada 
North Hollywood, Calif Arnav Fitting Corp., 32 Industrial Ave 
Government Contract Sis. Div., Res. Development Man- N. J 
ufacture, Inc., 429 E. Collom St., Philadelphia 44, Corbin Products Div., Ohison Inte 
Pa. Crescent Plaza Bidg., Long Isiand C 
Hamilton Watch Co., Allied Products Div Columbia Engineering Research Assoc., 3475 E 
Ave., Lancaster, Pa Warren, Mich 
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SCREWS 


Voi-Shan Mfg. Co., Div., Pheoll Mfg. Co., 
St Culver City, Calif 
X-Pando Corporation, 43-15 36th St., 
City 1, New York 
Small Parts 
to, Canada 


8463 Higuera 


Long Island 


496 Queen St., East, 


Screws, Fillister-Head 


12 Ave., Whitestone 57, 


150-50 
Components, Inc., Woodland Ave., Twin Cities 
t, Benton Harbor, Mich 
Metal Screw Products Co., 821 
den City 


Stewart Ave 

181 Fieet Street East 
ario, Canada 

Y of America, 1501 Alcoa Bidg., Pittsburgh 

19 

merican Screw Co., Williamantic, Conn 

ti-Corrosive Metal Products, 30 River Rd., Castieton- 


ng Corp., 32 Industrial Ave., Littie Ferry 


Co., 450 Broome St., New 
636 St. Pauli St. W 


The, Precision Threaded Products 
Woodbine St., Hartford 6, Conn 
Ittinois Tool Works, 12917 Cerise St 
Hawthorne, Calif 
Camcar Screw & Mfg. Co. Div., Textron Industries, Inc 
600 Eighteenth Ave., Rockford, II! 
Canada Illinois Tools, Ltd., 75 Scarsdale Rd., Don 
Mills, Ontario, Canada 
Chicago ee Western Divs ewe Screw 
2701 gton Bivd., Bellwood 
CONTINENTAL SMOTORS CORP., AIRCRAFT ENGINE 
D Muskegon, Mich. SEE ADV 
Continental Screw Co., 459 Mt 
Bedford, Mass 
Sorbin Products Div., Ohison International Corp 
cent Plaza Bidg., Long Island City 1, WN. Y 
R. S. Cristie & Co 175 Fifth Ave.. New York 10, 
N.Y 
Daniels Service Parts Co., 


bican St New 


Cres- 


326 Linden Ave., Wilmette 


Dumont Aviation Assocs., 1401 Freeman Ave., P. 0 
Box 4087, Long Beach 4, Calif 

Co., Reliance Div., 25 Charles Ave., S. E 

5 Union Square, New 

158 Beechwood Ave., New 


8200 Lehigh Ave., Morton Grove 


2722 Clybourn Ave., Chicago 


Shakeproof Div., St. Charles Rd., 


Works 
Jaros Aircrafters, 48-00 Astoria Bivd., 
N.Y 
Sessions 
eveland 9, Ohio 
Lehigh Metal Products’ Corp., 134 Alewife Brook Park- 
way, Cambridge 40, Mass 

Lucas Aircraft Supply Co., 17311-S-Main St., 
Calif 

Morrow Screw 
Canada 

Nationa 

National Screw & Mfg. Co 
Cleveland 4, Ohio 

Nylock Corp., 611 Industrial Ave., Paramus, N. J 

PIC Design Corp., Sub. of Benrus Watch Co. Inc., 477 
Atlantic Ave., East Rockaway, N 

Parker-Kalon Div., General American 
Corp., Clifton, N. J. 

Progressive Mfg. Co. Div., The Torrington Co., 52 
Norwood St., Torrington, Conn. 

Reed & Prince Mfg. Co., 1 Duncan Ave., 
Mass _ 
SPS Western, 2701 S. Harbor Bivd., Santa Ana, Calif 
Seaboard Screw Corp., West Warwick, Rhode Island 
Sido Ltd., 555 Boivin Bivd., Granby, Quebec, Canada 
STANDARD PRESSED STEEL o . 354, Jenkin- 

town, Pa. SEE ADV. D-178, 

Torrington Co., The, 59 Field ig a Conn 
-Shan Mfg. Co., Div. Pheoll Mfg. Co., 8463 
Higuera St., Culver City, Calif 

W. Small Parts, Ltd. 496 ueen St., East, 
Toronto, Canada 


Walter 
Astoria 
C 5000 Tiedeman Rd 


Lamson & o The 


Gardena 


& Nut Ltd Ingersol!, Ontario 
1902 Seventh St., Rockford, I! 


The, 2440 East 75th St 


Lock Co 


Transportation 


Worcester 1, 


Screws, Locking 


150-50 12 Ave., Whitestone 57, 


Abbott Products, Inc., 
N.Y 

All Metal Screw Products 
Garden City, N. Y 

Alloy Metal Sales itd., 181 
Toronto 2, Ontario, Canada 

American Standard Prods., 
Hartford, Conn. 

Anti-Corrosive Metal Products, 
on-on-Hudson, N. Y 


Co., S21 Stewart Ave., 
Fleet Street East, 
Inc., 3030 Main St., 


Cact! 
Castie- 


30 River Rd., 


D-106 


Arnayv Fitting Corp. nd Ave., Little 
N. J 

Atias Screw & Spe 
York 13, WN. Y 

calinoy Div Li tinois ' 12917 Cerise 
Hawthorne alif 

Camar Screw & Mfg. Co. Div., Tex 
600 Eighteenth Ave., Rockfor rd, It. 

Canada lilimois Tools, Ltd Scarsdale Rd., Don 
Mills, Canada 

ar Prods. Corp., 1491 jon Rd 


CONTINENTAL MOTORS CORP.. AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 
sont inenta ‘ Pleasant St New 
Bedford 
Corbi n Products Div nm International Corp 
Crescent Plaza Bidg " Isla Cty 1, N.Y 
Daniels Service Parts Co., 326 | Ave., Wilmette 


Broome St., 


Industries, 


Cleveland 17 


' 
I 
Dumont Aviation Assocs 1401 Freeman Ave 
Box 4087, Long Beach 4 
Eaton Mfg. Co., Reliance D 2 wiles Ave., S. € 
Massillon, Ohio 
parron Aircraft 
York 3, WN. 
aries Repro 
Roche! le 
Hercules 
cago 14 
nois Toc 


> 


rion Square, New 


wood Ave., New 


ogressive 
No ~ nw 
SPS We Harbor d., Santa Ana, Cal 
STANDARD. ‘PRESSED STEEL co Sox 354, Jenkin 
town, Pa E ADV _D- 178, 0-179 
Thompson Bremer & 8 Worth LaSalle 
Chicago 1 
oi-Shan M S c Phe Mfg 
Higuera St - 


Sma . Ltd Y Queen 


‘ 


ronto, Canada 


Screws, Machine 


Abbott 
stone 
Aircraft mponents, Inc 
Benton Harbor 
rew Pro 
N y 
Sales 
Ontar 


5 Ww Conn 
Standard Prods In 3030 Main 
Conn 
Anti-Corrosive Meta! Pro 
on-Hudson, N. Y 
Arnav Fitting Corp., 32 
N. J 
Atlas Screw & Speciality 45 Bre st New 
York 13, N. Y 
Aviquipo of 
Montrea! 
Biand Burner Co., The, Precis 
Div., 83 Woodbine St., Hartf 
Calinoy Div., Illinois Tool Works 
Hawthorne, Calit 
Camcar Screw & Mfg 
Inc., 600 Eighteenth Ave 
Copper Co 


Castleton 


River Rd 


Little Ferry 


Canada Ltd 
Quebec, Canada 

Threaded Products 
d 6, Conn 


Chase Brass & 
bury, Conn 
hicago, Hartford, Western Divs Standard Screw Co 
2701 Washington Bivd., Bellwood, Il! 

Circon Component Corp Santa 
Airport, Goleta, Calif 

CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Continental Screw C 59 Mt. Pleasant St 
Bedford, Mass. 

Corbin Products Div his International Co 
Crescent Plaza Bidg., Long Island City 1, N. Y 

Cosa Corp., 405 Lexington Ave., New York 17, N 

R. S. Cristie & Co., 175 Fifth Ave, New York 
nN. Y¥ 


Barbara Municipa 


Daniels Service Parts Co., 

Dumont Aviation Assocs 
Box 4087, Long Beach 

Garron Aircraft Supply, 
York 3, N.Y 
seneral Stee 
Wisc 

Gries Reproducer 
Rochelle, N. Y 

H. M. 
mW 


Fittings 
Corp l Beechwood Ave 


Harper 


Hercules Fasteners Co., 2722 
cago 14, Ill 
Walter K. Jaros Aircrafters 
Astoria, N. Y 
Lamson & Sessions 
Cleveland 9, Ohio 
Lehigh Meta! Products Corr 134 Alew 
Parkway, Cambridge 40, Mass 
Lucas Aircraft Supply €o., 17311 S. Main 
Calif 
Merrow Screw & Nut Co., Ltd 
Canada 
National Lock Co., 1902 
National Screw & Mfg. Co., The 
Cleveland 4, Ohio 
Nylok Corp., 611 Industria! Ave., Param 
PIC Design Corp., Sub. of Benrus Watch 
Atlantic Ave., East Rockaway, N. Y 
Parker-Kalon Div Genera! American 
Corp Clifton, N. J 
Progressive Mig. Co. Div The T 
Norwood St., Torrington, Conr 
Reed & Prince Mfg. Co., 1 Ouncar 
Mass 
SPS Western, 2701 S. Harbor Bivd., Santa 
Screw Corp., 157 N. Rivergrade Rd., City 
Calif 
rege y Screw Corp oa Warwick, Rhode Isla 
Sido Ltd. 555 Bo Bivd., Granby, Quebe 
STANDARD PRESSED STEEL CO., Box 3 
town, Pa. SEE ADV. 0-178, 0-179 
Torrington Co., The, 59 Field St., To 
Voi-Shan Mfg. Co Pheo!! 
Higuera St C 
Vosier Aluminur 
Bayside 61 
W. Smal! Parts, 
Canada 
York Gears td 
ontario, Canada 


Clybou 


48-00 Astoria 


Co., The, 5000 Tiedeman Rd 


4 


Ingers¢ 


Seventh S R 


Screws, Recessed-Head 


Aircraft Bolt Corp Ol W. Garvey Bivd. 
Calif 
All Metal Screw Produ 
Garden City, N. Y 
Alloy Meta! Sales Lt 
2, Ontario anada 
Aluminum Co. of Amer 
burgh 19, Pa 
American Screw Co 
Anti-Corrosive Meta 
Castleton-on-Hudson 
Arnav Fitt ng Corp 
Ferry, N. J 
Atlas Screw & Spec 
New York 13, WN 
Aviquipo of Canada d 
Montrea Quebec Canada 
Bland Burner Co The 
ts Div 83 Woodbine 
Bristo! Co., The, P. 0. Box 
20, Conn 
Calinoy Div., Illinois 
Hawthorne, Calif 
Camecar Screw & Mfg. Co 
Inc 600 Eighteenth Ave 
Canada Illinois Tools Ltd 
Don Mills, Ontario, Canada 
hicago, Hartford, Western Divs 2 
Co 2701 Washington Bivd Bellwood, |! 
Continental Screw Co 459 Mt Pleasant 
New Bedford, Mass 
Corbin Products Div Ohison Internationa Corr 
Crescent Plaza Bidg., Long Island City 1, N. Y 
R. S. Cristie & Co., 175 Fifth Ave. New York 1 
Se v 


Daniels Service Parts Cx 326 «Linden «Ave 
Wilmette, Ill. 

Dumont Aviation Assocs 1401 F 
P. 0. Box 4087, Long Beach 4, C 

Eaton Mfg. Co Reliance Div 
Ss. E Massillon, Ohio 

Garron Aijrcraft Supply 
New York 3 Y 

H M Harper Co 8200 
Grove, Ill. 


Lehigh Ave 

Hercules Fasteners Clybourn Ave 
14, Il 

I!linois Too! Works. 
Rd., Elgin, Ill 

Walter K. Jaros Aircrafters 
S., Astoria, N. Y 

Lamson & Sessions Co., The 
Cleveland 9, Ohio 

Lehigh Metal Products Corp 134 
Parkway, Cambridge 40, Mass 
Lucas Aircraft Supply Co 17311-S-Main St 
Gardena, Calif 
National Lock Co 
TH. 

National Screw & Mfg. Co 

St., Cleveland 4, Ohio 

Nylok Corp., 611 Industrial Ave 
Parker-Kalon Div., General 
tion Corp., Clifton, N. J 

Progressive Mfg. Co. Div The 
52 Norwood St., Torrington, Conn 
Reed & Prince Mfg. Co., 1 
1, Mass 


Shakeproof 

48-00 Asto 

5000 Tiedeman Rd 
Brook 


Alewife 


1902 Seventh Rockford 


2440 East 75th 


Paramus, N. J 
American Transporta- 
Torrington 


Duncan Ave Worcester 
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SPS Western 
Calif 
Screw Corp., 157 WN 
Industry, Calif 
Seaboard Screw Corp 
« 4 a 555 


2701 S. Harbor Bivd., Santa Ana, 


Rivergrade Rd., City of 


Isiand 
Quebec 


West Warwick, Rhode 
Boivin Bivd., Granby 


STANDARD PRESSED STEEL CO., Box 354 
town, Pa. SEE ADV. 0-178, 0-179 

Torrington Co., The, 59 Field St., Torrington, Conn 

Voi-Shan Mfg. Co Div., Pheoll Mfg. Co 8463 
Higuera St., Culver City, Calif 

Vosier Aluminum Corporation, 40-08 Cp 
Ss Bayside 61, N. Y 

Y. W. Small Parts, Ltd. 496 
Toronto, Canada 


Jenkin- 


Kennedy 


Queen St East 


Screws, Socket 


Abbott Products, Inc White- 
stone 57, WN. Y 
Aircraft Bolt Corp 701 W 
Monte, Calif 
All Metal Screw Products Co., 821 
Garden City, N 
Alloy Metal Sales Ltd 181 
Toronto 2, Ontario, Canada 
Aluminum Co of America, 
Pittsburgh 19, Pa 
Anti-Corrosive Metal Products 30 
Castleton-on-Hudson, N. Y 
Arnav Fitting Corp 32 
Ferry Ly 
Atias Screw & Specialty Co 450 
New York 13, N. Y 
Bland Burner Co The, Precision Threaded Prod- 
ucts Div.. 83 Woodbine St Hartford 6, Conn 
Bristo! Co., The, P. 0. Box 1790-A. W., Waterbury 
20, Conn 
Camcar Screw & Mfg. Co., Div., Textron 
Inc 600 Eighteenth Ave Rockford, |! 
Canada Iilinois Tools Ltd, 75 Scarsdale Rd 
Mills, Ontario, Canada 
Hartford, Western Divs 
2701 Washington Bivd 
Corbin Products Div Ohison Internationa! Corp 
Crescent Plaza Bidg Long Island City 1, N. Y 
Daniels Service Parts Co., 326 Linden Ave 
Wilmette, Il! 
Dumont Aviation 
P. 0. Box 4087 


150-50 12 Ave., 
Garvey Bivd E 
Stewart Ave 
Fleet Street 
1501 Alcoa Bidg 

River Rd 
Industrial Ave Little 


Broome St 


Industries 


Standard 
Bellwood, Ii! 


Screw 


Assocs., 1401 
Long Beach 4 
Carron Aircraft Supply, inc., 5 
New York 3, N.Y 

Gries Reproduce Corp 
Rochelle, N. Y 

4 M. Harper Co 
Grove, Ill 

Hercules Fasteners Co 
Chicago 14, Ill 

Walter K. Jaros Aircrafters 
S., Astoria, WN 

Lehigh Metal Products Corp., 134 
Parkway, Cambridge 40, Mass 
lucas Aircraft Supply Co 17311-S-Main St 
Gardena, Calif 

Mercury Air Parts Supply Co., Inc 
Ave, P. 0. Box 135, Culver City 


Screw & Nut Co Ltd 


Freeman Ave., 
Calif 

Union Square. 
158 Beechwood Ave New 


8200 Lehigh Ave Morton 


2722 Clybourn Ave 


48-00 Astoria Blvd 


Alewife Brook 


3826 Willat 

Calif 

Morrow Ingerso 
Canada 

Northwestern Tools 
3, Ohio 

Nylok Corp., 611 Industrial Ave 

Parker-Kalon Div Genera 
tion Corp., Clifton, N. J 

Progressive Mfg. Co Div The Torrington Co 
52 Norwood St Torrington, Conn 

Screw Corp 157 WN Rivergrade Rd City of 
Industry, Calif 

STANDARD PRESSED STEEL CO., 354 
town, Pa. SEE ADV. 0-178, D-17 

Voi-Shan Mfg. Co., Pheoll Mfg ot 
St., Culver City, Calif 


Ontario 
117 Hollier Ave Dayton 


Paramus, WN. J 
American Transporta- 


Jenkin- 


8463 Higuera 


Screws, Special (To 
Specifications) 


Corp., 540 


Abaion Precision Mfg Casanova St 
Bronx 59, N. Y 

Abbott Products, Inc., 150-50 
57, N.Y 


12 Ave Whitestone 


Accessories Manufacturers, Ltd., 641-645 St. James St 
W., Montreal, Canada 

Advance Gear & Machine Corp., 
Los Angeles 1, Calif 

Aerial Machine & Too! Corp., 
Island City 1, N. Y 

Aircraft Bolt Corp 
Calif 

All Metal Screw Products Co., 821 
Garden City, N 

Alloy Metal Sales Ltd 181 
Toronto 2, Ontario, Canada 

Alton Iron Works, Inc., 1205 38th Street, 

. Y 

Aluminum Co 
burgh 19, Pa 

Screw Co., 


5851 Holmes Ave 


38-27 30th St., Long 
701 W. Garvey Bivd., E! Monte 
Stewart Ave 
Fleet Street East 
Brooklyn 
Pitts- 


of America, 1501 Alcoa Bidg., 


American Williamantic, Conn. 


American Standard Prods In 
Hartford, Conn 

Anti-Corrosive Metal Products, 30 River Rd 
on-Hudson, N. Y 

Arnav Fitting Corp 32 
N. J 

Atias Screw & Specialty Co. 450 
York 13, WN y 

Bland Burner Co The, Precision Threaded Products 
Div., 83 Woodbine St., Hartford 6 onn 

Bristo! Co he Box 1790-A. W 
20, Conn 

Bulova Res. & Devel. Labs., In 62 
Woodside 77, N. Y 

Calinoy Div Ittinois Too 
Hawthorne, Calif 

Camcar Screw & Mfg. Co Div Textror 
Inc., 600 Eighteenth Ave Rockford 

Canada Illinois Tools, Ltd., 75 Scarsdale Rd 
Intario, Canada 

Carmac Aviation, 8414 Sar 
California 

Chandler Prods. Corp., 1491 
Ohio 

Chicago 


2701 


Castleton 
Industria! Ave Little Ferry 


Broome St., New 


Waterbury 
Woodside Ave 
Works, 12917 erise 


Industries 
Don Mills 
Fernando Road 
hardon Rd., C 


Hartford, Western Divs Standard 

Washington Bivd Bellwood, | 
Continental Screw Co 459 Mt. Pleasant 
Bedtord, Mass 

Corbin Products Div Dhison = Internationa 
Crescent Plaza Bidg Long Island City 1 

R. S. Cristie & Fifth Ave. New York 
N.Y 

Daniels Service Parts Co 2 nden Ave. W 


Co., 175 


Del iron C Inc 5224 Southern Ave 


York Rd 
Aviation Assocs 
4087, Long Beach 
Eaton Mfg. Co., Reliance 
Massillion, Ohio 
Ex-Ceil-O Corp. of 
London, Ontario 
Federal Machine Co 
City 5, N. J 
Garron Aircraft S In 5 Unior are, New 
York 3, N. Y 
Stee! Fittin : 1321 21 


Canada 
Canada 


Garfield Ave. Jersey 


Gries Reproducer C 158 Beechwoo 
Rochelle, N. Y 

Hamilton Watch Co ed Products 
Ave., Lancaster 

H. M. Harper Co 200 Lehigh Ave 

John Hassa In 

Hercules Fasteners 
14 1 

Walter K. Jaros A 
Astoria, N. Y 


9 Bushing Co 454 North 


rcrafters “00 Astoria Bivd 


Pontiac, Mich 

Lamson & Sessions Tiedeman Rd 
Cleveland 9, Ohio 

Lehigh Metal Products Cor¢ 
Parkway, Cambridge 40, Mass 
as Aircraft Su 0 n St 


Alewife Brook 


Gardena 
Willat Ave 

Morrow Ontario 
Canada 

Nationa The, Washington Ave 
Berlin 

National Lock Co., 1902 Seventh St., Rockford, I 

N ationa Screw & Mfg. Co., The, 2440 East 75th St 
leveland 4, Ohio 

Northwestern Tools, Inc 117 Hollier Ave.. Dayton 3 
Ohio 

Nylok 

Parker-Kalon Div Genera 
Corp., Clifton, N. J 

Progressive Mfg. Co Div The, Torr 
52 Norwood St., Torrington, Conn 


“Red Devil Mfg. Co., 1412 N. Ogden Ave., Chicago 10 
WW 


“orp 1) 
corp ii 


Industrial Ave Paramus, WN. J 


American Transportation 


ngton 


Reed & Prince Mfg. Co., 1 Duncan Ave., Worcester 1 
Mass 

Richard Brothers Punch Div., Allied Products Corp 
26500 Capito! Ave., Detroit 39, Mich 

SPS Western, 2701 S. Harbor Bivd Santa Ana 
Calif 

Screw Corp. 157 N. Rivergrade Rd 
Calif 

Sido Ltd 555 Boivin Bivd., Granby, Quebec 

Wm. H. Snow Co., 1413 E. Franklin Ave., £ egundc 
Calif 

STANDARD PRESSED STEEL CO., Box 354, Jenkir 
town, Pa. SEE ADV. D-178, 0-179 


Canada 


Sterling Precision Corp 1 Matinecock Ave Port 
Washington, N. Y 
Thompson Bremer & Co 228 North 
Chicago 1, Ill 
Torrington Field St 
Waterbury 
Santa Monica 


The. 59 
15 Hawkins St 


Torrington 
Uniconn, Inc Conn 
Viier Engineering, inc 8900 
Los Angeles 46, Calif 
Voi-Shan Mfg. Co Div. Pheo Mfg 
Higuera St., Culver City, Calif 
Vosier Al Corporation Kennedy 
St., Bayside 61, N. Y 


sminum 
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SEALANT 


Waltham Precisior nstrument *.) In Military 
nstruments Div., Crescent St., Waltham 54, Mass 
Weatherhead Co. of Canada Ltd, The, 109 Inkerman 

St., St. Thomas, Ontar Canada 
Weber Sales & Supply 2640-48 La Cienga Bivd 
Los Angeles 34, Ca 
Y. W. Smal! Parts, Ltd., 496 
Canada 


‘ 


Queen S&t., East, Toronto 


25 Caledonia Rd Toronto 19 
s Div 30240 Lakeland 


Wickliff, Ohio 


Screws, ~~ 


Meta Sales Ltd 181 


ntar 


Fleet Street Easi 


32 Indust Ave., Little Ferry 


2 


Chicago, Hartford, Western Divs., Standard Screw Co., 
2701 Washingto Biva E wood 

Corbir Products Div 0 Internat 
Crescent Plaza Bidg 

Garron Aircraft Supply 
York 3 N Y 

Walter K r 
Astoria, N. Y 

Jig Bushing Co., 454 

Lucas Aircraft Supply 


‘ 


Gardena 


a 
National Screw & Mfg O East 75th St 
leveland 4, Oh 
Parker-Kalor 
orp., Cliftor 
aginaw Div Eato ¥ rren 
Detroit, Mich 


Transportatior 


h Red 


Screws, Thumb 


A Meta Screw 821 tewart 
Garden City 
Alloy Meta ales 
Toronto 2, Ontar 
Aluminum + of Amer 
burgh 19, Pa 
Anti-Corrosive Meta 
ton-on-Hudson, N 
Arnav Fitting Cors 
nw. J 
Atlas Screw 
York 13 
Billings & 


Conn 


Fleet Street 


Corbin Prod 
Crescent 

rR. Ss , 

XN Y 


Dumont 


Aviation Assocs 
Box 4087, Long Beach 
Garron Aircraft Supply 
York 3, N.Y 
Gries Reproducer Cor; 158 
Rochelle, N. Y 
Harper Co., 820 


Square, New 
Beechwood Ave New 


Lehigh Ave. Morton Grove 


es Fasteners 


Walter K. Jaros Air 
Astoria, WN. Y 
Lehigh Meta Product 
Parkway, Cambridge 
Lucas Aircraft Supply 
dena, Calif 
Nationa! Screw & 
St Cleveland 4 
Northwestern T 
Ohio 
Nylok Corp 
Parker- Kak yr 
Corp., C 
Progressive 
Norwood 
Reed & Prince Mfg 
Mass 
Sido Ltd 


Torringtor 


Sea Marker, Dye 


Shannon Luminous Materials 
Bivd., 4 wood 46, Calif 


onoco — "BERMITE POWDER CO 11 
ton St rth Hollywood, Calif. SEE ‘ADV 6-40 


Sealant, Cabin Pressure 
(See Also Compound) 


Adhes ve 
& Mfg 





SEALANT 


Aviquipo of Canada Ltd. 
Montreal, Quedec, Canada 
Bell & Gossett Oo., 
Grove, Ii! 
Cari H. Biggs Co., Biggs Bidg., 
Angeles 64, California 
The Borden Chemical Co. Div., 
Madison Ave., New York 17, Y. 
Pro-Sea ‘k Mfg. Co., 2235 ’ Beverly Bivd., Los 
Calif. 
Co., Silicone Products Dept., Water- 


636 St. Paul St. W., 


8200 WN. Austin Ave., Morton 
2255 Barry Ave., Los 
The Borden Co. 350 


Minnesota Mining & Mfg. Co., Adhesives, Coatings & 
Sealers Div., 6411 Randolph St., Los Angeles 22, 


Calif. 

PRESSTITE-KEYSTONE ENGRG. PROD. CO. DIV., 
AMERICAN MARIETTA CO., 3738 Chouteau Ave., 
St. Lovis 10, Mo. SEE ADV. 0-180 

Products Research Co., 3126 Los Feliz Bivd., Los 
Angeles 39, Calif 

— — 

Midland 

by CHEMICAL CORP., 780 N. Clinton, Trent 

J. Bristol, Pennsylvania SEE ADV. 8 

Corporation, 43-15 36th St., Long Island 
New York 


Service, Dow Corning Corp., 


x- Ponds 
City 1, 


Sealant, Special Purpose 


Acheson Collcids Co., Port Muron, Mich. 
Adhesives Coatings & Sealers Div., Minnesota Mining 
& Mfg. Co., 411 Piquette St., Detroit 2, Mich 
American Latex Products Corp., 3341 W. E! Segundo 
Bivd., Hawthorne, Calif. 
Aviquipo of Canada Ltd. 636 St. Paul St. W., 
Montreal, Quebec, Canada 
Bell & Gossett Co., 8200 N 
Grove, I! 

Car! H. Biggs Co., Biggs Bidg., 
Angeles 64, California 

The Borden Chemica! Co. Div., 
Madison Ave., New York 17, 

Coast Pro-Seal & Mfg. Co., 2235 Beverly Bivd., Los 
Angeles 57, Calif 

Drilube Co., 723 West Broadway, 

rt 

Emerson 
Mass 

Genera! Electric Co., 
ford, N. Y 

Houghton Laboratories Inc., 
N.Y 


Austin Ave., Morton 


2255 Barry Ave., Los 
The Borden Co., 350 
Y. 


Glendale 4, Cali- 


869 Washington St., Canton, 


Cuming, Inc., 
Silicone Products Dept., Water- 
3222 Houghton Ave., Olean, 


David Minkoff Co., 815 West 18lst St., New York, 
N.Y 
M innesote 
Sealers Div., 
Calif 
Mobile Piastics Div., 
72, Mobile, Ala 
Narmco Resins & Coatings Co., 
Costa Mesa, Calif 

PRESSTITE-KEYSTONE ENGRG. PROD. CO. DIV., 
AMERICAN MARIETTA CO. ys Chouteau Ave., 
St. Louis 10, Mo. SEE ADV. D-180 

Protective Treatments, Inc., 420 
Dayton 3, Ohio 

Silicones Div Union Carbide Corp., 
New York 17, N.Y 

Technical Information Service, 
Midland, Mich 

THIOKOL CHEMICAL CORP., 780 N. Clinton, Trenton 

N. J. Bristol, Pennsylvania. SEE ADV. D-181 

Corporation, Island 
New York 


Adhesives, Coatings & 
Los Angeles 22, 


Mining & Mfg. Co., 
6411 Randolph St., 


Cordo Chemical Corp., P. 0. Box 


600 Victoria Street, 


Dellrose Avenue, 


30 €. 42 St., 


Dow Corning Corp., 


X-Pando 43-15 36th St., Long 


City 1, 


Sealants, Tank 


Adhesives Coatings & Sealers Div., Minnesota Mining 
& Mfg. Co., 411 Piquette St., Detroit 2, Mich 

Air-Ex Inc., Montreal Airport, Dorval, Quebec, Canada 

American Latex Products Corp., 3341 W. E! Segundo 
Bivd., Hawthorne, Calif. 

Aviquipo of Canada Ltd., 636 St. Paul St. W., 
Montreal, Quebec, Canada 

Bell & Gossett Co., 8200 WN. Austin Ave., Morton 
Grove, Ii! 

The Borden 
Madison Ave., 

Cee Bee Chemical Co., Inc., 
Downey, Calif 

Coast Pro-Seal & Mfg. Co 
Angeles 57, Calif. 

B. F. Goodrich Canada, 
Canada 

Houghton Laboratories Inc., 
N.Y 

Johns-Manville, 22 East 40 St., 

Minnesota Mining & Mfg. Co., 
Sealers Div., 6411 Randolph St., 
Calif 

PRESSTITE-KEYSTONE ENGRG. PROD. CO. DIV., 
AMERICAN MARIETTA CO. eA Chouteau Ave., 
St. Louis 10, Mo, SEE ADV. D 

Products Research Co., 3126 - 
Angeles 39, Calif. 


Chemical Co. Div., The Borden Co., 350 
New York 17, N. Y 

9520 E. CeeBee Dr., 
2235 Beverly Bivd., Los 
Ltd., Kitchener, Ontario, 
322 Houghton Ave., Olean, 
New York 16, N. Y. 


Adhesives, Coatings & 
Los Angeles 22, 


om Sivd., Los 


D-108 


bas ts ae Creme cone 780 N. Clinton, Trenton 
7, N. SEE 182 


United che ~4y » ng 140 Federal St., Boston 7, 


Mass. 


Seals, Dust Excluder 


0. Box 916, New Bedford, 


Acushnet Process Co., © 
Mass 

Adhesives Coating & Sealers Div., Minnesota Mining 
& Mfg. Co., 411 Piquette St., Detroit 2, Mich. 

Aircraft Precision Products, Inc., 8720 North End 
Ave., Aveoak Park 37, Mich 

ARROWHEAD PRODUCTS, 2350 Curry St., 
Calif. SEE ADV. D-187 

Auburn Mfg. Co., Middletown, 

Chicago Allis Mfg. Co., 113- 
Chicago 7, Ii! 

Belting Co., 


Long Beach, 
Conn 
125 North Green St., 


lll WN. Green St., Chicago 7, 


1 

Clover Industries, Inc., 588 Young St., Tonawanda 
nN. Y 

Coast Pro-Seal & Mfg. Co., 2235 Beverly Bivd., Los 
Angeles 57, Calif 

Cunnecticut Hard Rubber Co., 
Haven, Conn. 

Finnell System Inc., 500 East St., 

Flexco Inc., 7856 Salt Lake Ave., 
Calif 

Garlock Packing Co., The, 

General Hermetic Sealing Corp 
Ave., Valley Stream, N. Y 

Hathaway, Kraemer Ltd. 125 Whitney P!., 
Ontario, Canada 

Johns-Manville, 22 East 40 St., 

Kirkill Rubber Co., Brea, Calif 

Linear, Inc., Levick St. & State Rd 
Pa 

Micro-Precision Div Micromatic 
Grande Vista, Los Angeles, Calif 

Minnesota Rubber Company, 3630 Wooddale Ave., 
Mineapolis 16, Minn 

= we bE ~~ a Federal-Mogu!- a wal ee Inc., 

ational Ave. City, Calif 

PRESSTITE-KEYSTON E enc.” “PROD. co. 
AMERICAN MARIETTA CO., 3738 Chouteau Ave., 
St. Louis 10, Mo. SEE ADV. D-180 

Radio Frequency Laboratories, Inc., Boonton, N. J 

Schlegel Mfg. Co., 1555 Jefferson Road, Rochester 23, 
N.Y. 

Specialty Plug & Cap Co., 
Baltimore 15, Md 

United States Rubber Co., 1230 Ave. of the Americas, 
New York 20, N. Y 

Vibra Seal Corp., 2832 East Grand Bivd., 
Mich 

Victor Mfg. & Gasket Co., 5750 West 
Chicago 50, I! 


The, 407 East St., New 


Elkhart, Ind 
Huntington Park, 


Palymra, N. Y 
99 East Hawthorne 
Kitchener, 
New York 16, N. Y. 
Philadelphia 35, 


Hone Corp 1535 


5422 Fairlawn Ave., 


Detroit 11, 


Roosevelt Rd., 


Seals, Grease & Oil 


Acushnet Process Co., P. 0. Box 916, New Bedford, 
Mass 
The Advanced Products Co 59 
Haven, Conn 
Andrew Parts Manufacturing Co 
Long Island City 6, New York 
Auburn Mfg. Co., Middletown, Conn 
Bestobell (Canada) Ltd 4 BestobeM Rd., 
14, Ontario, Canada 
Cartriseal Corp 3515 WwW 
wood, Ill. 
Chicago Allis Mfg. Co 
Chicago 7, Ill 
Chicago Belting Co., 111 
It. 


Broadway, North 


32-70 31 St., 


Toronto 


Touhy Ave., Lincoln- 


113-125 North Green St., 


N. Green St., Chicago 7, 


Cleveland Graphite 17000 


Bronze Div Clevite, 
St., Clair Ave., i 


Cleveland 10, Ohio 
Colonial Rubber Co., Ravenna, Ohio 
CONTINENTAL MOTORS CORP.. AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 
Crane Packing Co 6400 Oakton St 
Grove, Ii! 
Dyna-Empire inc 
City, N. Y 
Emerson Piastics Corp., 
61, N. Y 
Felt Products 
Skokie, Ii! 
Felters Co., Inc The 
Mass. 
Fitzgerald Mfg. Co 
Fulton Syiphon Div., Robertshaw-Fulton Controls 
Co., P. 0. Box 400, Knoxville 1, Tenn. 
Garlock Packing Co., The, Palymra, N. Y 
Gasket Manufacturing Co Inc., 319 West 17 
St., Los Angeles 15, Calif 
General Tire & Rubber Co., 
Akron 9, Ohio 
Gits Bros. Mfg. Co., 
Chicago 23, Il! 
Greene, Tweed & Co., North Wales, Pa 
Hydrodyne Corp., Skinner Sea! Div., 
water Canyon Ave., North Hollywood, 
Joclin Mfg. Co., 30 Lufbery Ave., 
Conn. 


1075 Stewart Ave. Garden 


1383 Seabury Ave., Bronx 


Mfg. Co., 7450 N. McCormick Bivd., 


210 South St., Boston, 


Torrington, Conn 


1708 Englewood Ave., 


1832 S$ Kilbourn Ave., 


7350 Cold- 
Calif 
Wallingford, 


Johns-Manville, 22 East 40 St., New York 16, 
N 


Morton © 


Linear, Inc., Levick St. & State Rd. Philadelphia 
35, Pa. 
Magnetic Seal 

rR. 1 
Micro-Precision Div., Micromatic Hone Corp., 
Grande Vista, Los Angeles, Calif 
Minnesota Rubber Company, 3630 Wooddale Ave., 
Minneapolis 16, Minn 

Perfect Circle Corp., Haggerstown, Ind 


Corp., 301 Sowams Rd., Barrington, 


1535 


Seals, Hermetic & 
Pressurized 


P. 0. Box 916, New Bedford, 


Acushnet Process Co., 
Mass 

The Ame Wire New Haven, Conn 

ARROWHEAD PRODUCTS 2350 Curry St., 
Calif. SEE ADV. D-187 

Cart H. Biggs Co., Biggs Bidg., 
Les Angeles 64, California 

Cleveland Graphite Bronze Div., Clevite, 
Clair Ave., Cleveland 10, Ohio 

Colonial Rubber Co., Ravenna, Ohio 

Connecticut Hard Rubber Co., The, 
New Haven, Conn. 

Electrical 
691 Centra! 
Emerson Plastics Corp., 
61, WN. Y. 

Garde Mfg. Co., 53 John St., Cumberland, R 
General Ceramics Corp., Keasbey, N. J 

General Hermetic Sealing Corp., 99 East Haw 
thorne Ave., Valley Stream, N. Y 

8 F. Goodrich Aviation Products 500 
Main St., Akron, Ohio 

Joclin Mfg. Co. 30 Lufbery Ave 


Long Beach 
2255 Barry Ave., 


17000 St 


407 East St, 
Industries Div., Philips Electronics, Inc., 


Ave. Murray Hill, N. J 
1383 Seabury Ave., Bronx 


South 
Wallingford 


Calif 
& State Rd 


onn 
Kirkill Rubber Co., Brea, 
Linear, Inc., Levick St 
35, Pa. 
Micro-Precision Div., Micromatic Hone 
Grande Vista, Los Angeles, Calif 
Minnesota Rubber Company, 3630 Wooddale Ave 
Minneapolis 16, Minn 
Networks Electronic Corp., Oxnard, Van 


Nuys, Calif. 

ordco DIV., BERMITE POWDER CO. 11120 
Cumpston So, North Hollywood, Calif. SEE ADV 
B-40 


Philadelphia 


Corp., 1555 


14806 


Murray Hil N. J 


Phillips Electronics, Inc., 
4143 Monroe St 


Roberts Toledo Rubber Co 

13, Ohio 

Sealo! Corp., 
I 


Toledo 


Warwick Industria! Park, Providence 5 


x 

W. S. Shamban & Co., 11617 West Jefferson Bivd 
Culver City, Calif. 

Tri-Point Plastics, Inc., 

Tronex Inc., Ninth & G St., 

United Metallic 0 Ring Corp., Box 
Ohio 

U. S. Gasket Co. Div., Garlock Packing Co 
N. Tenth St., Camden 1, WN 

U. S. Graphite Co., Div., The Wickes Corp 
Mich 

Vibra Seal Corp., 
Mict 

X-Pando 
City 1 


Alberston, N. Y 
Millville, WN 
1035, ‘Sesten 1 


The, 608 
Saginaw 


2832 East Grand Bivd., Detroit 11 


Corporation, 43-15 36th St Long Island 


New York 


Seals, Hydraulic 


P. 0. Box 916 


Acushnet Process Co., New Bedford 
Mass 

The Advanced Products Co 59 
Haven, Conn 

Aero Gasket Corp., 

Aircraft Precision Products, Inc 
Aveoak Park 37, Mich 

Arnav Fitting Corp., 32 Industrial Ave 
N. J. 


Broadway, North 


763 Hanover Rd., Meriden, Conn 
8720 North Enc Ave 


Little Ferry 


Associated Technical Sales Co., 1926 E. Siebenthaler 
Ave., Dayton, Ohio 

Auburn Mfg. Co., Middletown, Conn 

Beemer Engineering Co., 401 North Broad St., Phila- 
deiphia 8, Pa 

Bestobell (Canada) Ltd 
Ontario, Canada 

Bristo! Co., The, P. 0. Box 1790-A. W 
20, 

Cartriseal Corp., 3515 W. Touhy Ave., Lincolnwood 

Cleveland Graphite Bronze Div., Clevite, 1700 
Clair Ave., Cleveland 10, Ohio 

Colonial Rubber Co., Ravenna, Ohio 

Crane Packing Co., 6400 Oakton St., Morton Grove, I! 


Emerson Plastics Corp., 1383 Seabury Ave., Brom 61, 
Gs Wa 


4 Bestobel! Rd., Toronto 


Waterbury 


Fulton Syiphon Div., Robertshaw-Fulton Controls 
Box 400, Knoxville 1, Tenn 
Garlock Packing Co., The, Palymra, N. Y 
General Tire & Rubber Co., 1708 Englewood Ave 
9, Ohio 
Gits Bros. Mfg. Co., 1832 S. Kilbourn Ave., Chicago 23 
Hi. 


Goshen Rubber Co., Inc., 637 East lowa St., Goshen, 
Ind. 
North Wales, Pa 


7350 


Greene, Tweed & Co., 
Hydrodyne Corp., Skinner Seal Div 
Canyon Ave., North Hollywood, Calif 


Coldwater 
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International Packings Corp., Lake St., Bristol, N. H The Advanced Product 
Jociin Mfg. Co., 30 Lufbery Ave., Wallingford, Conn Haven, Con 
Johos-Manville, 22 East 40 St.. New York 16, N. Y The Ame Wire Co., New Have 
Linear, Inc., Levick St. & State Rd, Philadeiphia 35, ARROWHEAD PRODUCTS, 
Pa. Calif. SEE ADV. D-187 
Magnetic Seal Corp., 301 Sowams Rd., Barrington, R. I Auburn Mfg. Co., Middiet 
Mechanical Rubber Products Co., Warwick, N. Y Beemer Engineering : 
Micro-Precision Div Micromatic Hone Corp., 1535 deiphia 8, Pa 
Grande Vista, Los Angeles, Calif Bestobe Canada 
Minnesota Rubber Company, 3630 Wooddale Ave., Ontario, Canada 
Minneapolis 16, Minn Ca 4. Biggs C 
National Sea! Div., Federal-Mogul-Bower Bearings, Inc., Angeles 64 
Broadway & National Ave., Redwood City, Calif ; Rubt 
On Mark Couplings Inc., 4440 York Bivd., Los Angeles 
41, Calif 
Parker-Hannifin Corporation, 17325 Euclid Ave., Cleve- 
land 12, Ohio 
Roberts Toledo Rubber Co., 4143 Monroe St., Toledo 
13, Ohio 
Rogers, Corp., Rogers, Conn 
St. Mary's Carbon Co., State Rd. St.-Marys, Pa 
Sealoi Corp Warwick Industrial Park, Provide 
R 


Ww. S. Shambar Co 11617 West Jefferson 
Culver City 
Stiliman Rubber 

Calif 
Tri-Point Plastics, Inc., Albertson, N. Y 
Turbo Products, Inc., 12177 Montague St., Pacoima, 
Calif 
U. S. Gasket C Div., Garlock Packing Co., The, 608 
N. Tenth St., Camden 1, N. J 
Graphite Co., Div. The Wickes Corp., Saginaw 


805 Marilyn Ave., Culver 


Bivd., Detroit 11, 
St., Long Island 
Seals, pears (Mechanical) 
Seals, Mechanical 
Acushnet Process P Box 916, New Bedford 
Mass 


Aero Gasket Corg 76 over Rd., Meride Co 
Anchor Packing Co., T l orth Broad St., Phila 


Mfg Middietow 

Belfab M A t 

BELL AIRCRAFT CORP Niaga 
N. Y __ SEE ADV A- 46 


elph 8, P 
ARROWHEAD PRODUCTS, 2350 Curry St., Long Beact 
f , sEE ADV D-187 
f va 3 Dayt ona Beach, Fila 
A. W WaterBury 


00 Myrtle Ave., Boonto 
3515 W. Touhy Ave 


Crane Pack 

Emers Plast 
N.Y 

ton Syiphon Div., Robertshaw-F 

P. O. Box 400, Knoxville 1, Tenn 

> The Pa ‘yr 


Fu 


ack 


‘State Rd., Philadelp 


Sowams Rd. Barrington 
R.1 
Mechanica bt roducts Co., Warwick, N. Y 
Meco In 1401 S. Marsha Paris, | 
National Sea! Div., Federal-Mogu!-Bower Bearings, Inc., 
Broadway & National Ave., Redwood City, Calif 
ORDCO DIV GERMITE POWDER CO., 111 Cum 
ton St., North Hollywood, Calif. SEE ADV. 8-40 
Radio Frequency Laboratories Inc., Booton, N. J 
St. Mary’s Carbon Co., State Rd., St. Marys, Pa 
Sealo or Warwick Industrial Park, Providence 
~ 
11617 West Jefferson 


Street & Indiana Ave 


Inc., Albertson, N. Y 
UNITED AIRCRAFT PRODUCTS, INC 
Dayton, Ohio. SEE ADV. 8-43 
Ring Corp., Box 1035 
v., Garlock Packing Co., Tt sory Brothers & 
Camden 1, N. J Montreal 6. P 
The Wickes Corp., Saginav Dbm Research 
oa Beach 
Vibra Sea! Corp., 33 ast Grand Bivd., Detroit arre r 
Mich Airport, Hwy. 34, Box Bein 
LAWTER CHEMICALS, INC 355 
o hicago 45, | SEE ADV. 0-199 
Seals, Pipe-Joint Miller Research Labs. Div. Miller M 
2215 Russe * Baltimore Ma 
Acushnet Process P. 0. Box 916, New Bedford, ORDCO div BERMITE POWDER CO 2 
North Hollywood, Calif. SEE ADV. 6-40 


Mass 
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SERVICES, ENGINEERING 


eens Penge INC., 105 White Pla 
n, N.Y. SEE ADV 0-195 


Tetons re Park Ave zt 


Searchlights 


Ame an Gosch A 


tead, N. Y : 
CROUSE-HINDS COMPANY 
ADV. E-2 


CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskeg SEE ADV A- 52 
tydrodyne rt 


any 


Separators, Oil 
AMERICAN AIR FILTER CO.. INC. 215 Ce 
e 8, Kent SEE ADV. 0205 


¥ Sryan 





SERVICES, ENGINEERING 


ACF Electronics, ACF Industries Inc., 
Henry St.. Alexandria, Va 
Abbot Wares-Vaiveaire Aircraft Div., 
Les Angeles, Calif 
Advance Gear & Machine 
, Calif 
871 East Washington St., Pasadena, Calif 
Co., 1512 N. Wells St., Chicago 10, 


1332 North 
1773 Siche! St., 


Corp., 5851 Holmes Ave., 


6352 North Irwindale Ave., 


= ae alties, Inc., 122 Naubuc Ave., Glaston- 
AEROTEST. "LABORATORIES, a. 
College Po N SEE A D-194 
Airborne Instru aon Lab — gh Hammer 
160 Old Country Rd., Mineola, N. Y 
rconductors, 367 East Olive, Gardena, Calif 
rcraft Armaments Inc., Cockeysville, Md 
rcraft Engineering & Maintenance Co., 
ternational! Airport, Oakland 14, Calif 
r-Ex Inc., Montreal Airport, Dorval, Quebec 
rtron Canada Ltd.. 300 Campbell Ave., 
Ontario, Canada 
ed International Co., 
N.Y 
ed Res 
Mass 
states Design & Development Co., Inc 25 WN 
Warren St., Trenton, N. J 
mar-York Co., Inc., 4802 Camp Bowie Bivd., Fort 
Worth, Tex 
Andrew California C , 941 E. Marylind, Claremo 
Ca 
Applied Design Co 1807 Elmwood Ave 
N.Y 
Ar r~ x + .- 


129-11 


Oakland 
Canada 
Toronto 9 


230 Park Ave., New York 17, 


Associates, Inc., 43 Leon St., Boston 15 


Buffalo 


Ra ap w 
ARROWNEAD PRODUCTS, 23 
allf. SEE ADV. D-187 
Ast Technical Instr remem Corp., 1132 Mission St 
South Pasadena, Cal 
ASTRA, Inc., P. © Box 163 
Atlas Precision Products Co 
Aves., Philadelphia, Pa 
seg Industries, Inc., P. 0. Box 


Washington Bivd Los 


0 Curry St., Long Beach, 


Milford, Conn 
Castor & Kensington 
2166, Lansing 


Aveo MANUFACTURING CORP., RESEARCH AND AD- 
VANCED DEVELOPMENT DIV., 201 we 
Mass. SEE ADV. 3RD COVER 
Barnes & Reinecke, Inc., 230 East Ohio St 
11, I 
The Barth Corp., 12650 Brookpark Rd 


Ohio 
BAUSCH & LOMB OPTICAL CO., 82159 St. Pa 
Rochester 2, N. Y. SEE ADV. B-45 
Bekins Van & Storage Co., Industrial Packagir 
12512 Inglewood Ave., Hawthorne, Calif 
Bendix Aviation Corp., Fisher Bidg., 
Bendix Aviation Corp., Eclipse-Pioneer 
N. J 
Bendix-Pacific Div Bendix Aviation Corp 
Sherman Way, N. Hollywood, Calif 
Bernco Engineering Corp, 2320 S. Tibbs 
Box 41037, Indianapolis 41, Ind 
A. Biederman, Inc., Precision Instruments L 
Airway, Glendale 1, Calif 
Bishop & Co. Platinum Works,, Ma 
Research Laboratories, P. 0 
1, Wisconsin 
| Aircraft (Western Ltd >. O. Box 874 
Stevenson Field, Winnipeg, Manitoba, Canada 
BUDD COMPANY, THE, DEFENSE DIVISION, 2450 
Hunting Park Ave., Philadelphia, Pa. SEE ADV. A-48 
35 Roetzer St., Buffale 


Wiimington 


Cleveland 


wrksten 


alo Metal tainer Corp 

11, N. ¥ 

ova Res. & —_ Labs., Inc., 62-10 Woodside Ave 
Y 


- 20 N. Wacker Dr., Chicago 6 


160 West Broadway, New York 
California Testing Labs., Inc., 619 E. Washington 
Los Angeles 15, Calif 
ng, Sisson & Assoc., h Robertson Bivd 
S Angeles 35, Calif 
Gardena 


Corp., 15126 South Broadway, 


The, 400 Harrison St Springfield 
PRATT & WHITNEY CO., 
West D 


CHANDLER EVANS DIV., 
NC., Charter Oak Bivd 
See ‘ADV. A-45 


Hartford 1, Conn 


Cleveland Pneumatic Industries, Inc., 3781 East 77th 
Street, Cleveland 5, Ohio 
Coleman Engineering Co., Inc., 

Torrance, Calif 


olonial Aircraft Corp 


3500 Torrance Bivd., 

Cc Sanford, Maine 

Commercial Casting Co., 8855 Santa Monica Bivd., Los 
Angeles 46, Calif 

Computer Control Co., Inc., 92 Broad St., 
57, Mass 


Wellesley 


Continental Technical 
W. Apple St., Dayton, Ohio 
Cook Electric Co., Iniand Testing Laboratories Div 
6401 W. Oakton St., Morton Grove, I! 

CRAIG SYSTEMS, INC., 360 Merrimack St., 
Mass. SEE ADV. D-193 

The Cross Company, Park Grove Postal 
3835, Detroit 5, Mich. 

Curtiss-Wright Corp., Research Div., 


Service, Inc., Aircraft Div., 29 


Lawrence, 
Station, Box 


Quehanna, Pa 


D-110 


Walter Kid 


Computer Engineering Associates, 
Pasadena, Calif 
2151 E. Rose- 


Customer Service Div 
Inc., 350 North Halstead St., 

Darco Industries Inc., Val-Aero Div 
crans Ave., El Segundo, Calif 

Datics Corp., P. 0. Box 9128, 

Davidson Mfg. Co., 2223 East 
Covina, Calif 

Daystrom Transicol!l Div., 
Pa. 

Defense Products Div 
Robbins Lane, Syosset, L 

DEL MAR ENGINEERING LABORATORIES, 
national Airport, Los Angeles 45, Calif. SEE 


Texas 
West 


Fort Worth 
Romana Bivd 


Daystrom, Inc., Worcester, 


Fairchi d ern & Inst. Corp., 
Inter- 
ADV 


B-42 
DESIGNERS FOR INDUSTRY, 4241 
Cleveland 9, Ohio. SEE ADV. C-96 
DI-AN Controls, Inc., 40 Leon St., Boston 15, Mass 
Donner Scientific Co., 888 Galindo St., Concord, Calif 
Allen B I Bloomfield Ave 


Fulton Parkway, 


DuMont Lab Inc 760 
Clifton, N. J 
Dunbar Kapple, Inc., North 
Dynametrics Corp., Northwest 
ton, Mass. 
Electronic Engineering Co. of Calif., 1601 
Santa Ana, Calif 
Electronics & X-Ray Div -R Machine Works, Inc., 
26-12 Borough Pi., Woodsi de 77, N 
Electric Mfg Co 100 Florissant Ave., 
Louis, Mo 
Corp., 1955 Lafayette Rd., Santa Clara, Calif 
Engeihard, Inc., 850 Passaic Ave., East Newark 


Island Ave., Batavia, li! 
Industrial Park, Burling- 


E. Chestnut 


Engineering & Manufacturing Co., 611 
Philadelphia 4, Pa 

Engrg. & Prod. Div., Dynamic Electronics-New York 
Inc., 73-39 Woodhaven Bivd., Glendale, N 

Ex-Cell-O Corp. of Canada, Ltd 120 
London, Ontario, Canada 

Farnsworth Electronics Co., Div. of 
& Tel. Corp., 3700 E. Pontiac St 

J. W. Fecker Hailton Ave 
Pa 

Federal Elec. Corp. Assoc. of, International Tel. & 
Tel. Corp., Rowte 17 & Garden State Pkwy., Para- 
mus, WN. J 

Federal Machine Co 
City 5, N. J 

H. K Ferguson Co 17 St 


North 40 


International Te 
Fort Wayne, Ind 
Pittsburgh 6 


809 Garfield Ave., Jersey 

Cleveland 14 
Ohio *) 

Firestone Tire & Rubber Co 1200 Firestone Pkwy 
Akron 17, Ohio 

Ford Instrument Div., Sperry Rand Corp., 31-10 Thom- 
son Ave., Long Island City 1, N. Y 

Found Brothers Aviation Ltd., Malton Airport 
Ontario, Canada 

Four Wheel Drive Auto 
sables Engineering, | ox 880 

Genaire, Ltd Municig rport, St 
tario, Canada 

General Communicat o., 681 Beacon St., 
Mass 

Globe Industries, In E tronics Div 
Belleville, N. J 

Greer Hydraulics 
Jamaica 30, N. Y 

Gremco, Inc., 3535 N 

Raymond & Browr 
College, Pa 

Hanson-Van Winkle Munr 
N. J 

— Aircraf 


HOFMAN LABORATORIES INC., 5 Evans 
Hillside, N. J. SEE ADV. D-193 
Houdaille Industries Inc East 
Buffalo be N. Y 
Huber Indu ries, Inc., 4960 
33, Oh 
Hydel, Inc First St., Cambridge 41 
Kahn & Co., Inc 41 Windso Hartford 
Kaiser A 
Corp 
Toledo 


Malton 


mtonville, Wisc 
Miami 34, Fla 
Catharines 


Boston 1 
525 Main 
International Airport 


Texas 


Sylvania St., Fort Worth 
Ir State 


Science Park 


Haller, 
Matawan 

ingham 
Terminal, 
Delavan Ave., 


Hillside Ave 


256 Main St., Bellev 3 
N. J 


KOLLMORGEN OPTICAL CORP 47 Kir St 
Northampton, Mass. SEE ADV. D-194 0-195 


Land-Air, Inc., 7444 West Wilson Ave., Chicago 31 


Santa Monica, Calif 


Commonwealth Ave 


Lear, Inc 3171 S$ 
Lessells & Associates 
Boston, Mass 
Lindholm Corp., 585 Ma S East Orange 
Lockheed Aircraft Corp., California Div., P 
Burbank, Calif 
Lockheed Aircraft Corp 
Branch, Marietta, Ga 
Loewy-Hydropress Div Baldwin-Lima-Hamilton Corp., 
111 Fifth Ave., New York 3, N. Y 
Magna Mil! Products, 10533 Sessler St., 
California 
Warquardt Aircraft Co., 
Calif 
Mast Development Company 
Davenport, lowa 
McConthy, Hoffman & Associates, Inc., 
Circle, New York 19, N. Y 
McGraw-Edison Co., Elgin, Ii! 
Merz Engineering, Inc., 200 S 
dianapolis, Ind 
Metcut Research Associates 
cinnati 9, Ohio 


eorgia Div., Special Products 
South Gate, 
16555 Saticoy St., Van Nuys, 


2212 


Harding St., 


3980 Rosslyn Dr., 


Miller Industries, 1525 Marion St., Grand Haven, Mich 

Miller Research Labs. Div., Miller Metal Products 
Inc., 2215 Russell St., Balti more 30, Md 

Minneapo!is-Honeywel! Regulator Co., Boston Div., 1400 
Soldiers Field Rd., Boston, Mass 

Modern Metal Crafts Sts., N. E. Cor 
Sts., Philadelphia 33, Pa 

National Research Corp., 70 Memoria! Dr., 
42, Mass. 

Nationa a wy Lab 
Washi 

NEWBRO x WACHINE CORP., 16 Mechanic St 
Creek, N. Y. SEE ADV. B-39 

Nuclear Products-Erco Div., ACF Industries 
Kennedy Street, N. W., Washington 11, D 

OPTOmechanisms, Inc., 216 East Second St 
N. Y 

L. E. O'Neil 
19, Ohio 

Clin Math ~ 
York 22 

ORDCO DIV BERMITE POWDER CO., 11120 Cumps- 

North Hollywood, Calif SEE ADV. B- 40 

Parameters, Inc., 195 Herricks Rd.. New Hyde Park 
N.Y 

Raiph M. Parsons Co., The, Electronics Div 
DeLacey Ave., Pasadena, Calif 

Pesco Prods. Div., Borg-Warner Cor 24700 
Miles Rd., Bedford, Ohio 

Petersen Construction Corp 
Monrovia, Calif 

Philco Corp., Government & Industria 

ickon Ave., Philadelphia 44, Pa 
x Engineered Products, Ltd., 750 
10, Ontario, Canada 


Inc., 922 Burlingtor 


York & Americar 
Cambridge 


2010 Massachusetts Ave 


& Assocs., 3033 Wilmington Ave 


— cal Corp., 460 Park Ave 


ton St 


431 W 


Internation 


Planning : ] :) comte Ave 
Angeles 
Potter Aeronautica 
Pre-Stressed Mount 
Elkton, Maryland 
Propulsion Development Labs., 1120 
El Segundo, Cz 
Prudent a Ay ustries, Atlas Precision Pdts 
astor ensington Aves., Philadelphia 24 
RADIO CORP. OF AMERICA, Princeton, N 
ADV. C-76 
The Ramo-Wooldridge Corp 
Station, Los Angeles 45 
Republic St Corp 
Ave., N. E., Canton 
Research Welding & 
Santa Fe Ave., Cor on 
Reyno!ds _— s an mpany 
Richmond 
ROHR AIRCRAFT ‘CORP., Fe 
Calif. SEE ADV. 0-168 
Rototest Laboratories, Inc 280 
Lynwood, Calif 
Royal Industries, Inc 
bra, Calif 
Ryan Aeronautica! Co Lindbergh 


1035 Westminster Ave 


Sanders Associates, Inc., 95 Canal St., Nashua 
2162 Piedmont Rd 


Jefersor 


11617 West 
Smith. Hinchman 
Bivd., Detroit 
Soundrive Engine 
Angeles 28, Ca 
SPACE CORP., P 
ADV. 0-161 
The Sparton Corp., 
Mich 
Sperry Gyroscope Co., Div., Sperry Rand 
& Lakeville Rds., Great Neck, N. Y 
Sperry Gyroscope Co. of Canada Ltd 6011 
Liesse Road, Montreal, Quebe Canada 
Stainiess Stee! Prods., Inc., 2980 San Ferna 
Burbank, Calif 
Stainless Inc 
Wales, Pa 
Standard Arn 
Calif 
Stearns-Roger Mfg. Co 
Colo 


Summers Gyroscope Co 
Calif 


Sparton € 


M & 
ament 


5370 


2500 Broadway, Santa 


Sver dr p & Parcei, In 915 Olive St., St 
B. K. Sweeney Mfg 6300 East 44 Ave 
. f Americ 1007 Broxt 

Los 4 Calif 

Task Corp 1009 E. Vermont Ave 

Taylor Engineering, Inc 2100 
more 18, Md 

Technical Development Co 
Glenolden, Pa 

Technical Products Div Waste 
Pacific Bivd., Los Angeles 58 

TENNEY ENGINEERING, INC Springfield 
Union, N. J. SEE ADV. D-171 

Therm-Electric Meters Co., Inc., Ithaca, New York 

Thieblot Aircraft Co. Div 
P. O. Box 481, Martinsburg, West Va 

Titefiex, Inc Hendee St 

& Barton, Inc., P. 0. Box 


Anahe 


Vitro Corp. of Ame 


Springfield 4, Mass 


Triplett 3128, Burbank 
Ca 
The Tubular Products Co 


Conn 


344 Church St., New Brita 
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SERVICES, R&D 


UNITED AIRCRAFT eoeeeers INC 
Dayteo SEE ADV 43 
United Meta 


dated Wester ee 
sa! Annex, | Angele i 
Aerona ad 4 17 6401 W at t 
> Park Ave., Hoboken, N. J K St Washington ¢ CRAIG SYSTEMS, INC 
1655 Elmwood Ave., Cranston Aerotech ecialties, I 122 N e sla : SEE ADV. D-193 


Colorado St., Pasadena 8 AEROTEST LABORATORIES, INC. 1 
a, 261 Madison Ave., New yr oliege Point, N. Y SEE ADV 0-2 94 
522 Fifth Ave New 
West ern Design & Mfg. Corp 9) 
Industries, Inc., Santa Barbara Airport, Go Cc 
Western Sky Industries, 21301 Cloud Way, Hayward 
Calif 
Westinghouse Electric Corp., 3 Gateway Center, P 
Box 868, Pittsburgh 30, Pa 
Wheeler Laboratories, Inc., 122 Cutter M 
Neck, N t . 232 N y 
Willamette Iror Co 300 Y I 80 amp Bowie Bivd Fort hich 
Portland 1 North DEL MAR ENGINEERING LABORATORIES ter- 
Yoh C I 311-1 ainut St elphia AMERICAN ‘AIR FILTER co INC., DEFENSE PROD- t a ef Ange : f. SEE ADV 
Pa UCTS DIV : SEE ADV B-42 
Gears, Ltd. 825 C nia onto D-205 DESIGNERS FOR om oy $241 Fult Parkw 
intario, C American Broac M Arbor, Mich eveland 9, OF E Adv 


Services, Human Factors 
Research 
Airborne |! 


Airconductors 
Applied Psych 


ASSOCIATED TESTING LABS., INC 
aldwel!, N SEE ADV. D-192 c : 

Barnes & Reinecke, In East 216 Vanower anoga 
11, I AVCO MANUFACTURING CORP. RESEARCH | AD- 
siaes tecediiets ork 13, VANCED DEVELOPMENT Div . 
v 2 EE ADV 3RD COVER 


ndustries 


and t ; © 
CRAIG. SYSTEMS. ING. 360 5 
ass. SEE ADV. 0-193 
aie Pr 
BAUSCH ‘& LOMB OPTICAL CO., 82159 
SEE ADV 8-45 


Mechar 


NEWBROOK "MACHINE. coRP 
eek, N.Y. SEE ADV 8-39 


or 


Ss 


THE BRUNSWICK-BALKE-COLLENDER CO., DEFENSE 
PRODUCTS DIV., 17 Messier St keg Mict 
SEE ADV. 8-46 

BUDD COMPANY, THE GerENse — ON, 245 

g Park Ave., Pt f SEE ADV A-48 


1gton 2. Vv 
RADIO CORP. OF AMERICA, Pr 
ADV. C-76 
Ryan Aeronaut 
alif 


CHANDLER-EVANS DIV. PRATT & WHITNEY CO 
SEE’ADV. Aa 


Shicag Aer 


Services, Research & Melrose 


Development .— 


ACF Electron ACF Industries In 1332 North Henry 

St Alexandria, Va 
Abbot Wares-Valveaire Aircraft . 1 e t Pa A 

Los Angeles, Calif —_ . ast 8 ’ HOFMAN LABORATORIES, INC 
Aer. Inc.. 871 ‘ baaton a C s Ange 4 " i je, N SEE ADV. D 
Aero tronics 1512 t Chics l npute t ) , HYDRO-AIRE, INC 

Tih . SEE ADV. 0-175 
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SERVICES, R&D 


Inc., 99 First St., Cambridge 41, Mass. 


Hyde, 
15151 Biedsoe St., San Fernando 


ITT Laboratories, 
Calif 

industrial Development Labs., 
boro, Mass 

Instrument Development Labs. Inc., Sub. of Royal 
McBee Corp., 67 Mechanic St., Attleboro, Mass 

Irving Air Chute Co., 1315 Versailles Rd., Lexington, 
Ky. 

Itek Corp., 

Jack & Heintz, Inc., 
Ohio 

Jarrell-Ash Co., 26 Farwell St., Newtonville 60, Mass 

Kahn & Co., Inc., 541 Windsor St., Hartford, Conn 

Kaiser Aircraft & Electronics, Div., Kaiser Industries 
Corp., Toledo Electronics Plant, 0. Box 437, 
Toledo 1, Ohio 

Walter Kidde & Co., Inc., 
N.J 

Kidde 
mount ae 


Mechanic St., Attle- 


Waltham 54, Mass 
Cleveland 1, 


1606 Trapelo Rd., 
17600 Broadway, 


256 Main St., Belleville 9, 


Walter & Co. of Canada, Ltd., 5500 Royal- 

Mag og - 9, Quebec, Canada 
Koch ox 125, Corte Madera, Calif. 

KOLLMORGEN eu OPTICAL CORP., 347 King St., 
ampton, Mass. SEE ADV. 0-194, 0-195 

Land-Air, Inc., 7444 West Wilson Ave., 
I 

Lear, Inmc., 3171 S. Bundy Dr., Santa Monica, Calif. 

Ledoux & Co., 359 Alfred Ave., Teaneck, N. J. 

Lessells & Associates, Inc., 916 Commonwealth Ave., 
Boston, Mass. 

Lindholm Corp., 585 Main St., East Orange, N. J 

Lockheed Aircraft Corp., California Div., P. 0. Box 551, 
Burbank, Calif. 

Lockheed Aircraft Corp., 
wts Branch, Marietta, > 

Loewy-Hydropress Div., Baldwin-Lima-Hamilton Corp., 
lll Fifth Ave., New York 3, N.Y. 

Longren Aircraft. Co., Inc., 24751 Crenshaw Bivd., 


Torrance, Calif. 
AVCO ge Ay th CORP., 
ADV. 3RD COV’ 


LYCOMING DIV., 
Stratford, Conn. SEE A 

Magna Mill Products, 10533 Sessler x 
California 

Magnaflux Corp., 
31, I, 

Marquardt Aircraft Co., 
Nuys, Calif 

Mast Development Company, Inc., 
Davenport, lowa 

McGraw-Edison Co., Elgin, Ill. 

McConathy, Hoffman & Associates, Inc., 10 Columbus 
Circle, New York, 19, WN. Y. 

Mechanics Res. Div., American Machine & Foundry Co., 
1104 S. Wabash Ave., Chicago 5, II! 

Merz Engineering, Inc., 200 S 
Indianapolis, Ind. 

Metalectro Lab., 
Hollywood, Calif. 

Metcut Research Associates, 
cinnati 9, Ohio 

Miller Industries, 
Mich. 

Miller Research Labs. Div., 
Inc., 2215 Russell St., Baltimore 30, Md 

Minneapotlis-Honeywell Regulator Co., Boston Div., 
1400 Soldiers Field Rd., Boston, Mass 

Modern Metal Crafts Sts. N. E. Cor. York & Ameri- 
can Sts., Philadelphia 33, Pa 

George L. Nankervis Co., 15300 Fullerton Ave., 
Detroit 27, Mich. 
Narmco Industries, Inc., Research & Development 
Division, 8125 Aero Drive, Sam Diego 11, Calif 
National Frost Protection Co., Inc., 2990 N. San 
Fernando Bivd., Burbank, Calif. 

National Research Corp., 70 Memorial Or., Cambridge 
42, Mass 

National ey Lab., 
Washington, 

NEWBROOK MACHINE a. 
Silver Creek, N. Y. SEE A 

Nuclear Corporation of ag 
Denville, New Jersey 

Nuclear Corp. of America, 9842 Manchester Rd., St. 
Louis 19, Mo. 

Oerlikon Too! & Arms Corp. 
N.C 


North- 


Chicago 31, 


Georgia Div., Special Prod- 


 seuth Gate, 


7328 West Lawrence Ave., Chicago 


16555 Saticoy St., Van 


2212 E. 12th St., 


Harding St., 


11423 Van Owen St., North 


3980 Rosslyn Dr., Cin- 


1525 Marion St., Grand Haven, 


Miller Metal Products, 


2010 Massachusetts Ave., 


tj * Mechanic Street, 
B-39 


2 Richwood Place, 


of America, Asheville, 
Olin Mathieson Chemical Corp., 460 Park Ave., New 
York 22, N.Y. 
Operations Research Inc., 8605 Cameron St., 
Spring, Md. 
OPTOmechanisms, 
N.Y 

ORDCO DIV., BERMITE POWDER CO 
ton St., North Hollywood, Calif. SEE A 

Peramater, Inc., 195 Herricks Rd., New Row -# 
N.Y. 

Raiph M. Parsons Co., The, Electronics Div., 
DeLacey Ave., Pasadena, Calif. 

Pesco Prods. Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

Philco Corp., Government & Industrial Div., 
Wissahickon Ave., Philadelphia 44, Pa. 

Phoenix Engineered Products, Ltd., 750 Lawrence Ave., 
W., Toronto 10, Ontario, Canada 

Photogrammetry, Inc., 922 Burlington ODr., 
Spring, Md. 

Piasecki Aircraft Corp., Island Rd., 
Airport, Philadelphia 42, Pa. 

Planning Research Corp., 10966 Leconte Ave., Los 
Angeles, Calif. 

Potter Aeronautical Corp., Route 22, Union, N. J. 

Power Generators, Inc., 600 Stokes Ave., Trenton, 
N. J. 


Silver 


Inc., 216 East Second St., Mineola, 


yg ea 


151 S. 


4700 


Silver 


International 


D-112 


PROPELLEX CHEMICAL CORP., A DIV. OF CHROM- 
ALLOY CORP, P. 0. Box 187, Edwardsville, Il! 
SEE ADV. B- 

Propulsion Develop Labs., 
El Segundo, Calif. 

Prudential Industries, Atlas Precision Pdts. Co. Div., 
Castor & Kensington Aves., Philadelphia 24, Pa 

Puritan yg Gas Corp., Aviation Div., 2012 
Grand Ave., Kansas City 8, Mo. 

RADIO CORP. OF AMERICA, Princeton, N. J. SEE 
ADV. C-76 

The Ramo-Wooldridge Corp., P. 0. Box 45215, Air- 
port Station, Los Angeles 45, Calif. 

Regal Plastic Co., 2800 E. 14 St., Kansas City 27, 
Mo 

Reliant Industries, 
Calif 

Reynolds Metals Company, 6601 West Broad Street, 
Richmond 18, Virginia 

Rheem Mfg. Co., Gov. Products Div., 
Ave., Downey, Calif 

Rototest Laboratories, Inc., 
Lynwood, Calif. 

Royal Industries, Inc 
bra, Calif 

Ryan Aeronautical Co., 
Calif. 

Sanders Associates, 

Scientific-Atianta, Inc., 


ane Ga 
LZ TOOL & MFG. CO., 425 Ss 
~~ Calif. SEE ADV. ‘A-2 
Servomechanisma, Inc., 12500 Aviation Bivd., 


SIMMONDS *AEROCESSORIES INC., 105 White Plains 
Rd., Tarrytown, N. Y SEE ADV. 0-195 
8200 Snowttie Roads, Brecks- 





1120 E! Segundo Bivd., 


4935 Firestone Bivd., South Gate, 


11711 Woodruff 
2803 Los Flores Bivd., 


1035 Westminster Ave., Alham- 


Lindbergh Field, San Diego 12, 


Inc., 95 Canal St., Nashua, N. H. 
2162 Piedmont Rd., N. E., 


Pine St., San 


Haw- 


Smith Electronics, Inc., 
ville, Ohio 

Soroban Engineering, Inc., Box 1717, Melbourne, Fila. 

Soundrive Engine Co., 3300 Cahuenga Bivd., Los 
Angeles 28, Calif 

The Sparton Corp., Sparton Electronics Div., 
Mich. 

Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus 
& Lakeville Rds., Great Neck, a 

Sperry Gyroscope Co. of Canada Ltd., 6011 Cote de 
Liesse Road, Montreal, Quebec, Canada 

Stainless Inc., M & R Division, Third St., North Wales, 
Pa 

Standard Armament, Inc 
Calif. 

State Testing Lab. Inc 

Conn 


Jackson, 


631 Allen Ave., Glendale, 


226 Knowlton St., Bridgeport 


Stearns-Roger Mfg. Co., P. 0. Box 5370, Denver 17, 
20th Street & Indiana Ave., Phila- 

deiphia 32, Pa 

Sterling Precision Corp., 17 
Washington, N. Y 

Summers Gyroscope Co., 2500 Broadway, 
Calif 

Sundstrand 
Calif 

Survival Equipment Co. Div., Victor Tool Co., Oley, Pa 

B. K. Sweeney Mfg. Co., 6300 East 44 Ave., Dener 
16, Colo 

Task Corp., 1009 E 

Taylor Engineering, Inc., 2100 St. 
18, Md 

—— 


Matinecock Ave Port 
Santa Monica, 


Turbo, 10445 Glenoaks Bivd., Pacoima, 


Vermont Ave., Anaheim, Calif. 

‘Paul St., Baltimore 

Products Div Waste King Corp., 4600 

fic Bivd.. Los Angeles 58, Calif 

TENNEY ENGINEERING, INC., 1090 Springfield Rd., 
Union, N. J. SEE ADV. D-171 

Therm-Electric Meters oe. Inc 

Thieblot Aircraft Co. Div., 
P. 0. Box 481, 

A -_ Mca Inc., 161 


THOMPSON PRODUCTS, INC. aoe Offices, 
land 17, Ohio. SEE ADV. ¢-1 

Sam Tour & Co., Inc 44 came Pi. 
N.Y 

The Tubular Products Co 344 
Britain, Conn 

Ultrasonit hen | & Resear 
Van Nuys 

UNITED RIRCRAFT PRODUCTS ae P. 0. Box 1035, 
Dayton, Ohio. SEE ADV. B-4 

United Metallic 0 Ring Corp., 
Ohio 

U. S. Chemical Milling Corp., 
Mahattan Beach, California 

United States Steel Corp., Consolidated Western Stee! 
Div., P. 0. Box 2015, Terminal Annex, Los Angeles 
54, Calif 

U. S. Testing Co., 

Universal Windirg Co., 
R. 1 


Ithaca, New York 
Vitro Corp. of America, 
Martinsburg, West Va 
Devonshire St 


Boston 10, 
Cleve- 
New York 6, 
Church St.. New 
ch Lab., 14710 Raymer St 
a 1035, Dayton 1, 


1700 Rosecrans Ave., 


1550 Park Ave., Hoboken, N. J 
1655 Elmwood Ave., Cranston, 


2981 E. Colorado St., Pasadena 8, Calif 
261 Madison Ave., New York 


Vard, Inc., 
Vitro Corp. of America, 
16, Y. 
Weba, Inc., 1301 Fourth Ave., New Hyde Park, N. Y. 
Western Design & Mfg. Corp. Div., United States Indus- 
tries, Inc., Santa Barbara Airport, Goleta, Calif 
Western Sky Industries, 21301 Cloud Way, Hayward, 
Calif. 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 

Wheeler Laboratories, Inc 
Great Weck, Y 

WIANCKO ENGINEERING CO., 255 N. Halstead Ave., 
Pasadena, Calif. SEE ADV. C-103 

Williamette Iron & Steel Co., 2800 N. W. Front Ave., 
Portiand 10, Oregon 

Wollensak Optical Co., 
S. Ve 


P. O. 


122 Cutter Mill Rd., 


850 Hudsom Ave., Rochester. 


Wyandotte Chemicals Corp., J. 8B. Ford Div., Wyan- 
dotte, Mich. 
H. L. Yoh Co. Inc., 311-13 Walnut St., Philadelphia 


6, Pa. 
Dr. Stephen J. Zand, P. E., 410 Shoreham Or., Erie, 


Pennsy'vania 


Services, Testing 


Abbot Wares-Valveaire Aircraft Div., 
Los Angeles, Calif 

Advanced Electronics, Inc., 94 Silas Deane Highway, 
Rocky Hill, Conn 

Advanced Gear & Machine Corp., 5851 Holmes Ave., 
Los Angeles 1, Calif 

Aeroflex Corporation, The, 
Island City 1, N. Y 

Aerolab Development Co 
dena 3, Calif 

a Ie Radio, Inc 
St Ww Washington 6, 0. C 

AEROTEST LABORATORIES, I°:C., 
College Point, N. Y SEE ADV. D 

Air Frame Inspection Inc., 10801 Sessler St. South 
Gate, Calif 

Airconductors, 367 East Olive, 

Aircraft Equipment Testing Co., Inc 
St., Baltimore 31, Md 

Altec -—y ® Corp. 1515 South 


Anaheim, 

AMERICAN Ain. ‘FILTER CO., INC., DEFENSE My 
ucTS oO! 310 Third St., Rock Island, | 
ADV. 0-205 

American Electro Meta! Div., 
Yonkers Ave., Yonkers, N. Y 

American Nuclear, 9459 Jefferson Bivd., Culver City, 
Calif 

Andrew California Corp., 941 E 
Calif. 

Applied Design Co. Inc., 1807 Elmwood Ave., Bu 
7, N.Y. 


1773 Sichei St., 


34-06 Skillman Ave., Long 


330 West Holly St., Pasa- 


& Arinc Res. Corp., 1700 K 


129-11 18 Ave., 


sardena, Calif 
1806-12 Fleet 


Manchester Ave., 


1 


Firth Sterling Inc 


Claremont, 


Marylind 


Arkwin Industries, Inc., 648 Main St., Westbur 

ASSOCIATED TESTING LABS., INC.. 123 Cli neon 
Caldwell! SEE ADV. D-192 

AVCO MANUFACTURING CORP., RESEARCH AND 
ADVANCED DEVELOPMENT DIV., 201 Lowell St 
Wilmington, Mass. SEE ADV 3RD COVER 

BJ Electronics, Borg-Warner Corp., 3300 Newport Ave., 
P. 0. Box 1679, Santa Ana, Calif 

Bekins Van & Storage Co., Industrial Packaging Div., 
12512 Inglewood Ave., Hawthorne, Calif 

A. Biederman, Inc., Precision Instruments Labs., 1045 
Airway, Glendale 1, Calif 

Bristol Aircraft (Western = P. 0. Box 874 
Stevenson Field, Winnipeg Canada 

THE BUDD COMPANY OEFENSE ‘DIVISION, Hunting 
Park Ave., Philadelphia 32, Pa. SEE A A-48 

Bulova Res. & Devel. Labs., Inc., 62-10 aw de Ave., 
Woodside 77, N. Y 

Burns & Roe. Inc., 160 West Broadway 
N. Y. 

6 ¥. t. Re, 

California Testing Labs Inc., 619 
Los Angeles 15, Calif 

Canadian Applied Research Ltd 
Toronto 16, Ontario, Canada 

Canadian Research — 46 St 
Toronto 5, Ontario, Cana 

CHANDLER-EVANS DIV., PRATT & WHITNEY CO., 
INC, Charter Oak Bivd., West Hartford 1, Conn. 
SEE ADV. A-45 

Colonial Aircraft Corp., Sanford, Maine 

Cook Electric Co., 2700 Southport Ave., Chicago 14, 
i 

Cook Electric Co., 


New York 


316 W. 4th St., Cincinnati, Ohio 
E. Washington Bivd., 


1500 O'Connor Dr., 


George St., 


Inland Testing Laboratories 
6401 W. Oakton St.. Morton Grove, I! 
Defense Products Div., Fairchild Camera & 
Robbins Lane, Syosset, L. I. N. Y 
Allen B. DuMont Lab Inc 760 Bloomfield Ave., 
Clifton, N. J 
Dunbar Kappie, Inc 
Dynametrics Corp 
ton, Mass 4 
Electronic Communications, 1501 72 St 
Petersburg, Fla 
Electronics & X-Ray Div., F-R Machine Works, Inc., 
26-12 Borough Pl., Woodside 77, N. Y 
Emerson Cuming, Inc., 869 Washington St 
Mass 
Engrg. & Prod Div., Dynamic Electronics-New York, 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y 
Federal Elec. Corp. Assoc. of, International Te 
Corp., Route 17 & Garden State Pkwy 
N 


North Island Ave., Batavia 
Northwest Industria! Park, Burling- 


N St 


Canton, 


& Te 
Paramus 
Friendship Internationa! Airport, 
Baltimore, Md 
Massachusetts 
4 Racine Rd., 


J 
Flight Refueling, Inc 
P. 0. Box 1701 
Francis Associates, Marion 
The Garrett Mfg. Corp. of Canada, Ltd 


Ontario, Canada 
1326 Walnut St 
681 Beacon St 


Rexdale, 
Garwin, Inc., 
Genera! Communication Co 

Mass 
Greer Hydraulics, 

Jamaica 30, 
General Hermetic Sealing Corp., 

Ave., Valley Stream, N. Y 
Globe Industries, Inc., Electronics Div 

Belleville, N 
Goodyear Aircraft Corp., 

Ohio 
Hayes Aircraft Corp., 

la. 


Wichita, Kansas 
Boston 15, 
Airport, 


Inc., N. Y. International 


99 East Hawthorne 
525 Main 

1210 Massilon Rd., Akron 15, 
P. 0. Box 2287, Birmingham, 


HYDRO-AIRE, INC., 3000 Winona Ave Burbank, 


Calif. SEE ADV. 0-175 
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Industrial Development Labs., Mechanic St., Attleboro, 
Mass 

Instrument Development Labs. Inc., Sub. of Royal 
McBee Corp., 67 Mechanic St., Attiboro, Mass 

Jack & Heintz, Inc., 17600 Broadway, Cleveland 1, 
Ohio 

Jonco Aircraft Corp., Sub. of Fairchild Engine & Air- 
craft Corp., Box 541, Shawnee, Okla 

arrell-Ash Co., 26 Farwell St., Newtonville 60, Mass 
ahn & Co., Inc., 541 Windsor St., Hartford, Conn 
aiser Aircraft & Electronics, Div., Kaiser Industries 
Corp Toledo Electronics Plant, P. O. Box 437, 
Toledo 1, Ohio 

Walter Kidde & Co., Inc., 
N. J 

Kidde, Walter & Co. of Canada, Ltd 
Ave., Montreal 9, Quebec, Canada 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 

Ledoux & Co., 359 Alfred Ave., Teaneck, N. J 

Lesselils & Associates, Inc., 916 Commonwealth Ave., 
Boston, Mass 

Lockheed Aircraft Corp 
551, Burbank, Calif 

Lockheed Aircraft Corp 
Branch, Marietta, Ga 

Magnaflux Corp 7328 West Lawrence Ave., Chicago 
31, I 


256 Main St., Belleville 9, 


5500 Royalmount 


California Div., P. 0. Box 


Georgia Div., Special Products 


1121 W. Magnolia Bivd., Burbank, 


Marquardt Aircraft Co., 16555 Saticoy St., Van Nuys, 
Ca 

Mast Development Company, Inc., 
Davenport, lowa 

Mechanics Res. Div., American Machine & Foundry Co 
1104 S. Wabash Ave., Chicago 5, Il! 

Metcut Research Associates, 3980 Rosslyn Dr., Cin- 
cinnati 9, Ohio 

Miller Industries 

National Research Corp 
42, Mass 

National Scientific Lab 
Washington, D C 

Normalair (Canada) Ltd., 1425 The Queensway 
coke, Toronto 14, Ontario, Canada 

Olin Mathieson Chemical Corp., 460 Park Ave., New 
York 22, N. Y 

OPTOmechanisms, In 


2212 E. 12th St., 


1525 Marion St., Grand Haven, Mich 
70 Memorial DOr., Cambridge 


2010 Massachusetts Ave., 


Etobi- 


216 East Second St., Mineola, 


N.Y 

ORDCO DIV, BERMITE POWDER CO., 11120 Cump- 
ston St., North Hollywood, Calif. SEE ADV. B-40 

Parameters, inc 195 Herricks Rd.. New Hyde Park 
N.Y 

Pesco Products Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

Philco Corp Government & industrial Div 
Wissahickon Ave., Philadelphia 44, Pa 

Phoenix Engineered Products, Ltd 750 
Ave., W., Toronto 10, Ontario, Canada 

Potter Aeronautical Corp., Route 22, Union, N 

Power Generators, Inc 600 Stokes Ave., Trenton 
N 

Propulsion Development Labs., 1120 E! Segundo Bivd., 
El Segundo, Calif 

J. R. Robbins Co., 9046 Sunset Bivd., Los Angeles 46 
Calif. 

Rototest Laboratories, Inc., 
Lynwood, Ca 

Royal Industries, Inc 1035 Westminster Ave Al- 
hambra, Calif 


Lawrence 


2803 Los Flores Bivd., 


Scans Associates, Inc., 12940 Farmington Rd., Livonia 
ch 


Foster D. Sne Inc., 29 W. 15th St., New York 11 


N.Y. 
Soundrive Engine 
Angeles 28, Ca 
Cooperative Wind Tunnel, Calif. Inst 
Pasadena, Calif 
W. Seventh 


3300 Cahuenga Bivd Los 

Southern Calif 
of Technology, 950 S. Raymond Ave 

South Florida Test Service, Inc., 4301 N 
St., Miami 44, Fila 

The Sparton Corp 
Mich. 

Spectrochemical 
burgh 21, Pa 

M & R Division, Third St., 


Sparton Electronics Div., Jackson 


Laboratories, 1010 Wood St., Pitts- 


Stainless Inc., North Wales, 
Pa. 

Stainless Steel Prods., Inc., 
Burbank, Calif 

State Testing Lab. Inc 226 Knowlton St Bridge- 
port 8, Conn 

Stein Seal Co., 20th Street & Indiana Ave. Phila- 
deiphia 32, Pa 

Summers Gyroscope Co 
Calif. 

THOMPSON PRODUCTS, INC.. General Offices, Cleve 
land 17, Ohio. SEE ADV. C-170 

Titeflex, Inc., Hendee St., Springfield 4, Mass 

Sam Tour & Co., Inc., 44 Trinity Pl., New York 6, 
N.Y. 


2980 San Fernando Rd, 


2500 Broadway, Santa Monica, 


United Metallic 0 Ring Corp., Box 1035, Dayton 1, 
Ohio 

U. S. Testing Co., 1550 Park Ave., Hoboken, N. J 

Universal Winding Co., 1655 Elmwood Ave., Cranston, 
R. 1. 


Werby Labs., Inc., 88 Broad St., Boston, Mass 

Western Sky Industries, 21301 Cloud Way, Hayward, 
Calif. 

Westinghouse Electric Corp., 3 Gateway Center, P. 0 
Box 868, Pittsburgh 30, Pa 

Dr. Stephen J. Zand, P. E., 410 Shoreham Dr., Erie, 
Pennsylvania 


Sets, Rivet 


Aircraft Tools, Inc 
45, Calif 

Brown-Line Coro 

Chicago Pneum ic Too! Co 
York 17, N.Y 

Dumont Aviation Assocs 1401 
Box 4087, Long Beach 4, Calif 

Schaefer Machine Co., Inc., 100 White St., Brooklyn 6, 
N.Y 


9030 Bellanca Ave., Los Angeles 


111 Main St., El Segundo, Calif 
8 East 44th St., New 


Freeman Ave., P. ( 


Sextants, Bubble 


Baird-Atomic, Inc., 33 University Rd., 
Mass 

A. Biederman, Inc Precision Instruments Labs 1045 
Airway, Glendale 1, Calif 

Edmund Scientific Corp., 506 East 
Barrington 3, N 

Gordon Enterprises, 5362 North Cahuenga Bivd 
Hollywood, Calif 

Stair Instrument Co., The, P 
North Hollywood, Calif 


Cambridge 38, 


Gloucester Pike, 
North 


Box 341, Station 1, 


Sextants, Periscopic Type 


Baird-Atomic, Inc., 33 University Rd., Cambridge 38 
Mass 

A. Biederman, Inc., Precision Instruments Labs., 1045 
Airway, Glendale 1, Calif 

Farrand Optical Co., Inc East 238th St 
Bivd., New York 70, N. Y 

KOLLMORGEN OPTICAL CORP. 347 King St 
ampton, Mass., SEE ADV. 0-194, D-195 

Kolisman instrument Corp Subsidiary of Standard 
Coil Prods. Co., Inc., 80-08 45 Ave., Elmhurst 73 
N.Y 

Stair Instrument Co., The, P Box 341, 
North Hollywood, Calif 


& Bronx 


North- 


Station 1, 


Shackles (For Mechanical 
Cable) 


Aerial Machine & Too! Corp., 
Island City 1, N. Y 

Brewer Titchener Corp., The, 111-113 Port 
St., Cortiand, N. Y 


Shafts Flexible (See Also 
Drives) 


AC SPARK PLUG DIV 
1300 WN. Dort Hwy., Flint 2, Mich 

E. F. Johnson Co., 224 Second Ave., 
Mina 

Kenyon Instrument Co 

Kupfrian Mfg Corp 383 
N.Y 


38-27 30th St., Long 


Watson 


GENERAL MOTORS CORP., 
SEE ADV. D-167 
S. W., Waseca 


Brewster, N. Y 

State St Binghamton 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 

Massachusetts Gear & Tool Co., Div Geartronics 
Corp., 32 Nashua St., Woburn, Mass 

PIC Design Corp., Sub. of Benrus Watch Co. Inc 
Atlantic Ave., East Rockaway, N. Y 

Stow Mfg. Co., 68 Shear St., Binghamton, N. Y 

S. S. WHITE DENTAL MFG. CO., THE, INDUSTRIAL 
DIV., 10 &. 40 St., New York 16, N. Y. SEE 
ADV. 0-184 

Zurn Industries, Inc., Mechanical Power Transmission 
Div., 1982 Pittsburgh Avenue, Erie, Pa 


Shafts, Propeller 


Advance Gear & Machine Corp., 5851 Holmes Ave., 
Los Angeles 1, Calif 

Champion Aircraft Corp., Osceola, Wisc 

CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

International Nickel Co., Inc., The, 67 Wal! St., New 
York 5, N.Y 

Mueller Brass Co Michigan 

National Frost Protection Co Inc 
Fernando Bivd., Burbank, Calif 


Port Huron 


Shafts, Rigid 


Advance Gear & Machine Corp., 
Los Angeles 1, Calif 


Champion Aircraft Corp., Osceola, Wisc 
Curtiss-Wright Corp., Metals Processing Div., Buffalo, 
N.Y 


E. F. Johnson Co., 224 Second Ave., S. W., Waseca, 
Minn 


Shafts, Turbine 


Advance Gear & Machine Corp., 5851 Holmes Ave., 
Los Angeles 1, Calif 
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SHEET STOCK 


Alco Products, Inc., Dept. 905, Box 1065 
tady, WN. Y. 
Atlantic Aviation Corp., Boyertown, Pa 
Curtiss-Wright Corp., Metals Processing Div., Buffalo 
N.Y 
Fenn Mfg. Co., The, P. 0. Box 235, Hartford, Conr 
Loewy-Hydropress Div Baldwin-Lima-Hamilton 
1ll Fifth Ave., New York 3, N. Y 
Talley Corp., The, Newbury Park, Calif 
THOMPSON PRODUCTS, INC., Genera 
land 17, Ohio. SEE ADV. C-120 
S. Steel Coro, 525 William Penn P 
30, Pa 
Westinghouse Electric Corp 3 Gateway Center, P 
Box 868, Pittsburgh 30, Pa 


Schenec- 


fices, Cleve- 


Pittsburgh 


Shafts, Valve Rocker 


Boyertown, Pa 
Aircraft mpany, 


Atlantic 
Canadian 


Aviation Corp 

Pratt & Whitney > Ltd 
Longeui!, Montreal 23, Quebec, Canada 

CONTINENTAL MOTORS CORP.. AIRCRAFT ENGINE 
DIV. Muskegon, Mich. SEE ADV. A-52 


Shakers, Control Stick 


Gate, Calif 
HOOVER ELECTRIC CO 
Los Angeles 25, Cali 
Port Columbus Air¢ 


2 
ADV. C-97 


Shearing Equipment 


Black & Decker Mfg. Co., The, 600 East Pennsylvania 
Ave., Towson 4, Md 

Cincinnati Shaper Co., The, P Box 111, Cincinnat 
11, Ohio 

Niagara Machine & Too! Work 683 Northland Ave 
Buffalo 11, WN. Y 

Whitney Meta! Too! Co., 724 


Shears 


Canada Illinois Tools 
Mills, Ontario, Canada 
Cincinnati Shaper Co Th 
nati 11, Ohio 

Lodge & Shipley Co 
Cincinnati 25, Oh 

Niagara Machine & Too 
Buffalo 11, N. Y 

O’Neil-Irwin Mfg. Co., Lake 

Rotex Punch C r 
Leandro, Calif 

Simonds Saw & Steel Co., 470 
Mass 

Skil Corp 5033 

Too! Development Co 
Hollywood, Calif 

Whitney Metal Too! Co 


2350 


#24 


Sheet, Abrasive 


Aluminum Co. of America 
burgh 19, Pa 

Drummond, McCall & Co 
P. 0. Box 219, Montrea 

Zenith Plastics Co., Sub., Minnesota 
Cos 1600 West 135 St Gardena 


Quebdec 


Sheet Stock 


Sales Ltd 
Canada 


Alloy Meta 
2, Ontario 
Aluminum Co. of America, 1501 
burgh 19, Pa 

Alpha Metals, Inc 56 Water St 

Rubber Co., Ravenna 

Continental Metals, Inc 
Los Angeles 38, Calif 

Crucible Stee! Co. of America 

Melion Sq., Pittsburgh 3 Pa 

Drummond, McCall & Co., Ltd., 930 We 
P. 0. Box 219, Montreal Quebec, Canada 

International Nickel Co., Inc., The, 67 Wa 
York 5, N. Y 

Kaiser Aluminum & Chemical Sales, Inc 
way, Oakland 12, Calif 

Kirk Rubber Co., Brea, Calif 

Olin Mathieson Chemical Corp 
Ave, New York, WN. Y 

Reynolds Metals Company, 6601 West 
Richmond 18, Virginia 

Titanium Metals Corp. of 
New York 7, N. Y 

U. S. Steel Corp., 525 Willian 
30, Pa 

U. S. Steel Supply Div. U. S. Stee! Corp 
La Salle St., Chicago 4, I 


Colonia 


Metals Div., 400 Park 
Broad Street 
Broadway 


America, 233 


Penn P Pittsburgh 





SHEET STO“K 
Shielded Enclosures 


Ace Engineering & Machine Co., 
St Philadelphia 40, Pa 
Airconductors, 367 East Olive, 
Dom Research Corp., Stoddard Bidg 
Cocoa Beach, Fia. 
5910 Bowcroft St 


3644 N. Lawrence 
Gardena, Calif 
P. 0. Box. 521 


Los Angeles 16 


98 Taylor St. Boston, Mass 
Corp., Ipswich, Mass 
Marshall, Paris, Il! 

196 DeGraw St., Brooklyn 


Kelley 
McMillan Industria 
Meco Inc., 1401 S 
Nucleonic Co. of America 
2. ee 

Shielding, Inc., 11 N. Read Ave., Riverton, N. J 

Stark Eféctronic Instruments Ltd., Stark Bidg., Box 
670, Ajax, Ontario, Canada 

Suchy Division, Inc., 200 W. 57th St., 
N y 


New York 19, 


Shielding, Lead 


Metals, Inc., 56 Water St 
r t Smelt & Refining Wks. Ind 
Ave., Brookiyn 7, N. Y 
Division Lead Co 7742 W. 61 Pi., Summit, I) 
Federated Metals Div., American Smelting & Refining 
120 Broadway, New York, N. Y 
c Co Metallurgical Products Dept 
Eight Mile Dr., Detroit 32, Mich 
Hallett So., 5910 Bowcroft St., Los Angeles 16 
a 
0. G. Kelley Co 
Nationa! Lead Co 
Nucleonic Co. of 
31, N. Y 
Nuclear Measurements Corp 
Indianapolis 18, Ind 
Ray Proof Corp., 843 Cana! St., Stamford, Conn 
The Staver Co., Inc., 41 N. Saxon Ave., Bay Shore 
 ¥ 
Zippertubing Co The 


Angeles 14, Calif 


Jersey City, N. J 


Be 330 Belmont 


98 Taylor St., Boston, Mass 
111 Broadway, New York 6, N. Y 
America, 196 DeGraw St., Brooklyn 


2460 WN. Arlington Ave 


752 S. San Pedro St., Los 


Shim Stock 


Alloy Meta! Sales Ltd., 181 Fleet Street East, Toronto 
2, Ontario, Canada 

American Silver Co., Inc., 36-07 Prince St., Flushing 
N.Y 

Auburn Mfg. Co., Middletown, Conn 

Crucible Stee! Co. of America, Henry W. Oliver Bidg., 
Mellon Sq., Pittsburgh 30, Pa 

Drummond, McCall & Co., Ltd., 930 Wellington St., 
P. 0. Box 219, Montreal, Quebec, Canada 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy 
Akron 17, Ohio 

Gasket Manufacturing Co., Inc., 319 
Los Angeles 15, Calif 

LAMINATED SHIM COMPANY, INC., Union Street 
Glenbrook, Conn. SEE ADV. A-54, A-55 

Nationa! Seal Div., Federal-Mogu!-Bower Bearings, Inc., 
Broadway & National Ave., Redwood City, Calif 

Revere Cor~er & Brass, Inc., 230 Park Ave., New York 
17, WN 

Simonds Saw & Steel Co., 470 Main St., 
ass 

The Staver Co., Inc., 41 WN. Sawon Ave., Bay Shore, 
N.Y 

Victor Mfg. & Gasket Co., 5750 West Roosevelt Rd., 
Chicago 50, Ill 


West 17 St 


Fitchburg, 


Shims, Metallic 


763 Hanover Rd., Meriden, Conn. 
Fleet Street East, 


Aero Gasket Corp. 
Alloy Metal Sales Ltd. 181 
Toronto 2, Ontario, Canada 
American Silver Co., Inc., 36-07 Prince St., Flushing, 
nN. Y¥ 

Anti-Corrosive Metal Products, 30 River Rd. Castle- 
ton-on-Hudson, N. Y 

Auburn Mfg. Co., Middletown, Conn 

Bowstee! Dist. Camada, Ltd., 7001 Cote des Neiges 
Rd., Montreal, Quebec, Canada 

Chicago Gasket Co., 1271 West North Ave., 
22, Wi. 

Corbin Products Div., Ohison International Corp 
Crescent Plaza Bidg., Long Isiand City 1, N. Y 

Crucible Stee! Co. of America, Henry W. Oliver Bidg 
Melion Sq., Pittsburgh 30, Pa 

Dumont Aviation Assocs., 1401 Freeman Ave., P. 0 
Box 4087, Long Beach 4, Calif 

DuPage Stamping & Manufacturing Co., 
Ave., Downers Grove, iil. 

Garron Aircraft Supply, Inc., 5 Union Square, New 
York 3, N. Y. 

Gasket Manufacturing Co., Inc., 
Los Angeles 15, Calif. 

LAMINATED SHIM COMPANY, INC., Union Street, 
Glenbrook, Conn. SEE ADV. A-54, A-55 

National Seal Div., Federal-Moguil-Bower Bearings, 
Inc., Broadway & National Ave., Redwood City, Calif 

PIC Design Corp., Sub. of Benrus Watch Co., Inc., 
477 Atlantic Ave., East Rockaway, N. Y 


Chicago 


425 Maple 


319 West 17 St., 


D-114 


Simonds Saw & Steel Co., 470 Main St., Fitchburg, 
Mass. 
Wm. H 
Calif 
Standard Products Inc., 650 £ 


Saxon Ave., Bay Shore, 


Snow Co., 1413 E. Franklin Ave., E! Segundo 


Gilbert St., Wichita 
‘Co., Inc., 41 WN 


wperior Carbon Products, Inc., 9115 George Ave., 
Cleveland 5, Ohio 

TA Mfg. Corp., 4607 Alger St., Los Angeles 39, Calif 

TEMPLET INDUSTRIES, INC., 701 Atkins Ave. Brook- 
yn 8 N.Y. SEE ADV. 0-204 

U. S. Hammered Piston Ring Co., Inc 
Stirling, N. J 

Victor Mfg. & Gasket Co 
Chicago 50, IN 

Wrought Washer Mfg 
7, Wisc 


Railroad Ave., 


5750 West Roosevelt Rd., 


2278 S. Bay St., Milwaukee 


Shims, Nonmetallic 


Aero Gasket Corp., 763 Hanover Rd., Meriden, Conn 

Auburn Mfg. Co., Middletown, Conn 

Chicago Gasket Co., 1271 West North Ave 
2? 


Chicago 
mont Aviation Assocs., 1401 Freeman Ave., P. 0 
Box 4087, Long Beach 4, Calif 

nerson Plastics Corp., 1383 Seabury Ave 
N.Y 


restone 


Bronx 61 
Tire & Rubber Co 1200 Firestone Pkwy 
Akron 17. Ohio 
Gasket Manufacturing Co 
Angeles 15, Calif 
Wm. H. Snow Co 
Calif 
The Staver Co., Inc., 41 N 
N. Y 
Superior 
Cleveland 5, Ohio 
TEMPLET INDUSTRIES, INC., 701 
8, N. Y SEE ADV. 0-204 
mered Piston Ring Co. Inc., Railroad Ave 
j 
ought Washer Mfg. Co 
Wis 


319 West 17 St Los 


1413 € anklin Ave., El Segundo 


Saxon Ave., Bay Shore 


Carbon Products 9115 George Ave 


Atkins Ave., Brook- 


2278 


, Milwaukee 


Shock Absorbers 


Arkwin 
N.Y 
Mass 

Buffalo Meta 
11, N. Y 

hampion Aircraft Co ola, Wisc 

Cleveland Pneumatic Industries, Inc 3781 East 77th 
Street, Cleveland 5, Ohic 

Crown Controls Co. Inc 40-44 5S 
New Bremen, Ohio 

Joe Davidson & Associates 
Gate, Calif 

Dowty Equipment of 
Canada 

Finn Aeronautical Div., T. R. Finn Co., Inc., 275 
Goffe Rd., Hawthorne, N. J 

Firestone Tire & Rubber 
Akron 17, Ohio 

Foote Bros., Manufacturing 
Ave., Chicago, Ii! 

Hydra Power Corp., Pine Court, New Rochelle, N. Y 

Hydrodyne Corp., Skinner Sea! Div., 7350 Coldwater 
Canyon Ave., North Hollywood, Calif 

Mechanical Rubber Products Co., Warwick, N. Y 

Menasco Mfg. Co., 805 S. San Fernando Bivd., Bur- 
bank, Calif. Box 7397, Sylvania Station, Ft. Worth 
Texas 

Pre-Stressed Shock Mount Co o G.D.C 
Elkton, Maryland 

Raybestos-Manhattan, Inc., 
N. J 


Industries, Inc 648 Main St Westbury 
Watertown 72 
Buffalo 


Container 5 Roetzer St 


Washington St 
P. 0. Box 10 South 


Canada Lt Ajax, Ontario 


} 


Firestone Pkwy 


Co., 4545 South Western 


Box 275 


61 Willett St., Passaic, 


Shoes, Brake 


American Brake Shoe Co., 530 Fifth Ave., 
36, N.Y 

American Car & Foundry Div., ACF Industries, Inc 
750 Third Ave., New York 17, N. Y 

Curtiss-Wright Corp., Metals Processing Div., Buffalo, 
N.Y 


New York 


B. F. Goodrich Aviation Products, 500 South Main St 
Akron, Ohio 


Johns-Manville, 22 East 40 St., New York 16, N. Y. 


Signaling Devices, 
Pyrotechnic 


Cooper Development Corp., 2626 S. Peck Rd., Monrovia, 
Calif. 

DEL MAR ENGINEERING LABORATORIES, Interna 
tional Airport, Los Angeles 45, Calif. SEE ADV 
B-42 

International Flare Signa! Div., 
ville, Ohio 

Miller Research Labs. Div., Miller Metal Products, Inc., 
2215 Russell St., Baltimore 30, Md 


Kilgore, Inc., Wester- 


ORDCO DIV., BERMITE POWDER CO., 11120 Cumps- 
ton St., North Hollywood, Calif. SEE ADV. B-40 
Universal Match Corp., Armament Div., P. 0. Box 5841, 
St. Lowls 21, Mo 
Universal Winding Co., 

R. 1 


1655 


Eimwood Ave., Cranston 


Signaling Devices (Bells, 
Buzzers, Horns etc.) 


A.P.W. Co., 72 West Main St 

Bell & Gossett Co, 8200 N 
Grove, Ili 

Genjamin Electric Mfg. Co., De Plaines 

Cole-Hersee Co © Old Colony Ave., Boston 27, Mass 

THE ELECTRIC AUTO-LITE CO., Toledo 1, Ohio. SEE 
ADV. D-158 

Gilfillan Brothers, Inc., 1815 Ver 


Rockaway, N. J 


Austin Ave., Mortor 


| 


e Bivd., Los Angeles 
6, Calif 

JORDAN ELECTRONICS, DIV. OF VICTOREEN IN- 
STRUMENT CO., 3025 West Mission Rd., Alhambra 
Calif. SEE ADV. C-95 

ORDCO DIV., BERMITE POWDER CO., 11120 Curmps- 
ton St., North Hollywood, Calif. SEE ADV. B-40 

Safe Flight Instrument Corp., 4 Water St White 
Plains, N. Y 

Seaboard Electric Products Corp 
New York 13, N.Y 

Survival Equipment Co. Div 
Pa 

Universal Winding Co., 1655 E 
R. I 

Wheelock Signals, Inc 


mwood Ave 


Long Branch, N 


Signaling Kits 


international Flare Signal Div., Kilgore 

ville, Ohio 

LAWTER CHEMICALS, INC., 3550 Touhy 
Chicago 45, | SEE ADV. 0-199 

Miller Research Labs. Div., Miller Meta! Prod: 
2215 Russell St., Baltimore 30, Md 

Survival Equipment Co. Div., Victor Too 
Pa. 
iniversa 
R. 1 


Winding Co., 1655 E 


Silencers 


Allied Witar 
Ohio 

Champion Aircraft Corp., Osceola, Wisc 

Finn Aeronautical DW., T. R. Finn & Co 
Goffe Rd., Hawthorne, N. J 

F. C. Kent Corp., 135 Manchester Pi., 

Kittell Lacy, Inc., 10816 E. Fawcett Ave 
Calif 

Maxim Silencer Co., The, Sub. of, Emhart Mfg 
85 Homestead Ave., Hartford, Conn 

Ryan Aeronautica! Co., Lindbergh Field 


12500 Bellaire Rd 


Newark., N. J 
E! Monte 


Calif 
SPACE CORP., P. 0. Box 51 dallas 
ADV. D-161 


Silicones 


Airconductors, 367 East Olive, Gardena, Calif 

Anderson Chemical Co., 3940 Summit St 
Mich 

Bestobel! (Canada) Ltd., 4 Bestobel! Rd 
Ontario, Canada 

Colonial Rubber Co., Ravenna, Ohio 

Dow Corning Silicones Ltd., Tippet Road 
P. 0., Toronto, Ontario, Canada 

Emerson Plastics Corp., 1383 Seabury Ave 
N.Y 

General Electric Co., S 
ford, N. Y 

Johns-Mamille, 22 East 40 St 

Kirkill Rubber Co., Brea, Calif 

Mechanica! Rubber Products Co 

Minnesota Rubber Company, 3630 
Minneapolis 16, Minn 

Raybestos-Manhattan, Inc., 61 Willett St 
N. J 


cone Products Dept., Water- 


New York 16, N 


Warwick, N. Y 
Wooddale Ave 


Passa 


Rogers Corp., Rogers, Conn 

Servicair Co., 1841 Flower St 

Silicones Div., Union Carbide Corp., 30 
York 17, N. Y. 

Stoner Rubber Company 
Street, Anaheim, California 

Technical Information Service, Dow Corning Corp 
Midland, Mich 

Vulcan Electric Co., 88 Holten St., 

Works, 4115 Ogden Ave., Chicago 23, 


Glendale, Calif 
E. 42 St 


Inc 7061 East Mor 


Danvers, Mass 


Western Felt 
i 


Silver & Silver Alloys 


Amer. Metal Climax, Inc., 500 Sth Ave., New 
N.Y 


American Silver Co., Inc., 36-07 Prince St., Flushing 
N.Y. 


Belmont Smelting & Refining Wks. Ind 30 Belmont 


Ave., Brooklyn 7, N. Y 
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c 


S. Brairin Co., 318 Washington St., Mt. Vernon, 
N.Y 

Bram Metallurgical-Chemical Co., 820 65th Ave., 
Philadelphia 26, Pa 

Eastern Smelting & Refining Corp., 107-109 West 
Brookline St., Boston 18, Mass 

Federated Metals Div., American Smelting & Refining 
Co., 120 Broadway, New York, N 


Gibson Electric Co., Box 573, Delmont, Pa 

Goldsmith Bros. Smeiting & Refining Co., 111 
Wabash Ave., Chicago 2, Illinois 

Handy & Harman, 82 Fulton St., New York 36, WN. Y 

A. D0. Mackay, Inc 198 Broadway, New York 386, 
N.Y 

P. R. Mallory & Co., Inc 
apolis 6, Ind 


North 


50 South Gray St., Indian- 


Metals & Controls Corp., General Plate Div., 41 Forest 
St., Attleboro, Mass 

J. M. Ney Co., P. 0. Box 990, Hartford 1, Conn 

Technic, Inc. P. 0. Box 965, 39 Snow St., Providence 
1, Rhode Island 

: . 

Sled Propulsion Units 

A America gineering Cx du Pont Airport, Wil 
mington, Del 

Astrodyne, Inc P. 0. Box 548, McGregor, Texas 
colonial Aircraft Corp Sanford, Maine 

Cooper Development Corr 2626 S. Peck Rd., Mon- 
rovia, Calif 

Olin Mathieson Chemical Corp., 460 Park Ave., New 


York N.Y 

PROPELLEX CHEMICAL CORP., A DIV. OF CHROMAL- 
LOY CORP., P. 0. Box 187, Edwardsville, Ili. SEE 
ADV. 8-40 

SOLAR AIRCRAFT CO 
12 alif. SEE ADV. A-58 


2200 Pacific Hwy., San Diego 


Sleeves, Metallic 
(See Also Bushings) 


Abbott Products, Inc., 150-50 12 Ave., Whitestone 57, 
N.Y 

Walter K. Jaros Aircrafters, 48-00 Astoria Bivd., S., 
Astoria, N. Y 

Air-Lock, Inc., 108 Gulf St., Milford, Conn 

American Brake Shoe Co., 530 Fifth Ave., New York 
36, New York 

American Standard Prods., Inc., 3030 Main St., Hart- 
ford, Conn 

Ampco Metal, Inc 1745 South 38th, Milwaukee 46, 
Wisc 

Beckett Bronze Co., 106 East 20 St., Muncie, Ind 

Canada Illinois Tools, Ltd., 75 Scarsdale Rd., Don 
Mills, Ontario, Canada 


entrifugally Cast Products Div., The Shenango Furnace 


Co., West Third St., Dover, Ohio 

Cleveland Graphite Bronze Div., Clevite, 17000 St 
Clair Ave., Cleveland 10, Ohio 

Collins Engineering Corp 9050 Washington Bivd 
Culver City, Calif 

Corbin Products Div Ohison International Corp., 
Crescent Plaza Bidg., Long Island City 1, N. Y 

Federal Machine Co nc 809 Garfield Ave. Jersey 
City 5, WN. J 

Frank Foundries Corp 2020 Third Ave., Moline, Ii 

Garron Aircraft Supply, In 5 Union Square, New 
York 3, WN. Y. 

General Stee! Fittings Co., 1321 21 St., Racine, Wisc 

Haynes Stellite Co. Div., Union Carbide Corp., General 


Office & Works, Kokomo, Ind 


Honti Engrg. & Mfg. Co 1410 De La Torre Way 
Los Angeles 23, Calif. 

Hydra Power Corp., Pine Court, New Rochelle, N. Y 

King Fifth Wheel Co., Box 759, Wilkes Barre, Pa 

Metalart Corp., 266 Freeman St., Brooklyn 22, WN. Y 


Watch Co. Inc., 
N. Y 


Sub. of Benrus 
East Rockaway, 


PIC Design Corp 
77 Atlantic Ave 


Precision Tube Co., Inc., Wissahickon Ave. & Church 
Rd., North Wales, Pa 
Randall Graphite Bearings Inc. P. 0. Box 639 


Greenlawn & Lake Sts., Lima, Ohio 
R. Robbins Co., 9046 Sunset Bivd., Los Angeles 46 
Calif 


St. Mary’s Carbon Co., State Rd., St. Marys, Pa 

Vulcan Electric Co., 88 Holten St., Danvers, Mass 

WEATHERHEAD CO., THE, 300 E. 131 St., Cleve 
land 8, Ohio. SEE ADV. A-43, D-186 

Y. W. Smal! Parts, Ltd. 496 Queen St., East, Toronto, 
Canada 

York Gears, Ltd, 825 aledonia Rd, Toronto 19, 


ntario, Canada 


Sleeves, Nonmetallic 
(See Also Bushings) 


Actioncraft Products Co., 2 Yennicock Ave., Port 
Washington, N 

Airconductors, 367 East Olive, Gardena, Calif 

American Brake Shoe Co., 530 Fifth Ave, New York 


36, New York 


Bestobell (Canada) Ltd., 
Ontario, Canada 


4 Bestobel! Rd., Toronto 14, 


Borden Co., The, Chemical Div., P. O. Box 1589 
Santa Barbara, Calif 
The Borden Chemical Co. Div., The Borden Co, 350 


Madison Ave., New York 17, N. Y 
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Centrifugally Cast Products Div., 
Co., Dover, Ohio 











The Shenango Furnace 


Emerson Plastics Corp., 1383 Seabury Ave., Bronx 61 
N.Y 
Garron Aircraft Supply, inc., 5 Union Square, New 
York 3, N 
General Electric Co., Plastics Dept., Chemical & 
Metallurgical Div., 2200 N. 22 St., Decatur, I! 
Gladding, McBean & Co., 2901 Los Feliz Bivd., Los 
Angeles, Calif 
Griffith, G. L. & Sons Ltd 341 Erie St Stratford 
Ontario, Canada 
Honti Engrg. & Mfg. Co 1410 De La Torre Way, 
Los Angeles 23, Calif 
Walter K. Jaros Aircrafters, 48-00 Astoria Bivd 
Astoria, N ‘ 
Joclin Mfg. Co., 30 Lufbery Ave., Wallingford, Conn 
Kirk Rubber Co., Brea, Calif 
Louthan Mfg. Co., P. 0. Box 761, East ver po 
Ohio 
J. E. Menaugh Co., 4555 N. Broadway hicago 40 
I 
Mica Insulato Dw Minnesota Mining & Mfg. Co 
797 Broadway, Schenectady 1, N. Y 
Micro-Precision Div, Micromat Hone rp 1535 
Grande Vista, Los Angeles, Calif 
National Utilities Corp 826 South Arroy Pky 
Pasadena 2, Calif 
National Vulcanized Fibre Co., P. 0. Box 311, W 
mington 99, Del 
Pennsylvania Fluorocarbor pany 115 W 
38th St Philadelphia 4, Penna 
Polymer Corp., The, Reading, Pa 
J R. Robbins Co 904¢ unset Bivd Angeles 4¢ 
Calif 
St. Mary's Carbon Co., State Rd St. Marys, Pa 
Superior Steatite & Ceran orp., 83-19 W rest 
Ave Englewood, N. J 
synthane Cors Oaks, Pa 
Turbo Products, Inc., 12177 Montague , 
La 
Gasket Co. Div., Garlock Packing Co., The, 608 
N. Tenth St., Camden 1, N. J 
Varfiex Corp 507 West Court St Rome, New York 
Vibra Seal Corp., 2832 East Grand Bivd., Detroit 11 
Mich 
Y. W. Smal! Parts, Ltd., 496 Queen St., East, Toronto 
Zippertubing Co The, 752 an Ped 
Angeles 14, Calif: 
| inal 
Sleeves, Termina 
Arnav Fitting 32 Industr Ave e Ferry 
N.J 
hampion Spark Plug Cc 9 Upton Ava, Toledo 1 
sarron Aircraft Supply, Inc 5 Union Square, New 
York 3, N.Y 
Air Ignition Div., Robert L. Hai! Co 3318 W. Bur 
bank Bivd.. Burbank, Calif 
E. Menaugh Co 4555 WN. Broadway, Chicago 40 
I 
ervicair C 841 Flower St.. Glendale alif 
Sleeves, Turnbuckle 
Aircraft Components, Inc., Woodland Ave., Twin Cities 
Airport, Benton Harbor, Mich 
Arnav Fitting Corp 32 Industrial Ave ttle Ferry, 
N 
arron Aircraft Supply, Inc 5 nion quare, New 
York 3, N.Y 
Sleeves, Asbestos 
Airconductors, 367 East Olive, Gardena alif 
Auburn Mfg. Co Middletown, Conn 
Bestobel! (Canada) Ltd. 4 Bestobel! Ra. Toronto 14 
Ontario, Canada 
R. Daniels, Inc., Daniels, Md 
Flexco Inc 7856 Salt Lake Ave Huntington Park 
Calif 
>arlock Packing Co., The, Palmyra, N. Y 
ohns-Manville, 22 East 40 St.. New York 16, N. Y 
Raybestos Manhattan, In 61 Willett St > ass 
N. J 
Zippertubing Cc The, 752 S. Sa Ped $ 
Angeles 14, Calif 
. . 
Sleeving, Fiber Glass 
Airconductors, 367 East Olive, Gardena : 
Alpha Wire Corporation, 200 Varick St., New York 14 
New York 
ARROWHEAD PRODUCTS DIVISION FEDERAL-MOGUL- 
BOWER BEARINGS, INC., 2300 Curry Street, Long 
Beach 5, Calif. SEE ADV. D-187 
Auburn Mfg. Co., Middletown, Conn 
Bentiey, Harris Manufacturing Co., Conshohock Pa 
Bestobell (Canada) Ltd., 4 Bestobell Rd. Toronto 14 
Ontario, Canada 
w am Brand & Co nc., 106 Valley St wW 
mantic, Conn 
Briscoe Mfg. Co., 1055 Gibbard Av 
Ohio 
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SOLDERS 


Calfibe Co., P Box 832, Rediands, Calif 

Flexco Inc., 7856 Salt Lake Ave., Huntington Park 
Calif 

C. D0. La Moree, 2433 Birkdale St., Los Angeles 
Calif 

Long Sault Limited, St. Andrews East, P. Quebe 
Canada 

Natvar Corp., 211 Randolph Ave., Woodbridge, N 

Owens Corning Fibergias Corp., Aircraft Div 59 
Telegraph Rd., Los Angeles 22, Calif 

Ross-Smith Company, Ltd., 4285 Frontenac 
treal 34, Quebec, Canada 

Varflex Corp., 507 West Court St Rome, New 

Westiine Products Div., Western Lithograph Co t 
E. Second St., Los Angeles 54, Calif 

Zippertubing The 752 S an Pedro 
Angeles 14, Calif 


Slings, Cable & Wire 


Aero Corp., Atlanta Airport, Atlanta 


5a 

Air-Ex In Montreal Airport, Dorval, Quebe 

All American Aircraft Products In 1311 West Pacif 

ast Highway, Harbor ty a 

American Chain & Cable Co., in 271 th 
sylvania Ave., Wilbes-Barre, Pa 

A ciated 1441 M ean Bivd w 
Kans 

Bergen W Rope C 6 Gregg ‘ Rout 
od N ) 

Bethiehe tee! C Bethiene Pa 
flalio Meta mtainer Core Roetre fi 
11, N. Y 

Colonial Aircraft Corp., Sanford, Maine 

Dominion Chain Company td 80 Bende 
Niagara Falls mtaric, Canada 

Dominion Wire Rope, Ltd., 175 St oseph St ) 
Montreal 32, Quebe anada 

Dumont Aviat Assocs., 14 Freema Ave P 


Box 4087, Long Beach 4, Calif 
MAC WHYTE WIRE ROPE CO., 2905 14 Ave., Ke 
Wis SEE ADV. 0-165 





Peck & Sayville, WN 

Regent Co In 1905 Regentview Ave 
owr 

525 William Penn P Pittsbu 

30 

Wind Turbine Co East Market t. & Penna. ® 
West Chester, Pa 

Snaps 

Aerial Mach & Too 38-27 30th 
and «City 1, WN. Y 

Arnav Fitting Carp 32 Industrial Ave Little Fe 

N. J 

apewe Mfg 60 Governor St Hartf 2 
Conn 

Waldes Kohin 47-16 Auste! P 9 and 
city N. Y 

Softeners, Water 

ee Bee Chemical Co I 952 eeBee C 
Downey, Calif 

Cochrane Cors 3201 North 17 St., Philadelphia 32 
Pa 

E. Greiner Co., 22 N. Moore St., New York, N. Y 

Hagan Chemicals & Controls, in Hagan Bidg., Box 


1346, Pittsburgh 30, Pa 

Oakite Products, Inc 19 Rector St New York 6 
n.Y 

Water Refining Co., Div., Design Fabricators, In 2434 
North Main St., Dayton, Oh 

. 

Soldering trons 

American Electrical Heater Co 6110 Cass Ave 
Detroit 2, Mich 

peneral Electr [o., Apparat Sis. Div River R 
Schenectady 5, NWN. Y 

Gulton Industries, 212 Durham Ave Metuche N 
dea! Industries 1437 Park Ave, Sycamore 

Kemode Mfg. Co 151 West 18 St New York 
N.Y 

nde Co. Div., Union Carbide Corp 30 £ 42 
New York 17, N. Y 

New Hudson Mfg. Co 56849 Grand River, New 
Hudson, Michigan 

Ungar Electric Tools 4101 Redwood Ave 


Angeles 66, Ca 


Solders 


All-State Welding Alloys C I 249-55 Fe 
White Plains, N. Y 


Alloy Metal Sales Ltd. 181 Fleet Street East, Toronto 
2, Ontario, Canada 

Alpha Metals, Inc., 56 Water St., Jersey City, N 

A num Co. of America, 1501 Alcoa Bidg., Pittsburgh 
9, Pa 

Ane ta x th Ave New York 36 
N.Y 





SOLDERS 


Gelmont Smelting & Refining Wks. Ind., 
Y. 


Ave., Brooklyn 7, N. 

Cerro de Pasco Sales Corp., Alloy Sales Dept., 300 
Y 

236 Grand St., 


330 Belmont 


Park Ave., New York 22, N 

Chase Brass & Copper Co., Waterbury, 
Conn. 

Chemalloy-Electronics Corp., Gillespie Airport, Santee, 
Calif 

Division Lead Co., 7742 W. 61 PI., 

Eastern Smelting & Refining Corp., 
Brookline St., Boston 18, Mass. 

Goldsmith Bros. Smelting & Refining Co., 
Wabash Ave., Chicago 2, Illinois 

Gulton Industries, Inc., 212 Durham Ave., Metuchen, 
N. J 


Summit, ll 
107-109 West 


111 North 


Handy & Harman, 82 Fulton St., New York 38, N. Y. 

Hunter Spring Co., 1 Spring Ave., Lansdale, Pa 

Johnson Mfg. Co Inc., 100 Nation Ave 
Vernon, lowa 

Kester Solder Co., 
19, Ill 

Nationa 
N.Y 

Multicore Sales Corp., 
N.Y 


Mount 
4201 Wrightwood Ave Chicago 


Lead Co. 111 Broadway, New York 6, 


80 Shore Rd., Port Washington, 
214-27 Northern Bivd., Bay- 


P. 0. 


Rocket Distributors, Inc 
side 61, 

Ruby Chemical Co., The, 68-70 McDowell St., 
Box 1108, Columbus 16, Ohio 


Solvents 


Almar-York Co., Inc., 
Worth, Tex 

Aries Laboratories, Inc., 
City 1, N. Y 

The Borden Chemical Co. Div., The Berden Co., 350 
Madison Ave., New York 17, N. Y. 

Brulin & Co., Inc., 2939-45 Columhia Ave., In- 
dianapolis 7, Ind 

Samuel Cabot, Inc., 141 Milk St., Boston, Mass 

Cee Bee Chemical Co., Inc., 9520 E. CeeBee Dr., 
Downey, Calif 

Chemica! Sales Div., Shell Chemical Corp., 
son Avenue, New York 17, N. Y 

Cobehn, Inc., 110 Passaic Ave., Caldwell 

The Dow Chemical Co., Midland, Mich 

Esso Export Corp., Aviation Dept., 60 W. 49th St., 
New York 20 Y 

Esso Standard Oi! Co., 
a. we 

Fidelity Chemica! Prods. Corp 
Newark 12, N. J 

R. M. Hollingshead Corp., Government Aviation Sales 
Div., 840 Cooper St., Camden, N. J 

Hooker Chemical Corp., 1 Iroquois St., 
a. ¥ 

Internationa 


4802 Camp Bowie Bivd., Fort 


45-33 Davis St., Long Island 


380 Madi- 
N. J. 


15 West 51 St., New York 19, 


470 Frelinghuysen Ave., 


Niagara Falls, 
Paints (Canada) Ltd., 6700 Park Ave., 
Montreal, Quebec, Canada 
Kelite Corp., 81 Industria! Rd., 

Heights, N. J 
ay % _ Co., Inc., 


Building 4, Berkeley 


15 William St., New York 


Oak 4% products, Inc., 19 Rector St., New York 6, 
N 

Olin Mathieson 
York 22, N.Y. 

The Penetone Co., 

Pennsalt Chemicals Corp., 
deiphia 2, Pa 

Pennzoil Div., South Penn Oi! Co., 
City, Pa. 

Ray Proof Corp., 

Rinshed-Mason Co., 


Chemica! Corp., 460 Park Ave., New 


74 Hudson Ave., Tenafly, N. J 
Three Penn Center, Phila- 


Drake Bidg., Ol! 


843 Canal St., Stamford, Conn 

1244 North Lemon St., Anaheim, 
Calif., 5935 Milford, Detroit 10, Mich 

Shell Oi! Co., 50 West 50 St., New York 20, N. Y. 

Shell Oil Co. of Canada, itd, P. 0. Box 400, 
Terminal A, Toronto 1, Ontario, Canada 

Sotony Mobi! Oi! Co. Inc., 150 East 42 St., New 
York 17, N.Y 

Sun Oi! Co., 1608 Walnut St., Philadelphia 3, Pa 

Turco Products, Inc., 6135 South Central Ave., Los 
Angeles 1, Calif 

Union Carbide Chemicals Co. Div., Union Carbide Corp., 
30 E. 42 St., New York 17, N. Y 

U. S. Industrial Chemicals Co., Div., 
tillers & Chemical Corp., 99 Park Ave., 
16, N. ¥ 


Nationa! Dis- 
New York 


Solvents, Tank Desealing 


Cee Bee Chemical Co., Inc., 9520 E. CeeBee Dr., 
Downey, Calif 

Fidelity Chemical Prods. Corp., 
Ave., Newark 12, N. J 

Kelite Corp., 81 Industria! Rd., 
Heights, N. J 

Pennsalt Chemicals Corp., 
deiphia 2, Pa. 

Turco Products, LInc., 
Angeles 1, Calif 


470 Frelinghuysen 
Building 4, Berkeley 
Three Penn Center, Phila- 


6135 South Central Ave., Los 


Sound Suppressors, Ground 


Finn Aeronautical Div., T. R. Finn & Co., Inc., 275 
Goffe Rd., Hawthorne, N. J. 

INDUSTRIAL ACOUSTICS CO., INC., 341 Jackson Ave., 
New York 54, N. Y. SEE ADV. 0-192 


D-116 


341 Jack- 
D-192 
Hackensack, 


INTERNATIONAL AEROCOUSTICS, INC., 
Ave., New York 54, N. Y. SEE ADV 

Janke & €o., Inc., 3844 Railroad Ave., 
N. J. 

Koppers Co., Inc., P. 0. Box 298, Baltimore 3, Md. 

Maxim Silencer Co., The, Sub. of Emhart Mfg. Co., 
85 Homestead Ave., Hartford, Conn 

SPACE CORP., P. 0. Box 5175, Dallas 22, Texas. 
SEE ADV. D-161 


Spacers, Metallic 


All-Power Mfg. Co., 202 Roosevelt Ave., 
Calif 
American Standard Prods Inc., 
Hartford, Cona 
Anti-Corrosive Metal 
ton-on-Hudson, N 
Arnav Fitting Corp., 32 
N.J 
Auburn Mfg. Co., Middletown, Conn 
Beemer Engineering Co., 401 North Broad St., 
deiphia 8, Pa. 
Federal Machine Co. Inc 
City 5, WN. J. 
Garron Aircraft Supply inc 5 
York 3, N : 
Gasket Manufacturing Co Inc., 
Los Angeles 15, Calif 
Honti Engrg. & Mfg. Co 
Los Angeles 23, Calif 
Walter K. Jaros Aircrafters 
Astoria, N.Y 
Kelsey-Hayes Co., 
Mich 
Ladish Co., 


Montebello, 
3030 Main St., 


Products, 30 River Rd., Castle- 


Industrial Ave., Little Ferry, 


Phila- 


809 Garfield Ave., Jersey 


Union Square, New 


319 West 17 St. 


1410 De La Torre Way, 


48-00 Astoria Bivd., S., 


3600 Military Ave., Detroit 32, 


5418 South Packard Ave., Cudahy, Wisc 

Meco Inc., 1401 S. Marshall, Paris, Ill 

Monadnock Millis Sub., United-Carr Fastener 
1977 First Ave., San Leandro, Calif 

J. R. Robbins Co., 9046 Sunset Bivd., Los Angeles 
46, Calif 

Shur-Lok Corp., 
Anaheim, Calif 

Sido Ltd., 555 Boivin Bivd., Granby 

Simonds Saw & Stee! Co., 470 Main St., 
Mass 

Y. W. Small Parts, Ltd 
Canada 

Standard Products Inc 
ll, Kans. 

Wrought Washer Mfg. Co., 
7, Wis. 


Corp., 


879 South East St., P. 0. Sox 563, 
Quebec, Canada 
Fitchburg, 


496 Queen St., East, Toronto, 


650 E. Gilbert St., Wichita 


2278 S. Bay St., Milwaukee 


Spacers, Nonmetallic 


Mfg. Co., 202 Roosevelt Ave., Montebello, 
Middletown, Conn 
P. 0. Box 832, Redlands, 
Daniels, Md 

1383 Seabury Ave., Bronx 61, 


Calfibe Co., Calif 

C. R. Daniels, Inc., 

Emerson Plastics Corp 
te 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 

Garde Mfg. Co., 

Garron Aircraft 
York 3, N.Y 

Gasket Manufacturing Co., Inc., 
Los Angeles 15, Calif 

Gladding, McBéan & Co., 
Angeles, Calif 

Honti Engrg. & Mfg. Co., 
Los Angeles 23, Calif 

Walter K. Jaros Aircrafters, 48-00 Astoria Bivd., S., 
Astoria, N.Y 

Louthan Mfg. Co., P. 0. Box 781, 

Meco Inc., 1401 S. Marshall, Paris, Ill 

Mica Insuiator Div., Minnesota Mining & Mfg. Co., 
797 Broadway, Schenectady 1, N. Y 

Monadnock Millis Sub., United-Carr Fastener Corp., 
1977 First Ave., San Leandro, Calif 

General Electric Co., Plastics Dept., Chemical & 
Metallurgical Div., 2200 N. 22 St., Decatur, Ii! 

Richardson Co., The, 2680 Lake St., Meirose Park, I/! 

J. R Robbins Co., 9046 Sunset ‘Bivd., Los Angeles 
46, Calif 

Sido Ltd., 

Turbo Products, Inc., 
Calif 

uU. S 
608 N. Tenth St., 

Wrought Washer Mfg Co., 
waukee 7, Wis 

Y. W. Small Parts, Ltd., 
Toronto, Canada 


Cumberland, R. I 
5 Union Square, New 


53 John St., 
Supply Inc., 
319 West 17 St 


2901 Los Feliz Bivd., Los 


1410 De La Torre Way, 


East Liverpool, Ohio 


555 Boivin Bivd., Granby, Quebec, Canada 
12177 Montague St., Pacoima, 


Gasket Co. Div., Garlock — Co., The, 
Camden 1, N 
2278 s° Bay St., Mil- 


496 Queen St., East, 


Spark Plugs & Accessories 


A. C. SPARK PLUG DIV., GENERAL MOTORS CORP., 
1300 N. Dort Hwy., Flint 2, Mich. SEE ADV. D-167 
Air Ignition Div., Robert L. Hall Co., 3318 W. Bur- 


bank Bivd., Burbank, Calif. 

AIRWORK Conronaribn, Municipal Airport, Millville, 

SEE ADV. D-201 

AUBURN i SPARK PLUG o. INC., 
burn, N. Y. SEE ADV. D-208 

B. G. Corp., The, 321 Broad Ave., Ridgefield, N. J 

Champion Spark Plug Co., 900 Upton Ave., Toledo 1, 
Ohio 


89 York St., Au- 


THE ELECTRIC AUTO-LITE CO., Toledo 1, Ohio. SEE 
ADV. 0-158 


Hallett Mfg. Co., 5910 Bowcroft St., Los Angeles 16, 
Calif. 

Lodge Aviation Spark 
Drive, Burbank, Calif 


Lund Aviation, Inc., 230 Park Ave., New York 17, 
N.Y 


Plugs, Ltd., 4315 Riverside 


Spark Plug Parts 


A. C. SPARK PLUG DIV., GENERAL MOTORS CORP. 
1300 N. Dort Hwy., Flint 2, Mich. SEE ADV. D-167 


Robert L. Hall Co., 3318 W. Bur- 
bank, Calif 
AUBURN. SPARK. “PLUG CO., INC., 
burn, = y. SEE ADV. D-208 
G The, 321 Broad Ave., 
THE evecrRic AUTO-LITE CO., 
. 0-158 


es —_— a) <~ 
89 York 5t Au- 


Ridgefield N.J 
Toledo 1, Ohio. SEE 
sashes Mfg. Co., 5910 Bowcroft St., Los Angeles 16, 
Calif 
J. E 
Hil. 


Menaugh Co., 4555 N. Broadway, Chicago 40, 


. 

Splicers, Cable 

AMP ree Harrisburg, Pa. SEE ADV. C-86, 
C-8 

Dominion Wire Rope, Ltd. 175 St. Joseph St, 
Lachine, Montreal 32, Quebec, Canada 

Zenith Plastics Co., Sub., Minnesota Mining & Mfg. 
Co., 1600 West 135 St., Gardena, Calif 

Zippert: ubing Co., The, 752 S. San Pedro St 
eles 14, Cal 


Splines, Ball Bearing 


——, he 4 . — me Corp., 5851 Holmes Ave., 

SAGINAW STEERING GEAR DIV., GENERAL MOTORS 
CORP., Saginaw, Mich. SEE ADV. 0-169 

Vard, Inc., 2981 E. Colorado St., Pasadena 8, Calif. 


Spray Painting Equipment 


Bell & Gossett Co., 8200 N. Austin Ave., Morton 


Grove I : 
Binks Mfg. Co., 3114 West Carrol! Ave., Chicago 12, 
I ’ 
Toledo 1, Oh 
57 W 


ips Ave., 
Lab., Inc 


DeVilbiss Co., The, Phi 
Elienson Testing & Res 
Nw York 19, N. Y 
Gray Co., Inc., 56 llth Ave., N. E., 


° 
57 St., 
Minneapolis 13, 


Minn 
R. C. Mahon Co., P. 0. Box 4666, Detroit 34, Mich. 


Springs, Coil 


Accurate Spring Mfg. Co., 3811 West Lake’ St., 
Chicago 24, Il 

Alco Products, Inc., Dept. 905, Box 
tady, N. Y 

Alton Iron Works, Inc., 1205 38th 
18, N. Y 

American Stee! & Wire Div., United States 
Rockefeller Bidg., Cleveland 13, Ohio 

Associated Spring Corp., Ohic Div., 1825 
Dayton 3, Ohio 

Crucible Steel Co. of America, Henry W. Oliver Bidg., 
Melion Sq., Pittsburgh 30, Pa 

Dumont Aviation Assocs., 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif 

Hunter Spring Co., 1 Spring Ave 

Lee Spring Co., Div., Leetronics Inc 
Brooklyn, N. Y 

J. E. Menaugh Co., 4555 N. Broadway 

Reliable Spring & Wire Forms Co 
Cleveland 9, Ohio 

U. S. Steel Corp., 525 Will 
30, Pa 

Wickwire-Spencer Stee! Div., 
Corp., The, 575 Madison Ave., 


1065, Schenec- 


Street, Brooklyn 


Lansdale, Pa 
30 Main St., 


Chicago 40 


3167 Fulton Rd., 


am Penn P Pittsburgh 
Colorado Fuel & Iron 
New York, N. Y. 


. . 

Springs, Compression 

Accurate Spring Mfg. Co., 3811 West Lake St., 
Chicago 24, Iill.. 

Alco Products, Inc., Dept. 905, Box 1065, Schenectady, 
N.Y 


Alton Iron Works, Inc., 1205 38th Street, Brooklyn 18, 
N.Y 

American Steel 
Corp., Rockefeller Bidg., 

Associated Spring Corp., Ohio Div., 
Dayton 3, Ohio 

Crucible Steel Co. of America, Henry W. Oliver Bidg., 
Mellon Sq, Pittsburgh 30, Pa 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy. 
Akron 17, Ohio 

Hunter Spring Co., 1 Spring Ave., 

Hydrodyne Corp., Skinner Seal Div., 
Canyon Ave., North Hollywood, Calif 

Lee Spring Co., Div., Leetronics, Inc., 
Brooklyn, N 


& Wire Div., United States $teel 
Cleveland 13, Ohio 


1825 E. ist St., 


Lansdale, Pa 
7350 Coldwater 


30 Main St., 
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Reliable Spring & Wire Ferms Co., 3167 Fulton Rd., 
Cieveland 9, Ohio 

U. S. Steel Corp 525 William Penn Pi., Pittsburgh 
30, Pa Accurate 

Wickwire-Spencer Steel Div Colorado Fuel & Iro Chicago 
Corp., The, 575 Madison Ave., New York, N. Y Champion 


Springs, Tail Skid 


Sor Mfg 


Springs, Extension 


Accurate Spring Mfg. Co., 3811 West Lake St 
65, Schenectady, 
38th Street, Br 


>tates 


Bidg 


med Series or 


CONTINENTAL "MOTORS CORP 
SEE ADV 


Muskegon, Mich 


>« 


AIRCRAFT ENGINE 
A-52 


Sprockets (See Also 
Chains & Sprockets) 


e Gear & Machine 


‘ 


Angeles 1 2 


PRECISION PRODUCTS co. INC., OF WALTHAM, 26 

Bedf Mas SEE ADV D-205 

i ¢ Stee oe. 2 > . tts rgh 
Pa 


7 
urgh 
NEWBROOK MACHINE CORP., 1¢ 
Creek, N. Y. SEE ADV. B-39 
Republic Steel Corp.—Berger D m, 1038 
Ave. N. E Canton 5, Ohio 
t. Johns Metal Stamping Co. Ltd 
Seminaire, St. Johns, Quebec, Canada 
TEMPLET INDUSTRIES, INC., 701 Atkins Ave 
yn 8, Ne Y. SEE ADV. D-204 


Wilmington Fibre Specialty Co New Castle, 


Belden 


205 Bivd. du 


Accurate §$ Mfg ©., 3811 West Lake St., 
Chicago 24, | 

American Stee! & Wire Div., United States Steel Corp., 
Rockefeller Bidg., Cleveland 13, Ohio 

Associated Spring Corp Ohio Div., 
St., Dayton 3, Ohio 

Eaton Mfg. Co iance Div 
Massilion, Ohio 

Lee Spring Co. Div 
Brooklyn, N. Y N 


Stampings, Metallic 
(To Specifications) 


750 Third Ave., New York 17, 


1825 €£ lst 
25 Charles Ave., S 
Leetronics, Inc., 30 Main St ACF Industries, Inc., 
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STAMPINGS 


Precision Mfg. Corp., 540 Casanova 
59, N. Y 
essories Manufacturers, td., 
>t Ww Montreal, Canada 
rate Spring Mfg 3811 West 
990 24 
Meta 


neat 


641-645 


Atlas € re 47 Pr 

Auburn Mfg. C Midd 

AvCcO MANUFACTURING "CORPORATION, 
DIVISION gt 
Ohio . ADV 8-2 2 
H 


CROSLEY 


Haddon Tool & W 
Merchantville 8 
Hamilton Watch 
Ave Lancaster 
tandiey Brown Heate 
son, Mich 
Heyman Mfg. Co., 1050 Michigan Ave 
N.J 
HUDSON TOOL & DIE CO., INC. 18 
Newark 5, N. J. SEE ADV. 0-173 
Hunter Spring Co., 1 Spring Ave., Lansdale, Pa 
Industrial Precision Products, 325 North H 
Chicago 25 


Malverr 





STAMPINGS 


ae, TOOL MFG. CORP. SUB., PENDLETON 
INDUSTRIES, INC , Marbrisa Ave., 
— ngton Park, Calif . D-1% 
Jervis Corporation, 2900 ies _ Grandville, Mich. 
& Hoffman Mfg. Co., 31 E. Second St., 
Mineola, N. Y 
Kaiser Aluminum & Chemica! Sales, 
way, Oakland 12, Calif 
Kelley Mfg. Co., P. 0. Box 17, Houston 1, 
Kling Metal Spinning Co., 245-7 Centre St., 
13, N.Y 
Koehler Mfg. Co.,, 395 L 
Kolton Electric Mfg. Co 
Ave, Newark 5, N.J 
E. Kon _. =e & Tool Co., 


Inc., 1924 Broad- 
Texas 
New York 


incoin St., Marlboro, Mass 
123 New Jersey Railroad 


The, 450 N. Ninth 


LAMINATED. “Guim ee. INC., 
Glenbrook, Conn. SEE ADV. A-54, 
La Vezz tach ne Works, was West Lake, 


Union Street, 

-55 

Chicago, 

Ledkote Prods. Co., Aircraft Div., 35-01 Vernon Bivd., 
Long Isiand City 6, N.Y 

Lee Spring Co., Diw Leetronics, Inc., 
Brooklyn, N. Y 

Longren Aircraft Co., Inc., 
rance, Calif 

Marman Div., Aeroquip Corp., 
Los Angeles 64, Calif 

McGraw-Edison Co., Elgin, Ill 

Meco Inc., 1401 S. Marshall, Paris, Il! 

Metal Forming Corp., Div Vanad um-Alloys Stee! Co., 
1937 Sterling Ave., Elkhart, Ind 

Metal Products Engineering Inc., 
Ave., Los Angeles 58, Calif 

Metalart Corp., 266 Freeman St., Brooklyn 22, N.Y 

Miller & Doing, 85 Adams St., Brooklyn 1, N. Y 

Miller Gasket Mfg. Co Inc 2113 East Florence 

gton Park, Calif 
Industries, 1525 


30 Main St., 
24751 Crenshaw Bivd., Tor- 


11214 Exposition Bivd 


4000 Long Beach 


Marion St., Grand Haven, 
ch 

verallac Electric Co., 25 North Peoria St., Chicago 

Monadnock Millis Sub., United-Carr Fastener Corp 
1977 First Ave., San Leandro, Calif 

Monarch Governor (o., 2800 Tyler Rd., Willow Run 
Mich 

_ ona 1ll Broadway, New York 6, N. Y 

Rad ator Corp., Johnstown, Pa 

NEWBROOK MACHINE CORP., 16 Mechanic St., Silver 
Creek, N. Y. SEE ADV. B-39 

Peterson Neville Co., 366 Dorc 
Mass 

Norris Thermador Corp., 
58, Calif 

Pacific Washer Co., 
ton Park, Calif 

Quadriga Mfg. Co., 213 W. Grand Ave., 


Lead Co., 


hester Ave., Boston 


Chicago 10, 


Republic Aviation Corp., Farmingdale, N 
Republic Steel Corp.—Berger Division, 
Ave., N. E., Canton 5, Ohio 
Revere Copper & (Brass, Inc., 230 

York 17, N. Y 
Reynolds Metals Company, 
Richmond 18, Virginia 
Ryan Aeronautical Co., Lindbergh Field, San Diego 12 

Calif 
St. Johns Metal Stamping Co. Ltd 
Seminaire, St. Johns, Quebec, Canada 
St. Mary's Carbon Co., State Rd., St 
Seamless Products Co., 120 11 Ave., 
N.Y 
Smith-Morris Corp 
Mich 


Wm. H 


Y 
1038 Belden 
Park Ave., New 


6601 West Broad Street 


205 Bivd. du 


Marys, Pa 
New York 11 


825 Myrtle St., ferndale 20 


Snow Co., 1413 E. Franklin Ave., El Segundo 
Calif 

SOLAR AIRCRAFT CO., 2200 Pacific Hwy., San Diego 
12, Calif. SEE ADV. A-58 

Specialties Mfg. Co, Inc., P. 0. Box 844, 
port 1, Conn 


Bridge- 

Stainless Stee! Prods., Inc., 2980 San Fernando Rd 
Burbank, Calif 

Standard Armament, Inc., 
Calif 

Edwin 8. Stimpson Co Inc., 70 
Brooklyn 5, WN. Y 

TEMPLET INDUSTRIES, INC., 701 Atkins Ave., Brook- 
yn 8, N.Y. SEE ADV. D-204 

nieblot Aircraft Co. Div., Vitro Corp 
P. 0. Box 481, Martinsburg, West Va 

Turbo Products, Inc., 12177 Montague St., 
Ca 

Twix Manufacturing Co., Inc 
Isiand City 1, 

UNITED AIRCRAFT PRODUCTS, INC., P. 0. Box 1035 
Dayton, Ohio. SEE ADV. B-43 

United Metallic O Ring Corp., Box 1035, 
Oh 


631 Allen Ave., Glendale 


Franklin Ave., 


of America, 
Pacoima, 


, 40-09 21 St., Long 


Dayton 1, 


United Shoe Mchy. Corp., 140 Federal St., Boston 7, 
Mass 
Variety Aircraft Corp., 2901 W. Third St., Dayton, 


hio 

Waco Aircraft Co., The, Peters Ave., Troy, Ohio 

Wayne Foundry and Stamping Co., 3100 Hubbard Ave., 
Detroit 10, Mich 

Wickland Manufacturing Co., 
Pasadena 1, Calif 

Worcester Pressed Steel Co., 
ter 6 ass 

Wrought Washer Mfg. Co., 2278 S. Bay St., Mil- 
waukee 7, Wis 

Y. W. Small Parts, Ltd., 
Teronto, Canada 


610 S. Arroyo Pkwy., 


100 Barber Ave., Worces- 


496 Queen St., East, 


D-118 


Stampings, Nonmetallic 
(To Specifications) 


Abaton 
Bronx 59, N.Y. 

Alton Iron Works, Inc., 1205 38th 
18, N.Y 

American Pulley Co., 
deiphia 29, Pa 

Auburn Mfg. Co., Middletown, Conn 

Buffalo Meta! Container Corp., 35 Roetzer St., 
- & 

Calinoy Div., Illinois Too 
Hawthorne, Calif 

Champ on Aircraft Corp Osceola, Wisc 

R. S. Cristie & Co 175 Fifth Ave., New York 10 
N.Y 

Dixon Corp., 7-21 Burnside St., Bristol, R. I 

Duplicon Co., Inc., 1300 Turnpike Rd., Rt 
boro, Mass 

Eljay Corp., 2900 Herbert oO 

Engineered Models Corp 31 N 
Indianapolis 5, Ind 

Fleet Mfg. Ltd., Gilmore Road, Fort Erie 
Canada 

The Fletcher Mfg. Co 
Oklahoma City 17, Okla 

G. W. Galloway Co., 220 South First Ave 
Ca 

Gasket Manufacturing Co 
Los Angeles 15, Calif 

Geometric Stamping Co 
and 17, Ohio 

Haddon Tool & Mfg. Co Camden & Bethe! Aves., 
Merchantville 8 N. J 

Industrial Precision Product 325 North Hoyne Ave., 
Chicago 25, Ill 

Koehler Mfg. Co., 395 Lincoln St., Mariboro, Mass 
D. La Moree, 2433 Birkdale St. Los Angeles 31 
Calif 

Meco Inc., 1401 S. Marsha Paris, | 

Metal Products Engineer ng in 4000 
Ave Los Angeles 58 R 

Mica Insulator D Minnesota Mining & 
797 Broadway, S ctady 1, N. Y 

Miller Gasket C : 2113 East orence 
Huntingto 

Monadnock i ul ted 
1977 First Ave., San Leandro 

- of 


Governor Co 


Precision Mfg. Corp., 540 Casanova St., 
Y 


Street, Brooklyn 
4200 Wissahickon Ave., Phila- 
Buffalo 


Works, 12917 Cerise St., 


9, West- 


more 16, Md 
Martindale 


Ontario 
Tenth & Missouri Sts., 
Arcadia 


319 West 17 St 


East 200 St., Cleve- 


Long Beach 


Mfg. Co., 
Fastener 


ali Vu zed Fibre 
mington “99. De 
Cut Washer Co 
Park, Calif 
Reliable Spring & Wire Fo 
Cleveland 9, Ohio 
Richardson Co., The, 2680 
Rogers Corp., C 
St. Johns Meta 
Seminaire, St 


ane, or 
Johns, 
Wm. H. Snow Co., 141 
Calif 
TEMPLET INDUSTRIES, INC., 7 
yn 8, N.Y. SEE ADV 0-204 
Twix Manufactur ng Co 
Island City 1, 
U. S. Gasket Co 
608 N. Tenth St 
Wilmington 
Wrought Washer Mfg 9 Ss. Bay St., 
waukee 7, Wis 
WwW. Sma Parts, 
Toronto, Canada 


Packing 


Fibre Specialty Co., New Castle, De 


Stanchions 


Alton 
18, 

Burner-Hollomon Mfg. Corp 
Hyattsville, Md 

Miller Research Labs. Div., Miller Meta! Products, Inc., 
2215 Russell St., Baltimore 30, Md 

Industries, 4935 Firestone Bivd., 


Iron Works, inc., 38th Street, Brooklyn 
N.Y 


4706 Rhode Island Ave., 


Reliant South Gate 
Ca 

Russell Mfg. Co., 
Conn 

Wheland Company, The, 
tanooga, Tenn 


The, 400 East Main St., Middletown, 


ountain Bivd., Chat- 


Stands, Aircraft & Engine 


134 & Perry 
Hicks Field, P. O 


Acme Steel Co., 
Aeroaffiliates, Inc., 
Worth 6, Tex 


Aircraft Components, Inc., Woodland Ave., 
Airport, Benton Harbor, Mich 

Aircraft Mechanics Inc., 3200 
Colorado Springs, Colo 

Air-Ex Inc., Montreal Airport, Dorval, 

Alton Iron Works, Inc., 1205 38th Street, 
N. ¥ 


Chicago 27, Ill 

Box 4125, Fort 
Twin Cities 
North 


Nevada St., 


Quebec, Canada 
Brooklyn 18 


Arnolt Corp., Warsaw, Ind 
Associated Co. Inc., 1441 S 
13, Kans 


McLean Bivd., Wichita 


Canada Ltd, 636 St. Pavil St. W., 
Quebec, Cana 


nada 
Lincoln & Garfield Aves., West 


Aviquipo of 
Montreal, 

Ballymore Co., 
Pa. 

Bowser, Inc., Fort Wayne Div 

Bristol Aircraft (Western) Ltd P. O. Box 874 
Stevenson Field, Winnipeg, Manitoba, Canada 

Buffalo Meta! Container Corp., 35 Roetzer St., Buffalo 
11, N.Y 

Burner-Holiomon Mfg. Corp., 4706 Rhode 
Hyattsville, Md 

Calcor Corp., Aircraft & Missile Div., 1010 Philadel- 
phia, Whittier, Calif. 

Cemco Industries, Inc., Galion, Ohio 

Champion Co., The, 400 Harrison St., Springfield, Ohio 

Converto Mfg. Co., Cambridge City, Ind 

C. 8. Christiansen Co., 164 Pennington St., 


N. J. 

CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Continental Technica! Service 
W. Apple St., Dayton, Ohio 

Cook Electric Co Inland Testing Laboratories Div 
6401 W. Oakton St., Morton Grove, | 

Cromer Mfg. & Eng. Co., Inc., 2138 E. 88 St., 
Angeles, Calif 

Curtiss-Wright Corp 

Dexion (Canada) Ltd., 11 
tario, Canada 

Drayer-Hanson Div National -U S. Radiator Corp 
P. 0. Box 2215, Terminal Annex, Los Angeles 54, 
Calif 

Econoweld Corp., 519 Hunter Ave., Dayton 4, Ohio 

Engineering & Manufacturing Co., 611 North 40 St 
Philadelphia 4, Pa 

Genaire Ltd Municipa 

Canada 
Goodyear Aircraft Corp., 1210 Massilon Rd 


Ohio 

INDUSTRIAL TOOL MFG. CORP. SUB PENDLETON 
TOOL INDUSTRIES, INC., 8150 Marbrisa Ave., H 
ngton Park, Calif. SEE ADV. D-1% 

Janke & Co., In 3844 Railroad Ave 
N. J 

Kahn & C I 1 ndsor St., Hartford, Conn 

Kaiser tee Corp 1924 Broadway akland 
Calif 

Kitte Lacy 


Chester, 


Fort Wayne 2, Ind 


Island Ave., 


Newark 5, 


Aircraft Div., 29 


Quehanna, Pa 
Weston 


Research Div 
Clayson Rd 


Airport 


Ontario 


Hackensack, 


Ca 
Ledkote Prods 
Long Island City 
Liggett Supply & Equipment 
Elkhart, Ind 
Lockheed Aircraft Corp., Californ 
Burbank, Calif 
Loewy-Hydropress Div Baldwin-Lima-Har 
111 Fifth Ave., New York 3, N. Y 
Ludwig Honold Mfg. C Chester Pike & 
Folcroft, Pa 
Magna M Products, 10533 Sessile 
California 
R. C. Mahon Co., P. 0. Box 4666 
Meco Inc., 1401 S. Marsha Paris 
Merz Engineering, Inc 200 S$ 
dianapolis, Ind 
Metal Fabricators Corp., 63 Pond 
Mass 
Midiand Foundry & Machine 
w Midland, Ontar 
Miller Research Labs. Div., Miller Meta 
2215 Russell St., Baltimore 30, Md 
Modern Meta! Crafts Sts., N. E. Cor, York & Amer 
Sts., Philadelphia 33, Pa 
National U. S. Radiator Corp., J 
Piasecki Aircraft Corp., Island Rd 
port, Philadelphia 42 Pa. 
Pre-Stressed Shock Mo Co., ».D.C. Box 275 
Elkton, Maryland 
Regent Jack Mfg 
Downey, Calif 


Canada 


hnstown, Pa 
Internation Air- 


Regentview Ave 


Reliant Industries, 4935 
Calif 

Sancor Corp., 1661 Franklin Ave., E! Segund 

Schaeffer Air Industries, Inc., 290 North Henry 
Brooklyn 22, N. Y ; 

A. 0. Smith Corp., Aero Products-Western 
E. Sall Rd., Anaheim f 

SPACE CORP., P. 0. Bo 
ADV. D-161 

Henry Spen Co., Inc., 1995 Pitk Ave., 
N.Y 

B. K. Sweeney Mfg. Co., 6300 East 44 Ave 
Colo 

Telephonics Corp., Park Ave., Huntington 

Thiedlot Aircraft Co. Div Vitro Corp 
P. 0. Box 481, Martinsburg, West V 

Twix Manufacturing Co., Inc., 40-09 
Island City 1, N. Y 

U. S. Steel Corp., 525 William Penn 
30, Pa 

Waco Aircraft Co., The 

Welding & Steel Fab. Co., Inc., P 
wanda, N. Y 

Wells Industries Corp 
wood, Calif 

Westinghouse Electric Corp., 3 Gateway 
Box 868, Pittsburgh 30, Pa 

Wheland Company, The, Signa! Mountain Blvd 
tanooga, Tenn 

Whiting Corp., Harvey, I! 

Woolard Aircraft Service Equip., Inc 
St., Miami, Fla 


Peters Ave 


6880 Troost Ave 


Center 
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STEEL ALLOYS 


Stands, Maintenance ete ar ee ee Starters, Hydraulic 


Acme Stee! Co., 134 & Perry, Chicago 27 Ar 
Advamed Electronics, Inc 94 Silas Deane Highway, 
” “onr 


Hicks Field, P. ( 


3200 North Nevada 
t 


Qu 
38th Street r 18 C 


Whiting 


Whela 
Chat tanoc 


Canada 


— — Starters, Pneumatic 
& Garfield Aves > : rros , Product River Rd. Castle 


‘ 


Bendix Aviatior v., Utica, IN 
CONSOLIDATED DIESEL ELEC. CORP, es 
tamford SEE ADV. 0-209 
CONTINENTAL AVIATION & ENGINEERING CORP 

127 Kerchev troit M SEE ADV. A-52 


819 East Ta uw 


KELLOGG DIV. AMERICAN BRAKE SHOE 
H st St” Rochester, N.Y. SEE ADV 


CONSOLIDATED DIESEL ELECTRIC CORP., Ludiow & CONSOLIDATED DIESEL ELECTRIC CORP j 
t tamford, C SEE ADV 0-209 ' tamford, Co SEE ADV. 0-209 


f egund alif 
: SOLAR AIRCRAFT CO 
a 30, N. Y 12 lif. SEE ADV. A-58 
HOOVER ELECTRIC CO. 21 th Stoner Ave SPACE CORP., | x 
A 25 “a lif aster ‘ \ ADV. D-161 


3 Asaele 
SEE ADV. C-97 


MOTOR GENERATOR CORP. (HOBART BROS. AFF 


wane o, | SEE ADV. F-1 Steel Alloys (Bars, Billets, 


SEE ADV. 0-196 


ke & 3844 Railroad Ave 


INDUSTRIAL TOOL MFG. CORP. SUB., PENDLETON es ¢ a 3 ie 
TOOL INDUSTRIES, INC., 8150 Marbrisa Ave., Hurt York 2, Rods, Sheet & Strip) 


Windsor St., Hartford, Co 
Broadway ak ‘a 12 2 f 
oment Co.. 2030 Main St PROPELLEX CHEMICAL CORP... A DIV 
ALLOY CORP F Box 187 ¥ 
SEE ADV. 8-40 
SOLAR AIRCRAFT CO 
12Z f. SEE 


: OF CHROM 


A 


Starters, Portable Emergency 


“ 


CONSOLIDATED DIESEL ELECTRIC CORP ] 
t tamford SEE ADV. D-209 


North Henry 
“ Smith rT ro Products-Western Div 
E Ba Rd ein alif 
SPACE CORP., F Box 5175, Dallas 
ADV. D-161 
Henry Spen C r 1995 Pitkin Ave 


Kurz & Root C Applet Ww 
MOTOR GENERATOR CORP. (HOBART BROS. AFF.) 
’ ter St., Troy, Ot SEE ADV. F-1 


n 


R . x at Wate 
Thieblot Aircraft Vitro Corp 
Box 481, Martinsburg, West 
THIOKOL CHEMICAL CORP.. 780 N 
7, N SEE ADV. 0-18) 
Manufacturing Co Inc 40-0 
nd City 1, N. Y 
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STEEL ALLOYS 


Roller Bearing Co., 
Corp., 525 William 


Canton 6, Ohio 

Penn Pi., Pittsburgh 

Supply Div., U. S. Steel Corp., 208 S. 
La Salle St., Chicago 4, Ill 

Universal-Cyciops Steel Corp., Bridgeville, Pa 

Vanadium-Alloys Steel Co., Latrobe, Pa 

Ziegler Stee! Service Corp., 7022 Bandini 
aArcgeles 22, C 


Bivd., Los 
Cait 


Steel, Stainless (Bars, 
Billets, Rods, Sheet & Strip) 


Allegheny Ludlum Steel Corp., Oliver Bidg., Pittsburgh 
22 Pa 

by Meta! Sales Ltd., 181 Fleet Street East, Toronto 
2 ntzrio, Canada 

an Silver Co, Inc., 36-07 Prince St., Flushing, 


Steel & Wire Div., United States Steel 
C Rockefeller Bidg., Cleveland 13, Ohio 
Armco Stee! Corp., 703 Curtis St., Middletown 

Bishop & Co. Platinum Works, Malvern, Pa 
Bond Meta Co., 321 Canal St., 

Dist. Canada, Ltd., 7001 Cote des ‘Neiges Rd., 
ntrea Quebec Canada 
urgical-Chemica!l Co., 

Pa 

Inc, Marshalton Rd., Thorndale, Pa 
128 West Bern St., Reading, Pa 
236 Grand St., Waterbury, 


Ohio 


820 65th Av., Phila- 
Larison 
Carpenter Stee! Co 
Chase Brass & Copper Co 
Conn 
Crucible Stee! Co. of America, Henry W. Oliver 
Melion Sq., Pittsburgh 30, Pa 
B. Driver Co., 1875 McCarter 


Bidg., 


Hwy., Newark 4, 
uf nd, McCall & Co., Lid., 930 Wellington St., 
P Box 219, Montreal, Quebec, Canada 

Eastern Stainiess Steel Corp., P. 0. Box 1975, 
more 3, Md 

Elect Stee 
Portiand 10 
rth Sterling, Inc., 


Balti- 
Foundry Co., 2141 Northwest 25 Ave., 
Oregon 

3113 Forbes Ave., Pittsburgh 30 
Owensboro, Ky 
ed Products Div., 


ver Steel Corp 
Watch Co 
Lancaster, Pa 
Laughlin Steel Corp 3 
h 30, Pennsylvania 
orge Co., Irvine, Warren County, Pa 
& Wire Div., American Chain & Cable Co 
Box 692, Monessen, Pa 
Corp., 1441 Republic 


Columbia 


Gateway Center 


Bidg., Cleveland 


Riverside-Alloy Metal Div H. K. Porter Co., Inc., 
Riverside, N. J 

Rodney Metals, P. 0. Box 915, New Bedford, Mass 

Joseph T. Ryerson & Son, Inc., 16 & Rockwell Sts., 
P. 0. Box B8000A, Chicago 80, Ili 

Sharon Stee! Corp, Sharon, Pa 

The Timken Roller Bearing Co., Canton 6, Ohio 
S. Stee! Corp., 525 William Penn Pi., Pittsburgh 
30, Pa 
S. Steel Supply Div., U. S. Steel 
La Salle St., Chicago 4, Ill 

Universai-Cyclops Steel Corp., Bridgeville, Pa. 


Steel, Stainless Baron 


mco Steel Corp... 703 Curtis St., Middletown, Ohio 
rucible Stee! Co. of America, Henry W. Oliver Bidg., 
Melion Sq., Pittsburgh 30, Pa 
reen River Stee! Corp., Owensboro, Ky 
Jones & Laughlin Steel Corp, 3 Gateway 
Pittsburgh 30, Pennsylvania 
Repub Steel Corp., 1441 Republi- 
1, Ohio 
Rodney Metals, 
U. S. Steel Corp., 
30, Pa 
Universa 


Center, 


Bidg., Cleveland 
P. 0. Box 915, New Bedford, Mass 

525 William Penn Pi., Pittsburgh 
Steel Bridgeville, Pa. 


Cyclops Corp., 


Steel, Tool 


Allegheny Ludlum Stee! Corp., Oliver Bidg., Pittsburgh 
22, Pa 

Amalgamated Steel 
Cleveland 5, Ohio 

Bethlehem Steel Co., Bethiehem, Pa 

Carpenter Stee! Co., 128 West Bern St., Reading, Pa 

Crucible Stee! Co. of America, Henry W_ Oliver Bidg., 
Melion Sq., Pittsburgh 30, Pa 

Firth Sterling, Inc., 3113 Forbes Ave., 
Pa 

Green River Steel Corp., Owensboro, Ky 

Inland Stee! Co., 30 West Monroe St., 

Jones & Laughiin Steel Corp., 3 Gateway Center, 
burgh 30, Pennsylvania 

Republic Steel Corp., 1441 
land 1, Ohio 

Joseph T. Ryerson & Son, Inc., 16 & Rockwell Sts., 
P. 0. Box 8000A, Chicago 80, II 

The Timken Roller Bearing Co., Canton 6, Ohio 

525 William Penn Pi., Pittsburgh 


Corp., Broadway & Wire Ave., 


Pittsburgh 30, 


Chicago 3, Ill 
Pitts- 
Cleve- 


Republic Bidg., 


U. S. Steel Corp., 


30, Pa 
U. S. Stee 
La Salle St., 


Supply Div., U. S. Steel 208 S 


chicago 4, Ill 


Corp., 


D-120 


Universa 
Vanadium-Alloys 


~Cyclops Stee! Corp., 
Steel Co., 


Bridgville, Pa. 
Latrobe, Pa. 


Stems, Valve 


The Bastian-Bi lessing 
Chicago 46, I! 
Dill Mfg. Co 

Knyon Instrument 


THOMPSON PRODUCTS, 


and 17, Ohio. SE 


700 East 82 


Co 4201 W. Peterson Ave., 

Cleveland 3, Ohio 

Brewster, N. Y 
INC., General 


E ADV. 0-170 


Offices, Cleve- 


Stops, (Metallic Plastic, etc.) 


Airconductors, 367 

Emerson Piast 
N.Y 

Metal & Thermit Co 

Y. W. Sma Parts 
Toronto, Canada 


cast Vlive Gardena 


cs Corp 


rp., Rahway 


Calif 
1383 Seabury Ave., Bronx 61, 


N.J 
td 496 Queen St., East, 


Strapping, Metallic 


Acme Stee! Co., 134 
Aeroquip Canada 
Toronto 9, Ontario 
Marman Div Aero 
Bivd., Los Angeles 
Sharon Stee! Corp 
U. S. Stee 
burgh 30 
U. S. Stee 
La Salle 
Wetzier 
Istand 


& Perry, Chica 

Ltd 287 
Canada 

Quip 

64 

Sharon 


Strapping, Nonmetallic 


Airconductors, 367 

Genera 
St., Burbank, Calif 

Phoen Trimming 


14 


East Olive 
Logistics Div Aerog Corp 


Gardena, Calif 


2929 Floyd 


Straps, Web 


Aerial Machine & T 


20 ort 8- 30th St 


Isiand ty 1, N.Y 


Aeroquip (Canada Ltd 
a 


Assoc Technica 
Ave 
Brown-L 
Davis 
Bror 
Eastern 
Pa 
General Logistics D 
Burbank, Calif 
Hydrau 
Meteor Aircraft 
mont 1, West Va 
Phoenix Trimming 
cago 14, Ill 
Reliance Manufact 
Fifth Ave., New 
A. L. Robertson 
more 24, Md 
Russell Mfg. C 


Uniform 
Indianapolis 
Universal Equip 
Beverly H 
Wetzler Clamp 

Island C 


City 


T 


ridgeland Ave oro 


Ontario, Canada 


Siebenthaler 


Segundo, Calif 


Spofford Ave., 


own 


c¢ Products Co 
Prods 


) Parachute 
N.Y 
S. Kresson 


Main St., Middie- 


Jefferson Road, Rochester 


East St. Clair St 
LaCienega Bivd., 


llth Long 


Strainers, Filters 


Aero Supply Mfg. Co 


American Broach & Machine Co 


Arnav 
N.J 
Automatic Switch Co 


Fitting Corp., 


ton, Ontario, Cana 
Bowser, Inc., Fort W 


Buffalo Wire Works Co., 461 
Cuno Engineering Corp., 
Industries, Inc., 


Darco 
Ei Segundo, Calif 
Dumont 
Box 4087, 
Fram Corp., 55 Paw 
Hydrodyne Corp., 
Hollywood, Calif 


S. F. Bowser Co., Ltd 


Aviation Assocs., 
Long Beach 4 


7350 


611 W. Main St., Corry, Pa 
Ann Arbor, Mich 


32 Industrial Ave., Little Ferry, 


Hanover Rd 
344 Sherman Ave., N., 


Florham Pk., N. J 
Hamil- 
da 

ayne Div., Fort Wayne 2, Ind 
Terrace, Buffalo 2, N.Y 
Meriden, Connecticut 

2151 €E Rosecrans Ave., 
1401 Freeman Ave., P. 0 
Calif 
tucket Ave., 
Coldwater 


Providence, R. | 
Canyon Ave., N 


ument Co., Brewster, N. Y. 

Products Co., Inc. Sub., New Britain 
409 Leo St., Dayton 4, Ohio 

266 Freeman St., Brooklyn 22, N. Y 
Cloth Co., 2100 Howard St., Detroit 


Kenyon Instr 
Koehler Aircraft 
Machine Co., 
Metaiart Corp., 
Michigan Wire 
16, Mich 
J. R. Mills & Co., 
ington 7, D 
Mueller Brass Company, Port 
Multi-Metal Wire Cloth Co. Inc., 
New York 59, N.Y 
Newark Wire Cloth Co 351 
N 
Ronningen-Petter Co., 330 S. 27 St., Vicksburg, M 
— Co., The, 4700 San Pablo Ave., Oakiand 8 


SCHULZ TOOL & MFG. CO., 425 S. Pine St 
Gabriel, Calif. SEE ADV. A-2 

SCREEN PRODUCTS, INC., P. 0. Box 430 
N. J. SEE ADV. 0-206 

UNITED AIRCRAFT PRODUCTS, INC., P 
Dayton, Ohio. SEE ADV. B-43 

United Metallic 0 Ring Corp., Box 1035 
Ohio 

Wire Cloth Products, Inc 
highway, Bellwood, I!/ 


2500 Wisconsin Ave., N. W., Wash- 
Huron, 
1361 


Michigan 
Garrison Ave., 


Verona Ave., Newark 4 


Caldwe 


2815 Congress 


Straightening Machines 


ack & Machine Co 
The 1700 East 


American Bro 

Hufford Corp 
Segundo, Calif 

Loewy-Hydropress Div Baldwin-L ima 
lll Fifth Ave., New York 3, N 

Sheffield Corp The, Sub Bendix 
721 Springfield St Dayton 1, 0 


Survival Syvipment 


Alrcontu 


Mass 
Hydrodyne Coidwate 
Hollywood 
Hydrodyne r Skinner Sea Fy ¥ 
— Ave Mere Ho iywoe 


& 
PIONEER. CENTRAL DIVISION, 


BENDIX AVIATION 
ORP_, Davenport, lowa. SEE ADV. D-208 

ment Co. Div., Victor T 

Products 


Survival Eq 
Townsend 


Zep Aero, 113 Sheidon 


Stretchers 


E. W. Bliss Co., 1375 Raff Rd., S. W 

Brooks & Perkins, Inc., 1950 West Fort 
16, Mich 

Defense Products, Nuclear Products-E 
Industries, Inc., Riverdale, Md 

General Scientific Equipment Co 
Philadeiphia 50, Pa 

Hufford Corp., The, 1700 East 
Calif 

Hydraulic Products Co., 

Loewy-Hydropress Div Baldwin-Lima-Hamiiton Corp 
111 Fifth Ave., New York 3, N. Y 

Medical Supply Co., 1027 West State St 
Wi 

Meteor Aircraft Prods., Inc., P. 0. Box 
1, West Va 


7516 
Grand Ave 


Providence, R 


Rockford 


787, Fairmont 


Stretch-Wrap Forming 
Machines 


Aerojet-General Corp., 6352 North Irwindale 
Azusa, California 
Defense Products, 
Industries, Inc 
Hufford Corp., The, 
Calif 
= Gray, Inc., Sub. TW e Cc - 
4701 Crenshaw Bivd. Torra 
TATNALL MEASURING SYSTEMS to. 7 SUBSIDIARY 
THE BUDD COMPANY, Box 245, Phoenixville 
4 SEE ADV. A-48 
Titanium Fabricators, Inc., 
Calif 
United States 
Div., P. O 
54, Calif 


Nuclear Products-Erco Div ACF 
Riverdale, Md 


1700 East Grand Ave., E! Segundo 


Baal dan 


3906 Cohasset, Burbank, 


Wescern Stee 
Angeles 


Stee! Corp., Consolidated 
Box 2015, Terminal Annex, Los 
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Struts Hydraulic 
(Landing Gear) 


Boyertown, Pa. 
Bendix Aviation Corp., 11600 Sher- 


man Way, N. Hollywood, Calif 

BENDIX PRODUCTS DIV., BENDIX AVIATION CORP., 
401 North Bendix Drive, South Bend 20, Indiana. 
SEE ADV. A-47 

Champion Aircraft Corp., Osceola, Wisc 

Cleveland Pneumatic Industries, Inc., 3781 East 77th 
Street, Cleveland 5, Ohio 

Colonial Aircraft Corp., Sanford, Maine 

Com. Air Products Div., A. S. R. Products Corp., 
Rio Vesta Ave., Los Angeles 23, Calif 

Equipment of Canada Ltd. Ajax, 

Canada 

Electrol, Inc., Kingston, N. ¥ 

Hydra Power Corp., Pine Court, New Rochelle, N. Y 

Jarry Hydraulics, 4384 St. Denis St., Montreal 18, 
Quebec, Canada 

H. W. Loud Machine Works, Inc., 969 E. Second St., 
Pomona, Calif 

Menasco Mfg. Co., 805 S 
bank, Calif. Box 7397, 
Texas 

Ozone Metal Products Corp., 101-32 101 St., 
Park 16, N. Y 

Peacock Engineering & Mfg. Co., 
Los Angeles 1, Calif 

A. 0. Smith Corp., Aero Products-Western Div., 900 
E. Ball Rd., Anaheim, Calif 

Western Design & Mfg. Corp. Div., United States In- 
dustries, Inc., Santa Barbara Airport, Goleta, Calif 


Atlantic Aviation Corp., 
Bendix-Pacific Div., 


1201 


Ontario, 


San Fernando Bivd., Bur- 
Sylvania Station, Ft. Worth, 


Ozone 


1673 East 82 PI., 


Struts Pneumatic 
(Landing Gear) 


Bendix-Pacific Div., Bendix Aviation Corp., 11600 Sher- 
man Way, N. Hollywood, Calif 

BENDIX PRODUCTS DIV., BENDIX AVIATION CORP., 
401 North Bendix Drive, South Bend 20, Indiana 
SEE ADV. A-47 

Champion Aircraft Corp., Osceola, Wisc 

Cleveland Pneumatic Industries, Inc., 3781 East 77th 
Street, Cleveland 5, Ohio 

Com. Air Products Div A. S. R. Products Corp., 
1201 Rio Vista Ave., Los Angeles 23, Calif 

Electrol, Inc., Kingston, N. Y 

Hydra Power Corp., Pine Court, New Rochelle, N. Y 

Jarry Hydraulics, 4384 St. Denis St.. Montreal 18, 
Quebec, Canada 

Kidde, Walter & Co. of Can Ltd., 
Ave., Montreal 9, Quebec, Canada 

Menasco Mfg. Co., 805 S. San Fernando Bivd., Bur- 
bank, Calif. Box 7397, Sylvania Station, Ft. Worth, 
Texas 

Ozone Metal Products Corp., 101-32 101 St 
Park 16, N.Y 

Peacock Engineering & Mfg. Co., 1673 East 82 PI., 
Los Angeles 1, Calif 

A. 0. Smith Corp., Aero Products-Western Div 
Ball Rd., Anaheim, Calif 

Western Design & Mfg. Corp. Div 
dustries, Inc., Santa Barbara Airport 


5500 Royalmount 


Ozone 


900 E 


United States In- 
Goleta, Calif 


Studs 


Abbott Products, Inc., 
N.Y 

A Metal Screw Products Co., 
Garden City, N. Y 

American Standard Prods., Inc., 
ford, Conn. 

Anti-Corrosive Meta! Products, 
on-Hudson, N. Y 

Bethiehem Stee! Co., 

Bland Burner Co., The 
Div., 83 Woodbine St., 

Chase Brass & Copper Co 
Coan 

Chicago, Hartford, Western Divs 
2701 Washington Bivd., Beliwood, I!/ 

CONTINENTAL MOTORS CORP., AIRCRAFT ENGI-IE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Delron Co., Inc 5224 Southern Ave 
Calif 

Genera! Logistics Div., 
Burbank, Calif 

General Steel Fittings Co 1321 21 St., 
Wisc 

Honti Engrg. & Mfg. Co., 1410 De La Torre Way, Los 
Angeles 23, Calif 

Walter K. Jaros Aircrafters, 
Astoria, N. Y 

Kasar Mfg. & Distributing Co., 
Bivd., Culver City, Calif 

Lund Aviation, Inc 230 Park Ave 
N.Y 

Mercury Air Parts Supply Co. Inc 
P. 0. Box 135, Culver City, Calif. 

Morrow Screw & Nut Co., Ltd., 
Canada 

National Automatic 
Berlin, Conn 

National Screw & Mfg. Co., 
Cleveland 4, Ohio 


150-50 12 Ave., Whitestone 57, 
821 Stewart Ave., 
3030 Main St., Hart- 
30 River Rd. Castieton- 
Bethiehem, Pa 
Precision Threaded 


Hartford 6, Conn 
235 Grand St., Waterbury, 


Products 


, ee Screw Co., 


South Gate, 
Aeroquip Corp., 2929 Floyd St., 


Racine, 


48-00 Astoria Bivd., S., 
9905 West Jefferson 

New York 17, 
3826 Willat Ave., 
Ingersoll, Ontario 
Prods. Co., 


The, Washington Ave 


The, 2440 East 75th St., 


Northwestern Tools, Inc., 117 Hollier Ave., Dayton 3, 
Ono 

PIC Design Corp., Sub. of Benrus Watch Co. Inc., 
477 Atlantic Ave., East Rockaway, N. Y 

Republic Sfeei Corp., 1441 Republic Bidg., 
1, Ohio 

Rosan, Tce 
Cali 

STANDARD esses STEEL CO., Box 354, 
town, Pa. SEE ADV. 0-178, D-179 

Edwin L. Wiegand Co., 7500 Thoms Bivd., 
8, Pa. 


Cleveland 


2901 West Coast Highway, Newport Beach, 


Jenkin- 


Pittsburgh 


Sumps, Oil 


CONTINENTAL MOTORS CORP., 
DIV., Muskegon, Mich EE ADV. 
Hydrodyne Corp., 7350 Coldwater Canyon Ave N 
Hollywood, Calif 
Lund Aviation, Inc., 


N.Y 
UNITED AIRCRAFT PRODUCTS, INC., P 
Dayton, Ohio. SEE ADV. B-43 
Metailic 0 Ring Corp., Box 1035 


AIRCRAFT ENGINE 
V. A-52 


230 Park Ave., New York 17, 
Box 1035, 
Dayton 1 


liam Penn P Pittsburgh 


Surveying, Aerial 


Aero Service Corp., 210 E 
phia 20, Pa 

American Paulin Systems, 
Angeles 15, Calif 

Autometric Corp., 1501 


Courtland 
1524 South Flower 
Broadway, New 


N.Y 
BAUSCH & LOMB OPTICAL CO., 82159 St 
Rochester 2, N. Y. SEE ADV. B-45 
Defense Products Div., Fairchild Comer 2 & 
Robbins Lane, Syosset, L. 1., N 
Fairchild Aerial Surveys, Inc., 224 
Angeles, Calif 
Fairchild Camera & Instrument Corr 
Syosset, N. Y 
Gordon Enterprises, 
Hollywood, Calif 
Photogrammetry, Inc., 
Spring, Md 
Photographic Survey Corp., Ltd., 145 
Toronto 16, Ontario, Canada 
Spartan Air Services Ltd., 74 


Ontario, Canada 


5362 North Cahuenga 


922 Burlingtor 


Sparks 


. . 
Swaging Equipment 
Aircraft Tools, Inc., 9030 Bellanca Ave., Los Angeles 
45, Calif 
American Broach & Machine Co., Ann Arb Mich 
Aviquipo of Canada Ltd, 636 St. Ps St. W 
Montreal, Quebec, Canada 
Electric Stee! Foundry Co 
Portiand 10, Oregon 
Fenn Mfg. Co., The, ?. 0. Box 235 
Torrington Co., The, 59 Field St., 


2141 Northwest 25 Ave., 
Hartford, Conn 
Torrington, Conn 


Switches, Float 


Aero Supply Mfg. Co, 611 W. Main St. 

The Aerotec Corp., Greenwich, Conn 

Aircraft Controis Co., Div., Gorn Electric 
Main St., Stamford, Conn 

Bristol! Co., The, P. 0. Box 1790-A, W., 
Conn 

Cutler-Hammer, Inc., 
Wisc 

General Electric Co., Apparatus Sis. Div 
Schenectady 5, N. Y 

The Houston Co., P. 0. Box 417, Wa 
Connecticut 

HYDRO-AIRE, INC.. 3000 Wino 
SEE ADV. 0-175 

Newark Controls Co., 15 Ward St., Bloomfield, N. J 

PROTOTYPE RESEARCH, INC., 13148 Raymer St., 
North Hollywood, Calif. SEE ADV. D-201 

REVERE CORP. OF AMERICA, 845 North Colony Rd., 
Wallingford, Conn, SEE ADV. 8-39 

Roya! Industries, Inc 1035 Westminste Ave A 
hambra, Calif 

Stair Instrument Co., The, P. 0. Box 
North Hollywood, Calif 

The :Thermix Corp., Greenwich, Conn 

United Control! Corp., 4540 Union Bay P 
Wash 


Westinghouse Electric Corp., 3 Gateway C 
Box 868, Pittsburgh 30, Pa 


Waterbury 20, 
315 North 12 St., Milwaukee 3, 
1 ver Rd., 
ngford, 


na Ave., Burbank, Calif 


Switches, Hermetically Sealed 


Aircraft Controls Co, Div., Gorn Electric Co. 837 
Main St., Stamford, Conn 

Airtron, Inc., 1011 West Elizabeth Ave., Linden, N. J 

Allied International Co., 230 Park Ave., New York 17, 
N.Y 
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SWITCHES, IMPACT 


Arnav Fitting Corp., 32 Industrial Ave, Little Fe 
N.J 


Automatic Electric Sales Corp., Northlake 

Cannon Electric Company, 3208 Humboldt Street 
Angeles 31, Calif 

Chatham Controls Corp., 33 River Rd, Chath 

Clarostat Mfg. Co., Inc Dover, New Hampshire 

Cole Electric Co., 8439 Steller Dr., Culver ty 

Cook Electric Co., 2700 Southport Ave Chicag 
lil 

Cook Electric Co Iniand Testing Laboratorie 
6401 W. Oakton St., Morton Grove, | 

Lutier-Hammer, inc., 315 North 12 St 
Wisc 

Ebert Electronics Co 
Village 28, N. Y 

Thomas A. Edison Indust brstrur 
Lakeside Ave., West Orange, N. J 

Electro-Snap Corp., 4218-24 W. Lake 
i 

Garron Aircraft 
York 3, WN 

General Devices, Inc., P. 0. Box 2 

General Hermetic Sealing Corp 
Ave., Valley Stream, WN. Y 

Gilfillan Brothers, Inc 1815 Ver 
Angeles 6, Calif 

The Hart Mfg. Co., 215 Bartholomew 
onn 

Haydon Switch, Inc., 536 
20, Conn 

ITT Components Div., International Te 
100 Kingsiand Rd., Clifton, N. J 

industrial Development Labs Mecha 
boro, Mass 

Instrument Development Labs. Inc Sub 
McBee Corp., 67 Mechar t., Attledore 

Janco Corp., 3111 Winona Ave Burbank 

Lucas-Rotax Ltd, Box 115, Station H T 
Ontario Canada 

Longstaffe, J. R., Company Ltd 
Toronto 9, Ontario, Canada 

Magnovox Research ~~ ie es, 2255 South Carme 


Los Angeles 64 
METALS %% CONTROLS CORP., SPENCER DIV. 41 
C-88 


Forest St.. Attleboro, Mas SEE ADV 

MICRO SWITCH DIV MINNEAPOLIS- HONEYWELL 
REGULATOR CO., 11 West Spring St.. Frees 
Iilinois. SEE ADV 6-00, “ 


—— Industries Inc 
ondcd = BERMITE POWDER CO 
‘North Hollywood, Calif. SEE ADV 8-4 40 
PROTOTYPE RESEARCH, INC., 13148 Rayme 
ort wood, Calif. SEE ADV. 0-201 
REVERE CORP OF AMERICA, 845 North Colony Rd 
Wallingford, Conn. SEE ADV. B-39 
United Electric Controls 85 Schoc 
town 72, Mass 
Westinghouse Electric Corg 3 
Box 868, Pittsburgh 3 Pa 


Milwaukee 


Supply, Inc 


Leonare 


pateway Center 


Switches, Ignition 


Aircraft Components, Inc Wood! 
Airport, Benton Harbor, Mich 
— Fitting Corp., 32 Industria 


SCINTILLA DIV 


N 
BENDIX AVIATION CORP. 
N. Y. SEE ADV. C-77 
20 Old Colc 
Cutier-Hammer, Inc., 315 North 12 St 

Wisc 
Genera! Devices, inc., P. ( 


Cole-Hersee Co ny Ave., Boste 


Box 253, Princet 
Longstaffe, J. R., Company Ltd 30( 
Toronto 9, Ontario, Canada 
Lucas-Rotax Ltd Box 115 
intario, Canada 
MICRO SWITCH DIV a HONEYWELL 
REGULATOR CO., Freeport SEE ADV. C-80 


C-81 
ORDCO DIV., BERMITE POWDER CO £ 
St., North Hollywood, Calif SEE ADV. “B-40 


Joseph Pollak Co., 81 Freepe 


Statio H T 


Switches, Impact 


Avionic Products Engineer 


N J 
B & B Distributors, 221 

N.Y 
Development Core 


Inc 


seneral Devices 
tayoon Sw tch 
bury 20, Conn 
HUMPHREY, INC.. 2805 
SEE ADV. C-74 
Walter Kidde & Co., Inc 
N.J 
Kidde, Walter & Co. of anada 
mount Ave Montreal 9, Quebec, Canad 
MICRO SWITCH DIV MINNEAPOLIS- WONEVWELL 
Ave co 1) West Spring St 
s. SEE ADV C-80 C-8) 





SWITCHES, IMPACT 


ORDCO DIV., BERMITE POWDER CO. 
ston St., North Hollywood, Calif. SEE Al 
ROCHESTER MFG. C INC. 93 ey a. 
dena, Calif. SEE ADV. D-i74 


apse Curnp- 
B-40 


Pasa- 


. : : 
Switches, Indicating 
Aircraft Controls Co., Div., Gorn Electric Co., 837 

Main St., Stamford, Conn 
Airtron, Inc., 1011 West Elizabeth Ave., 
Cutier-Hammer, Inc., 315 North 12 St. 
Wisc 
The Digitran Co., 
Dyna-Empire Inc 
N.Y 


Linden, N. J 
Milwaukee 3, 


Pasadena, Calif 
Garden City, 


45 W. Union St., 
1075 Stewart Ave., 


1805 Beicroft Ave., Ei Monte, Calif 
4218-24 W. Lake St., Chicago 24, 


Eidema Corp., 

Electro-Snap Corp., 
lit 

General Devices, Inc., P. 0 

Haydon Switch, Inc., 536 S 
20, Conn 

Longstaffe, J. R., Company Ltd., 
Toronto 9, Ontario, Canada 

Magnovox Research Laboratories, 2255 South Carmetina, 
Los A les 64, Calif 

MICRO ITCH DIV., MINNEAPOLIS-HONEYWELL 
REGULATOR C0., 11 West Spring St., Freeport, I!! 
SEE ADV. C-80, C-81 

ORDCO DIV., BERMITE POWDER CO., 11120 Cump- 
ston St., North Hollywood, Calif. SEE ADV. 8-40 

Joseph Pollak Co, 81 Freeport St., Dorchester, Mass 

Radio Component, a 50 Wingold Avenue, Toronto 
19, Ontario, Cal 

REVERE CORP OF “AMERICA 845 North Colony Rd., 
Wallingford, Conn. SEE ADV. B-39 

ROCHESTER MFG. CO., ~ 93 Beacon Pi., Pasa- 
dena, Calif. SEE ADV. 0-174 

Stair Instrument Co., The, P. 0. Box 341 
North Hollywood, Calif 


Switches, Mercury 


B & 8 Distributors, 
7 Ge We 


Box 253, Princeton, N. J 
Leonard St.. Waterbury 


300 Campbell Ave., 


Station 1, 


221 Greenwich St., New York 
Bernco Engineering Corp., 2320 S. Tibbs Ave., P. 0 
Box 41037, Indianapolis 41, Ind. 
Ebert Electronics Co., 212-26 Jamaica Ave., 
Village 28, N.Y 
Controls Co., 


Queens 


801 Allen Ave., Glendale 1, 

General Devices, Inc., P. 0. Box 253, Princeton, N. J 

Longstaffe, J. R., Company Ltd., 300 Campbell Ave., 
Toronto 9, Ontario, Canada 

MICRO SWITCH DIV., MINNEAPOLIS-HONEYWELL 
REGULATOR CO., 11 West Spring St., Freeport 
Illinois. SEE ADV. C-80, C-81 

Radar Relay, Inc., 2120 Pontius Ave., 
Calif 


Los Angeles 25, 


Sweepers, Power 


Airtron, Inc., 1011 West Elizabeth Ave., Linden, N. J 

Frank G. Hough Co., The, 976 Sunnyside Ave., 
Libertyville, I! 

Loewy-Hydropress Div., Baldwin-Lima-Hamilton Corp., 
1ll Fifth Ave., New York 3, N. Y 

M-B Corp., 1609 Wisconsin Ave., New Holstein, Wisc. 

Wayne Mfg. Co., 1200 E. Lexinyton Ave., Pomona, 
Calif. 


Switches, Pressure 
(Air, Hydraulic, etc.) 


ACF Industries, Inc., 750 Third Ave., New York 17, 
N.Y 

The Aerotec Corp., Greenwich, Conn. 

Aircraft Controls Co., Div., Gorn 
Main St., Stamford, Conn 

Alemite Div., Stewart Warner Corp., 
sey Bivd., Chicago 14, lil 

American Electronics, Inc., 655 W. Washington Blvd., 
Los Angeles 15, Calif 

Aviquipo of Canada Ltd., 
Montreal, Quebec, Canada 

B & H INSTRUMENT CO., INC., 3479 W. Victory 
Bivd., Fort Worth 7, Tex. SEE ADV. A-51 

Beckman Instruments, Inc., Berkeley Div., 2200 Wright 
Ave., Richmond, Calif 

Bendix Aviation Corp., Friez 
Taylor Ave., Baltimore 4, Md. 

James G. Biddle Co., 1316 Arch St., 


Electric Co., 837 


1828 West Diver- 


636 St. Paul St. W., 


Instrument Div., 1400 


Philadelphia 7, 


a. 

Bobrick Mfg. Corp., 1839 Blake Ave., 
Calif. 

Bourns Laboratories, Inc., P 
side, Calif. 

Bridgeport-Thermostat Div., Robertshaw-Fulton Controls 
Co., 155 Hill St., Milford, Conn 

Bristo! Co., The, P. 0. Box 1790-A. W., Waterbury 
20, Conn 

Burton Mfg. Co., 
Calif 

Cadillac Gage Co., 

Carleton Aviation Co. Inc., 

Century Electronics & Instruments, Inc., 
Utica, Tulsa, Okla. 

Cleveland Pneumatic Industries, Inc., 
Street, Cleveland 5, Ohio 


Los Angeles 39, 


0. Box 2112, River- 


2520 Colorado Ave., Santa Monica, 


P. 0. Box 3806, Detroit 5, Mich. 
East Aurora, New York 
1333 WN 


3781 East 77th 


D-122 


20 Old Colony Ave., Boston 27, Mass. 
3500 Torrance Bivd., 


Cole-Hersee Co., 

Coleman Engineering Co., Inc., 
Torrance, Calif 

Consolidated Controls Corp., Bethel, Conn 

Cook Electric Co., 2700 Southport Ave., Chicago 14, Ill. 

Cook Electric Co., Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, I!! 

CORNELIUS CO., THE, 550 39 Ave. N. E., Min- 
neapolis 21, Minn. SEE ADV. 0-188 

Cutler-Hammer, Inc., 315 North 12 St., 
Wisc 

Henry G. Dietz Co., Inc 
Isiand City 2, N. Y 

Dowty Equipment of 
Canada 

-_ ~ Rg —, “= Freeman Ave., P. 0 

Calif 

THE. ELECTRIC “AuTo- ire CO., Toledo 1, Ohio. SEE 
ADV. 0-158 

Essex Mfg. Co., Inc., 


Milwaukee 3, 
12-16 Astoria Bivd., Long 


Canada itd. Ajax, Ontario, 


8213 Gravois Ave., St. Louis 23, 
Mo 
FAIRCHILD CONTROLS CORP., COMPONENTS DIV., 
225 Park Ave., Hicksville, N. Y. SEE ADV. C-68 
Frebank Co., 711 West Broadway, Glendale 4, Calif 
General Controls Co., 801 Allen Ave., Glendale 1 
Calif 
General Devices, Inc., P. 0. Box 253, 
B. F. Goodrich Aviation Products 
B. F. Goodrich Co., 500 South Main St., 
Ohio 
Great Lakes Mfg 
land 21, Ohio 
Halax Corp., P. 0. Box 425, 
Haydon Switch, Inc., 536 S 
20, Conn. 
John W. Hobbs 
Springfield, iil 
Hydraulic Préducts Co., Providence, R. | 
HYDRO-AIRE, INC., 3000 Winona Ave., Burbank, Calif 
SEE ADV. D-17 
Hydrodyne Corp., 
Hollywood, Calif 
Hydrodyne Corp., Skinner Seal Div 
Canyon Ave., North Hollywood, Calif 
Jack & Heintz, Inc., 17600 Broadway, 


Princeton, N. J 
A Div. of the 
Akron 18 
Corp., 4223 Monticello Bivd., Cleve- 
Los Gatos, Calif 

Leonard St., Waterbury 


Corp Div., Stewart-Warner Corp 


7350 Coldwater Canyon Ave N 
7350 Coldwater 
Cleveland 1 


Hydraulics, 4384 St. Denis St., Montreal 18 
Canada 
Kidde & Co., Inc., 256 Main St., Belleville 9 


Kidde, Waiter & Co. of Canada, Ltd., 5500 Royalmount 
Ave., Montreal 9, Quebec, Canada 
Kolisman Instrument Corp., Subsidiary of Standard 
Coil Prods. Co., Inc., 80-08 45 Ave., Elmhurst 73 
N. Y 
Lear, Inc., 3171 S. Bundy Or., Santa Monica, Calif 
Lear, Romeo Div., Lear, Inc., Elyria, Ohio 
Wallace 0. Leonard Inc., 373 South Fair Oaks, Pase 
dena Calif 
Longstaffe, J. R., Company Ltd 
Toronto 9, Ontario, Canada 
Lucas-Rotax Ltd., Box 115 
Ontario, Canada 
McQuay-Norris Mfg. Co 
10, Mo 
Meletron Corp 
Calif 
Miller-Robinson Co 
3, Calif 
Minneapolis-Honeywel |! Regulator Co 
Products Group, Wayne & Windrim Aves 
phia 44, Pa. 
Newark Controls Co., 15 Ward St., Bloomfield, N. J 
Normalair (Canada) Ltd.. 1425 The Queensway, Etobdi- 
coke, Toronto 14, Ontario, Canada 
ORDcO DIV., BERMITE POWDER C0., 11120 Cump- 
St., North Hollywood, Calif SEE ADV. B-40 
PROTOTYPE RESEARCH, INC., 13148 Raymer St., 
North Hollywood, Calif SEE ADV. D-201 
ROCHESTER MFG. CO., INC., 93 Beacon Pi., Pasa- 
dena, Calif. SEE ADV. D-174 
Ronson Hydraulic Units Corp., 
Pasadena, Calif. 
Rotary Devices Corporation, 
J 
Servomechanisms, Inc 
thorne, Calif 
SERVONIC INSTRUMENT, 640 Terminal Way 
Mesa, Calif. SEE ADV. C-105 
Southwestern Industries, Inc 5880 Centinela Ave 
Los Angeles 45, Calif 
Stair Instrument Co., The 
North Hollywood, Calif 
Synchro-Start Products, Inc 
Skokie, Ii! 
The Thermix Corp., Greenwich, Conn 
United Electric Controls Co., 85 Schoo! St., 
town 72, Mass. 
United Metallic 0 Ring Corp Box 1035 
Ohio 
U. S. Gauge Div., 
Sellersville, Pa 
Waugh Engineering Co., 
California 
Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 
Westport Development & Mfg. Co., Inc., 345 Boston 
Post Rd., Milford, Conn 


300 Campbel! Ave 
Station H., Toronto 13, 
2320 Marconi St., St. Louis 
950 N. Highland Ave., Los Angeles 38 
7007 Avalon Bivd., Los Angeles 


Industria! 
Philadel! - 


1313 Lincoln Ave., 


30 Jay Street, Englewood 
12500 Aviation Blvd Haw- 
Costa 
P. 0. Box 341, 


Station 1, 


8151 N. Ridgway Ave., 


Water- 
Dayton 1, 
American Machine & Metals, Inc., 
7842 Burnet Ave., Van Nuys 


P. 0 


Switches, Reset 


1011 West Elizabeth Ave., Linden, N. J. 
75 Scarsdale Rd., Don 


Airtron, Inc., 
Canada Illinois Tools, Ltd 
Mills, Ontario, Canada 
Cutler-Hammer, Inc., 315 North 12 St., 

Wisc 


Milwaukee 3, 


Electro-Snap Corp., 4218-24 W. Lake St., Chicago 24 
lt 

Genera! Devices, 

Gilfillan Brothers, iInc., 
Angeles 6, Calif. 

Haydon Switch, Inc., 
20, Conn 

ITT Components Div., Internationa! Te! 
100 Kingsland Rd., Clifton, N 

Lear, Inc., 3171 S. Bundy Or., Santa Monica, Ca 

ae ve aA . Inc 50 South Gray St 


India 
MICRO WITCH DIV, MINNEAPOLIS-HONEYWELL 
REGULATOR CO., 1l West Spring St., Freeport 
Illinois. SEE ADV. C-80, C-81 
Robertshaw-Fulton Controls Co., Acro Div 
East Main St., Columbus 16, Ohio 
Alemite Div Stewart Warner Corp 
Diversey Bivd., Chicago 14, II! 
American Electronics, Inc., 655 W. Washington Bivd 
Los Angeles 15 
B&H INSTRUMENT. CO., INC., 3479 W. Victory 
Bivd., Fort Worth 7, Tex. SEE ADV. A-51 
Beckman Instruments, Inc., Berkeley Div., 2200 Wright 
Ave., Richmond, Calif 
James G. Biddle Co., 1316 Arch St., 
Pa 
Unimax Switch Div., The W. L 
Rd., Wallingford, Conn 
United Electric Controls Co., 
town 72, Mass 
Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 


Inc., P. 0. Box 253, Princeton, N. J 
1815 Venice Bivd., Los 


536 S. Leonard St., Waterbury 


& Tel. Corp 


‘ 


2040 


1828 West 


Philadelphia 
Maxson Corp., Ives 


85 School St., Water- 


P. Oo 


Switches, Rotary 


Airtron, Inc., 1011 West Elizabeth Ave 
N. J 

Allied International Co., 230 Park Ave 
17, N. Y 

Applied Science Corp. of Princeton, P 
Princeton, N. J 

Ampheno! Canada Ltd., 300 
9, Ontario, Canada 

Ark-Les Switch Corp 51 
Mass 

Automatic Electric Sales Corp., Northlake, I! 

AVION DIVISION, ACF INDUSTRIES, INC., 11 Park 
Place, Paramus, N. J. SEE ADV. C-100, C-101 

8 & B Distributors, 221 Greenwich St., New York 
nN. Y 

Bristol Co., The, P. 0 
20, Conn 

Chitago Telephone Supply Co 
Elkhart, Ind 

Circuit Protective Devices Dept., General 
41 Woodford Ave., Plainville, Conn 

Clarostat Mfg. Co., Inc., Dover, New Hampshire 

Cole Electric Co., 8439 Steller Dr 
Calif 

Cole-Hersee Co., 

Computer Instruments Corp 
stead, N. Y 

Couch Ordnance, Inc 3 
Mass 

Cutler-Hammer, Inc., 
3, Wisc 

Daimotor Div., Yuba Consolidated Ind., Inc 
149, 1385 Clay St., Santa Clara, Calif 

Joe Davidson & Associates, P. 0. Box 108, South 
Gate, Calif 

The Digitran Co., 

Electro-Miniatures Corp., 
N. J 

Electro-Snap Corp., 
It 


New York 
Campbell Ave Toronto 


Water St Watertown 


Box 1790-A. W., Waterbury 
1142 W. Beardsley Ave 


Electric Co 


Culver City 


20 Old Colony Ave., Boston 27, Mass 
92 Madison Ave., Hemp- 
Arlington St., N. Quincy 


315 North 12 St., Milwaukee 


P. 0. Box 


Pasadena, Calif 
Ridgefie!d 


45 W. Union St 
1060 Elm Ave 


4218-24 W. Lake St., Chicago 24 


Electro Switch Corp., 167 King Ave., Weymouth 8&8 
Mass 

Electro Tec Corp., 

Essex Mfg. Co., Inc., 
23, Mo 

General Devices, Inc., 

General Electric Co., 
Schenectady 5, N 

General Hermetic Sealing Corp 
Ave., Valley Stream, WN. Y 

Grayhill, 561 Hiligrove Ave., La Grange, II! 

The Hart Mfg. Co., 215 Bartholomew Ave., 
Conn 


South Hackensack, N. J 

8213 Gravois Ave., St. Louis 
Princeton, N. J 
1 River Rd., 


P. 0. Box 253 
Apparatus Sis. Div., 


99 East Hawthorne 


Hartford 


Industrial Development Labs., Mechanic St., Attleboro, 
Mass 

Instrument Development Labs. Inc Sub. of 
McBee Corp., 67 Mechanic St., Attleboro, Mass 

Janco Corp., 3111 Winona Ave., Burbank, Calif 

Javex, P. 0. Box 646, Redlands, Calif 

Kahn & Co., Inc., 541 Windsor St., Hartford, Conn 

Land-Air, Inc., 7444 West Wilson Ave., Chicago 31, 
It 

Leeds & Northrup, 4970 Stenton Ave 
Pa. 

LEWIS ENGINEERING CO.. 52 Rubber Ave 
tuck, Conn. SEE ADV. C-102 

P. R. Mallory & Co., Inc., 50 South Gray St., In- 
dianapolis 6, Ind 

METALS & CONTROLS CORP., SPENCER DIV. 41 
Forest St., Attleboro, Mass. SEE ADV. C-88 

MICRO SWITCH DIV., MINNEAPOLIS-HONEYWELL 
REGULATOR CO., 11 West Spring St., Freeport, 
Illinois. SEE ADV. C-80, C-81 

Miller Industries, 1525 Marion St., 
Mich 


Royal 


Philadelphia 44, 


Nauga- 


Grand Haven 
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Co., 4041 South Sheri- ORDCO DIV 
ston St 
Pacifx 
Cal ¢ 
Joseph Po 
Radio 
Mass 19 
Torontc Ram Meter, Inc 
20, Mich 
R a F 

Main 
outh Del Mar, Sar ROCHESTER MFG “Co. INC., 
dena, Calif. SEE ADV D- 174 
Ave ago, Rotary Devices Cor 
arr Fastene r N. J 
¢, Mass 3 


Gateway 


BERMITE POWDER 
North # 
Soleno: ds nm 


uring 
Okla 
553 S. Market 
3601 Howard St., 
500 E 


isa 


ywc 
St., Ga 
Skokie, I 


Franklin St.. € 


on, Oh 


ak Co 
Components 


Freeport St Ontario 


Dorchester 
Wingold Avenue 
Ave., 


ngdale itor 


Un ié 


gent 
N 


Switches, Specialty 
(To Specifications) 


Avion’ DIV., ACF INDUSTRIES, INC 
SEE ADV. C-100 


C-101 
BECKMAN & WHITLEY INC... ane pROoUCTS 
DIV., 985 £ 


SEE ADV B36 


cikhart 
Protective 

l v Stord 

tat Mfo 
Co e-Hersee Co 2 


Elect 


METALS & CONTROLS CORP 
Forest St., Attlebor Mass 
MICRO SWITCH DIV 

RESULATES co ] est 
SEE abv. c 80 C- 81 


SEE 


t 2 1 ¢ av Robertshaw-Fulton 
rance : Main St., Columbus 
ROCHESTER MFG. CO 
dena Ss 


yngstaffe 
Toronto 9 


16 
INC 
E ADV. 0-17 4 


Calif 
Lucas-Rotax Ltd 
R. Mallory 5 
Indianapolis 6, Ind 
MICRO SWITCH DIV MINNEAPOLIS-HONEYWELL 
REGULATOR CO 11 West Spring 
SEE ADV. C-80, C-81 


Industries 


to ’ Sargent Electr 
Canada N.Y 
& In 5 south Gray St Stackpole 
Pa 


rbon 


The Ucinite Co 
St Freeport 459 Watertown 
nors 

Miller 


Mich 


nimax 
1525 Rd 
United 

Manufacturing Co : outh Sher 31 
5385, T Okla 


Electron 


>witch 
Wallingford 
Carr Fastener 
Ames St C 


Cam 


Marion St Haven 
Nelson 
dar 


Electric 
Box nited Electric Cont 
Networks 72, Mass 

Calif 


Westinghouse ¢ 
hmite Mfg. Co l rd St., Skokie, ! Box 868 


Oxnard 


fectric 


Pittsburgh 
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co 


SEE ADV. 8-40 


SPENCER DIV 
ADV. C-88 
— HONEYWELL 


EIVEL -MicCULL USS 


FAIRCHILD CONTROLS — 


SWITCHES, VACUUM 


Switches, Temperature 
Control (See Also Relays, 
Thermocouples) 


dianar $ 6 Ind 
METALS & CONTROLS 


CORP., SPENCER DIV 
rest tiet ' SEE ADV. C-88 
eywell Reg ndustria 


ROCHESTER MFG. CO., INC ? 
SEE ADV. 0-174 


INC 


lif. SEE ADV. C-2 


COMPONENTS 
SEE ADV 


DIV 
C-68 





SWITCHES, VACUUM 


970 “McLaughlin Ave., 
Calif 
Brake Co., 


Jennings Radio Mfg. Corp 
P. 0. Box 1278, San Jose 8, 

Kinney Mfg. Div., New York Air 
Washington St., Boston 30, Mass. 

Kolisman Instrument Corp., Subsidiary of Standard 
Coil Prods. Co., Inc., 80-08 45 Ave., Elmhurst 73 
N 


y 


3529 


Company Ltd., 300 Campbell! Ave., 
Canada 
Co., 2320 


Longstaffe, J. R 
Toronto 9, Ontario 

McQuay-Norris Mfg 
Lovis 10, Mo 

Meletron Corp., 950 N 
38, Calif 

Newark Controls Co., 15 Ward St 

Normalair (Canada) Ltd, 1425 The Queensway, 
Etobicoke heat 14, Ontario, Canada 

Resistron Lab 08 Nebraska, Santa Monica, Calif 

ROCHESTER FG. CO., INC., 93 Beacon PI., Pasa- 
dena, Calif. SEE ADV. D-174 

Stair Instrument Co., The, P. 0. Box 341 
North Hollywood, Calif 

The Thermix Corp., Greenwich, Conn 

United Electric Controls Co., @5 School St., 
town 72, Mass 

U. S. Gauge Div., 
Sellersville, Pa 

Vacuum Tube Prods. Co., Inc., 2020 
Oceanside, Calif 

Westport Development & Mfg. Co., Inc., 
Post Rd., Milford, Conn 


Marconi St., St 
Highland Ave., Los Angeles 


Bloomfield, N. J 


Station 1, 


Water- 
American Machine & Metals, Inc 
Short St., 


345 Boston 


Synchronizing Systems, 
Propeller 


Curtiss-Wright Corp., Propeller Div., Caldwell, WN. J. 

Exports, Inc., P. O. Box 2122, Alexandria, Va 

Specialties, Inc., P. 0. Box 2062, Alexandria, Va 

Stair Instrument Oo., The, P. 0. Box 341, Station 1, 
North Hollywood, Calif 

Woodward Governor Co., 5001 WV 
ford, I 


Second St., Rock 


Tachometers 


A. C. SPARK PLUG DIV.. GENERAL MOTORS CORP., 
1300 N. Dort Hwy., Flint 2, Mich. SEE ADV. 0-167 

Aircraft Components, Inc., Woodland Ave., Twin 
Cities Airport, Benton Harbor, Mich 
Airpax Products Co., Fort Lauderdale, Fila 

AIRWORK CORPORATION, Municipa! Airport, Millville, 
New Jersey. SEE ADV. 0-201 

B & H INSTRUMENT CO., INC., 3479 
Bivd., Fort Worth 7, Texas. SEE ADV. Asi 

A. Biederman, Inc., Precision Instruments Labs., 
Airway, Glendale 1, Calif 

Bristo! Co., The, P. 0. Box 1790-A. W., Waterbury 
20, Conn 

Carter Motor Co., 2709 W. George St., Chicago 18, I// 

CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Joe Davidson & Associates, P. 0. Box 108 
Gate, Calif 

Daystrom Transicoil, Div., Daystrom, Inc 
Montgomery County, Pa 

Dymec, Inc., 395 Page Mili Rd., Palo Alto, 

Electronic Associates Ltd., 4616 Yonge St., 
dale, Ontario, Canada 

Electro-Tech Equipment Co., 
York 13, N.Y 

Epic, Inc., 154 Nassau St., New York, N.Y 

Friden, Inc., San Leandro, Calif. 

Garwin, Inc., 1326 Wainut St., 

General Electric Co., Apparatus Sis. Div., 
Schenectady 5, N 

General Radio Co 275 
bridge, Mass. 

Gilmore Industries, Inc., 
Cleveland 20, Ohio 

E. Greiner Co., 22 N. Moore St., New York, N.Y 

Idea! Industries, Inc., 1437 Park Ave., Sycamore, Il! 

Instrument Div., American Electronics, Inc 9503 
West Jefferson Ave., Culver City, Calif 

Kahn & Co., Inc., 541 Windsor St., Hartford, Conn 

KEARFOTT ‘cO., 'INC., SUB. OF, GENERAL PRECI- 
SION EQUIPMENT CorP., 1378 Main Ave., Clifton, 
N. J. SEE ADV. C-83 

Kent-Moore Organization, Inc., 
Warren, Mich 

Ketay Dept., Norden Div., 
mack, N.Y 

Kolisman Instrument Corp., Subsidiary, of Standard 
Coi! Prods. Co., Inc., 80-08 45 Ave., Elmhurst 73, 
N.Y 

Lund Aviation, Inc., 
N.Y 


Victory 


1045 


South 


, Worcester, 
Calif 
Willow- 


308 Canal St., New 


Wichita, Kansas 
1 River Rd., 


Massachusetts Ave., Cam- 


13015 Woodland Ave., 


28635 Mound Road, 


United Aircraft Corp., Com- 


230 Park Ave., New York 17, 


Massachusetts Gear Geartronics 
Corp., 32 Nashua St., 

Metron Instrument Co., 432 Lincoin, Denver, Colo 

Norwood Controls Unit, Detroit Controls Div., 934 
Washington St., Norwood, Mass. 

Potter Aeronautical Corp., Route 22, Union, N. J 

G. Scherr Co. Inc., 200 Lafayette St., New York, N. Y 

Servomechanisms, Inc., Mechatro!l Div., 1200 Prospect 
Ave., Westbury, N. Y. 

SERVO-TEK PRODUCTS CO., 1086 Goffle Rd., 
thorne 1, N. J. SEE ADV. C-103 

Southwestern Industrial Elec. Co., 2831 Post Oak Rd, 
Houston, Texas 

Stair Instrument Co., The, P. 0. Box 341 
North Hollywood, Calif 

Standard Electric Time Co., 
field 2, Mass 


& Tool Co. Div., 
Woburn, Mass 


Haw- 


Station 1, 


89 Logan St., Spring- 


D-124 


Herman H. Sticht Co., Inc 27 Park Pi., New 
York 7, N.Y 
Varo Mfg. Co., Inc., 2201 Walnut St., 
WacLine, Inc., 35 South St., Clair St., 
Waltham Precision Instrument Co., Inc Military 
Instruments Div., Crescent St., Waltham 54, Mass 
Waugh Engineering Co., 7842 Burnet Ave., Van Nuys, 
California 
Westberg Mfg 
Calif 
Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 
Weston Electrical Instrument Corp 
Ave., Newark 12, N. J 


Garland, Tex 
Dayton 2, Ohio 


Company, 144 S. Coombs St., Napa, 


P. O 


614 Frelinghuysen 


Tantalum, (Rod, Wire, Sheet) 


American Silver Co., Inc., 36-07 Prince St., Flushing, 


Bram Metallurgical-Chemica!l Co 820 65th Ave., 
Philadelphia 26, Pa 

Wilbur B. Driver Co 
N. J 

Electro 
30 E. 42 St 

Fanstee! Metallurgica! Corp 
Chicago, Illinois 

Hamilton Watch Co roducts Div., 
Ave., Lancaster, Pa 

Haynes Steilite Co. Div., Union Carbide Corps., Gen- 
eral Office & Works, Kokomo, Ind 

Mallory Sharon Metals Corp., Niles, Ohio 

National Research Corp., 70 Memoria! Dr., Cambridge 
42, Mass 

Universal-Cyclops Stee! Corp 


1875 McCarter Hwy., Newark 4 
Metallurgical Co. Div., Union Carbide Corp., 
New York 17, N.Y 

2200 Sheridan Rd., North 


Columbia 


Bridgville, Pa 


Tacks, Cut & Wire 


Chase Brass & Copper Co., 236 Grand St., Waterbd: rv 
Conn 

Corbin Products Div Oh! son 
Crescent Plaza Bidg., Long Island City 1, 

U. S. Steel Corp., 525 William Penn Pi., 
30, Pa 


International orp 
N.Y 
Pittsburgh 


Tapes, (Nylon, Dacron, 
Fiberglas, etc.) 


General Markings, Inc., 211 WN 
Burbank, Calif 
230 Park Ave., 


Airmark Co. Div 
Victory Bivd., 

Allied International Co 
N.Y 

The Ame Wire Co., 

American Tape Co., 
Mich 

Atlas Asbestos Co., 

Aviquipo of Canada Ltd 
real, Quebec, Canada 

Behr-Manning Co., 1059 Howe St., Troy, N. Y 

Bentley, Harris Manufacturing Co., Conshohocken, Pa 

Borden Co., The, Chemical Div., P. 0 
Barbara, Calif 

C. R. Daniels Inc., Daniels, Md 

Duracote Corp., 350 N. Diamond St., Ravenna, Ohio 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 

Gentex Corp., 450 Seventh Ave 

Gutta Percha & Rubber, Ltd 114 
Toronto 3, Ontario, Canada 

Hess-Goldsmith & Co Inc 1400 
York 18, N. Y 

Joclin Mfg. Co., 30 Lufbery Ave., 

The Kendall Co., Polyken Sis. Div 
Bivd., Chicago 6, Ii! 

Narrow Fabric Co., The, Reading, Pa 

Owens Corning Fibergias Corp Aircraft Div., 
Telegraph Rd., Los Angeles 22, Calif 

Permacel, New Brunswick, N. J 

Phoenix Trimming Co., 2000 N. Racine Ave., 
14, I 

Polymer Corp., The, Reading, Pa 

H. K. Porter Co., Inc., Quaker Rubber Div., 
Comly Sts., Philadelphia 24, Pa 

Russell Mfg. Co., The, 400 East 
town, Conn 


Schiegel Mfg. Co., 
N.Y. 


New York 17, 


New Haven, Conn 


4058 Beaufait St., Detroit 7, 


489 Walnut St., North Wales, Pa 
636 St. Paul St. W., Mont- 


New York 1, N. Y 
O'Hara Ave 


Broadway, New 


Wallingford, Conn 
309 West Jackson 


5933 


Chicago 


Tacony & 


Main St., Middie- 


1555 Jefferson Road, Rochester 23, 


W. S. Shamban & Co., 11617 West Jefferson Bivd., 
Culver City, Calif 
Turbo Products, Inc., 

Calif 
United Merchants Industria! Fabrics, 
New York, N 


Warren Wire Co., 


12177 Montague St., Pacoima, 
1412 Broadway, 


Pownal, Vt 


Tape, Identification 


Airmark Co. Div., 


General Markings, Inc., 211 WN. 
Burbank, Calif 


4058 Beaufait St., 


Vicwry Bivd., 
American Tape Co., Detroit 7, 
Mich 


Arno Adhesive Tapes, Inc., U. S. 20 & Ohio St., 
Michigan City, Ind 

Kendal! Co., The, Polyken Sales Div., 309 W. Jackson 
Bivd., Chicago 6, Il! 


Natvar Corp., 211 Randolph Ave., Woodbridge, N. J. 


Box 1589, Santa 


North Shore Nameplate, Inc., 214-27 Northern Bivd., 
Bayside 61, N 

Permace!, New Brunswick, 

REFLECTIVE PRODUCTS DIVISION, MINNESOTA MIN- 
ING & reg a! ee 900 Bush Avenue, 
St. Paul 6, Minn. SEE A D-2 

Rocket Distributors, Inc., 
side 61, N.Y 

Topfiight Corp., 160 East Ninth Ave., York, Pa 

Westiine Products Div., Western Lithograph Co., 600 
E. Second St., Los Angeles 54, Calif 

Zenith Plastics Co., Sub., Minnesota Mining & Mfg 
Co., 1600 West 135 St., Gardena, Calif 

Zippertubing Co., The, 752 S. Sam Pedro St., Los Ang- 
eles 14, Calif 


os 2 Northern Bivd., Bay- 


Tapes, Asbestos 


230 Park Ave 


Allied International Co., New York 17 
Y 

Auburn Mfg. Co 

Atlas Asbestos Co., 

Bestobde! Canada) Ltd., 
Ontario, Canada 
Carey Mfg. Co., The 


Middletown, Conn 
489 Walnut St 
4 Bestobdel! 


North Wales 
Rd Toronto 


Lockland, Cincinnati 15, 


Products Div Sun Chemica 
Nutley 10, WN. J 


Electro Technical 
113 E€. Centre St 

Garlock Packing Co., The, Palymra, N. Y 

Greene, Tweed & Co., North Wales, Pa 

E. Greiner Co., 22 N. Moore St., New York, N. Y 

Johns-Manville, 22 East 40 St., New York 16, N. Y 

Raybestos-Manhattan, Inc., 61 Willett St Passa 
N. J 

Russell Mfg. Co., The, 400 East 
town, Conn 

Edwin L. Wiegand Co 
8, Pa 


Main St Middie- 


7500 Thoms Bivd., Pittsburgh 


Tapes, Coated, impregnated 


Airmark Co Div., General Markings, inc 211 
Victory Bivd., Burbank, Calif 
Allied International Co., 230 Park 
17, N. Y 

The Ame Wire Co 

American Tape Co., 
Mich 

Arno Adhesive Tapes, iInc., U. S 
Michigan City, Ind 

Auburn Mfg. Co., Middletown, Conn 

Bestobe Canada) Ltd., 4 Bestobel! Rd 
Ontario, Canada 

Coast Mfg. Supply Co Livermore 

——- Hard Rubber Co The, 40 

aven, Conn 

CONTINENTAL- DIAMOND FIBRE CORP., 70 
St., Newark, Del. SEE ADV. A-48 

Duracote Corp., 350 N. Diamond St Ravenna, Ohio 

Electro Technical Products Div., Sun Chemical Corp 
113 E. Centre St., Nutley 10, N. J 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 

Garlock Packing Co., The, Palymra, N. Y 

General Electric Co Insulating Materials Sect 
River Rd., Schenectady, N 

Gen’!. Plastics Corp., 165 Third Ave 
Paterson, N. J 

Gutta Percha & Rubber, Ltd 114 
Toronto 3, Ontario, Canada 

Joclin Mfg. Co., 30 Lufbery Ave., Wallingford, Con 

Johns-Manville, 22 East 40 St., New York 16, N. Y 

The Kendal! Co., Polyken Sis. Div., 309 West Jackson 
Bivd., Chicago 6, Ii! 

LAWTER CHEMICALS, INC., 3550 Touhy Avenue, Chic- 
ago 45, Ili. SEE ADV. 0-199 

Narmco Resins & Coating Co., 600 Victoria 
Costa Mesa, Calif 

Natvar Corp., 211 Randolph Ave., Woodbridge, N. J 

Permace!, New Brunswick, N 

Pittsburgh Plate Glass Co., 632 Fort Duquesne Bivd 
Pittsburgh 22, Pa 

H. K. Porter Co., Inc., Quaker Rubber Div 
Comly Sts., Philadelphia 24, Pa 

Russell Mfg. Co., The, 400 East 
town, Conn 

W. S. Shamban & Co., 
Culver City, Calif 

Uniform Hood Lace Co., 
Indianapolis 2, In 

Varfiex Corp.,, 507 West 
York 

Warren Wire Co., 

Westinghouse Electric Corp., 3 Gateway Center 
Box 868, Pittsburgh 30, Pa 

Zenith Plastics Co., Sub., Minnesota Mining & Mfg 
Co., 1600 West 135 St., Gardena, Calif 


Ave New York 


New Haven, Conn 


4058 Beaufait St Detroit 7 


24 
20 


at East 


O'Hara 


Street 


Tacony & 


Main St., Middle 


11617 West Jefferson Bivd., 


633 East St. Clair St., 


Court St Rome, New 
Pownal, Vt 
P. 0 


Tapes, Fabric 


Allied International Co., 
N. Y 


230 Park Ave., New York 17 


New Haven, Conn 
4058 Beaufait St., 


The Ame Wire Co., 

American Tape Co., 
Mich 

Arno Adhesive Tapes, Inc., U. S 
Michigan City, Ind 

Aviquipo of Canada Ltd, 
Montreal, Quebec, Canada 


Detroit 7, 
20 & Ohio St., 


636 St. Paul St W., 
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Taps 
BURNDY CORP., OMATON DIV 
ADV. 0-159 


3a 


LABORATORI ES 


CONTINENTAL. DIAMOND FIBRE CORP., 7 ¢ DEL MAR ENGINEERING t 
Newark, De SEE ARV A- A-46 A t Angele SEE ADV. 8-42 


Targets, Tow 
REFLECTIVE PRODUCTS DIVISION MINNESOTA MIN- 


ING .. MANUFACTURING CO., 9 
6, I SEE ADV. O-2 2 


ADV. 8-42 


DEL MAR ENGINEERING LABORATORIES 


CONTINENTAL. DIAMOND FIBRE CORP 
( SEE A 


E ADV. A-48 “Tapes, Rubber, Synthetic 
te Rubber 


Sonnect t Hard Rubbe 
Ne 
CONTINENTAL- DIAM - D FIBRE CORP 
t., Newark, De EE ADV. A-48 
Durkee-Atwood "ae Nort East 


13, i 
Tire & R 


THOMPSON FIBER GLASS CO., THE, 1733 Cor Cute - & Rut td 
Angeles 7, Calif. SEE ADV. 8-37 Scccate & Gotu °, Canada 


Pownal, Vt = 
hns-Mar ast St New York 16, N. Y 
Sub., Minnesota Mining & Mfg JOY MANUFACTURING co ELECTRICAL PRODUCTS 
St f DIV 201 Macklind Ave x = s 1 N SEE 
ADV 0- 209 
Kenda The 


Tapes, Masking Bivd., Chicag 


nternational Co., 230 Park Ave., New York 17 


35 Gardena, Ca 


4 4058 Beaufait St., Detroit 
rno Adhesive Tapes, Inc., U. S. 20 & Ohio 
gan City, Ind 

Behr-Manning Co., 1059 Howe St 
tta Percha & Rubber Ltd 
Toronto 3, Ontario, Canada 
hns-Manvilie, 22 East 40 St., New. York 16, N 

Kendall Cc The, Polyken Sales Div., 309 W. Jackson 


Bivd hicago 6 
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TEES 


Chase Brass & Copper Co., 
Conn 

Chicago Forging & 
Ave., Chicago, Iii 


236 Grand St., Waterbury, 


Mfg. Co., 2000 North Southport 


Collins Engineering Corp 9050 Washington Bivd., 
Culver City, Calif 

Corbin Products Div., Ohison International Corp., 
Crescent Plaza Bidg., Long Island City 1, N. Y 


Garron Aircraft Supply, inc., 5 Union Square, New 
York 3, N. Y 

Haveg Industries, Inc., 900 Greenbank Rd., Wilming- 
ton 8, De 

Monarch Governor Co., 2800 Tyler Rd., Willow Run, 
Mich 

Prodelin Inc., 307 Bergen Ave., Kearny, N. J 

U. S. Steel Corp., 525 William Penn P Pittsburgh 


30, Pa 


Weatherhead Co. of Canada Ltd., The, 109 Inkerman 
St., St. Thomas, Ontario, Canada 
York Gears, Ltd, 825 Caledonia Rd., Toronto 19, 


Ontario, Canada 


Temperature Control Systems 
(See Also Specific Parts) 


AIRBORNE hese ¥ At 


1414 Chestnut Ave., 
Hillside 5, 72 


AiResearch hele a Tes Garrett Corp., 402 S. 36 
St Phoenix, Ariz 
AiResearch Mfg. Div., The Garrett Corp., 9851 Sepul- 


veda Bivd., Los Angeles 45, Calif 

Astra Technical Instrument Corp., 1132 Mission St., 
South Pasadena, Calif 

Avie 58-15 Northern Bivd., Woodside 77, N. Y 


Canada itd., 636 St Paul St. W 
Quebec 
Barber -Coiman 

Bendix-Pacific Div 
man Way, N - 


Canada 

Co., Rockford, | 

Bendix Aviation Corp 
ywood Calif 

Box 1790-A. W., 


11600 Sher- 
Waterbury 


400 S. Warminster Ro., 





Montauk Highway, Lin- 

denhurst 
Chatham “Gentrots, Corp., 
Consolidated Cont rols Corp., 
Cook Electric Co Inland 
6401 W. Oakton St 
t cts, Inc 


ngelhard, Inc., 850 Passaic Ave., East 


33 River Rd., Chatham, N. J 
Conn 


Bethel, 
Testing Laboratories Div., 
Morton Grove, | 
Cincinnati 36, Ohio 

Newark 





Epic, Inc., 154 Nassau St., New York, N. Y 
Fischer & Porter Co., 790 Warminster Rd., Hatboro, 
Foxboro, Mass 

4 Racine Rd., 


38 Neponset Ave., 
Canada, Ltd 


he Foxboro Co 
he Garrett Mfg. Corp. of 
Rexdale, Ontario, Canada 
Hagan Chemicals & Controls, Inc., 
1346, Pittsburgh 30, Pa 
K. H. Huppert Co., 6830 South Cottage Grove Ave., 
Chicago 37, Illinois 
Internationa! Radiant 
Westbury, N. Y 
Jack & Heintz, Inc 


Hagan Bidg.-Box 


Corp 111 New York Ave., 


17600 Broadway, Cleveland 1, 


Hartford, Conn 
Belleville 9 


Kaha & Co., Inc., 541 Windsor St 
Kidde & Co., Inc., 256 Main St 


Walter 


Leeds & Northrup, 4970 Stenton Ave., Philadelphia 44 
Pa 

McGraw-Edison Company, Thomas A. Edison Indus 
nstr. Div 51 Lakeside Ave., West Orange, N. J 

Mechanics Res. Div., American Machine & Foundry Co 
1104 S. Wabash Ave, Chicago 5, Ii 

METALS & CONTROLS CORP., SPENCER DIV., 41 
Forest St., Attleboro, Mass ‘SEE ADV. C-88 

Minneapolis-Honeywel! Regulator (o., Industria! Prod- 
ts Group, Wayne & Windrim Aves., Philadeiphia 
44, Pa 

Norwood Controls 
Washington St 

Oscar Fisher .Co., Inc 


Unit, Detroit Controls Div., 934 
Norwood, Mass 


P. 0 Box 426, Newburgh, N. Y 


Propulsion Development Labs., 1120 E! Segundo Bivd 
Segundo, Calif 

Stair Instrument Co., The, P. 0. Box 341, Station 1 
North Hollywood, Calif 

yy ng = Corp., —— Mfg. Co. Div., 152 

ham 54 

UNITED AIRCRAFT PRODUCTS ‘iNC., P. 0. Box 1035 
Dayton, Ohio ADV. B-43 

United Electric Controls Co., 85 School St., Water- 
town, 72, Mass 
ted Meta O Ring Corp., Box 1035, Dayton 1 
Wh *) 
ap-Air’’, Aeronautica! Products Div., Vapor Heating 
Corp., 80 East Jackson, Chicago 4, Il! 

Vickers, Inc., Electric Products Div., 1815 Locust St., 
St. Lowis 3, Missouri 

The Warner & Swasey Co., Contro! Instrument Div., 
34 West 33 St., New York 1, New York 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa 

Templates 

Airmark Co. Div., General Markings, Inc., 211 N. 
ctory Bivd., Burbank, Calif 

Alton Iron Works, Inc., 1205 38th Street, Brooklyn 
18, N 

American Car & Foundry Div., ACF Industries, Inc., 


750 Third Ave., New York 17, N. Y. 


D-126 


Associated Co., Inc., 1441 S. McLean Bivd., Wichita 
3, Kans 

Champion Aircraft Corp., Osceola, Wisc 

Compass Instr. & Optica! Co., Inc., 104 E. 25th St., 


New York 10, N. Y 
Engineering & Manufacturing Co 
Philadelphia 4, Pa 


611 North 40 St., 


Jonco Aircraft Corp Sub. of Fairchild Engine & 
Aircraft Corp., Box 541, Shawnee, Okla 
— Aircraft Corp., Georgia Div., Special Prod- 


ucts Branch, Marietta. Ga 

NEWBROOK MACHINE CORP., 16 Mechanic St., Silver 
Creek, N.Y. SEE ADV. 8-39 

Piasecki Aircraft Corp., Island Rd., Internatienal Air- 
port, Philadelphia 42, Pa 

Reliant Industries, 4935 Firestone Bivd., South Gate, 
Calif 

Thermo-Form Div Aluminum Taper Milling Div 
Altami! Corp., 225 Oregon St., Ei Segundo, Calif 

E. F. Twomey Jr. Sec. & Treas., 728 W. Tenth P 
Los Angeles 15, Calif 

United Metallic 0 Ring Corp., Box 1035, Dayton 1, 
Ohio 

Tensioners, Cable 

Talley Corp., The, Newbury Park, Calif 

Tensitron, Inc., Pin H Harvard, Mass. 

Tents, Engine 

Berger Brothers Co., The, 135 Derby Ave., New Haven, 


Conn 
- 5 


R. Daniels Inc., Daniels, Md 


Goodyear Aircraft Corp., 1210 Massilon Rd., Akron 15, 
Reliance Manufactur ng Co Parachute Div 350 
‘ ¥ 


Fifth Ave., New York 1, N 
A. L. Robertson, Inc., 325 
24, Md 


Kresson St., Baltimore 





Ross-Smith Company Frontenac St., 
Montreal 34 Quebec 

H. I. Thompson Co. of The, 60 Johnston 
St., Geulph Ontario 

. 

Terminals, Lock 

Arnav Fitting Corp., 32 Industrial Ave., Little Ferry 
N. J 

Canada Illinois Tools, Ltd 75 Scarsdale Rd Don 
Mills, Ontario, Canada 

Thompson Bremer & Co 228 North LaSalle St., 
Chicago 1, |! 


Terminals, Wire & Cable 
(Mechanical) 











A nam can ae Products Inc 1311 West 
Pacific Coast H ay, Harbor City, Calif 
AMP INCORPORA tb Harrisburg, Pa SEE ADV 
C-86, C-87 
American Chain & Cable Co Inc Automotive & 
Airc Div 601 Stephenso Bidg Detroit 2 
MM ch 
Amphenol Canada Ltd., 3 Campbell Ave., Toronto 9 
Ontario, Canada 
Andrew Parts Manufacturing C 32-70 31 St 
Long Island City 6, New York 
Ark-Les Switch Corp., 51 Water Watertown, Mass. 
Arnav Fitting Corp., 32 Industria ve., Little Ferry, 
Bergen Wire Rope Co., 6 Gregg St., Off Route 17 
Lodi, N. J 
BURNDY CORP., OMATON DIV., Norwalk, Conn. SEE 
ADV. D-2 
Corbin Products Div., Ohison International Corp., 
Crescent Plaza Bidg., Long Isiand City 1, N. Y 
Dumo m Aviation Assocs., 1401 Freeman Ave., P. 0 
40 87 Long Beach 4, Calif 
nal Corp., Warwick Industrial Park, 
R. I 
Co., 220 h First Ave., Arcadia, 
Garron Aircraft Supply, Inc., 5 Union Square, New 
York 3, N. Y 
General Stee! Fittings Co., 1321 21 St., Racine, Wisc 
Hartwell Aviation Supply Co., 9035 Venice Bivd., Los 


~~ es 34, Calif 
Jav P. 0. Box 646, Rediands, Calif 
MACWHYTE WIRE ROPE CO., 2905 





14 Ave., Kenosha 
Wisc. SEE ADV. D-165 
Maico Tool & Mfg. Co., 4025 W. Lake St., Chicago 
a § 
J. E. Menaugh Co., 4555 N. Broadway, Chicago 40, 


Norwalk, Conn. SEE 


OMATON Bi BURNDY CORP 
ADV. D-159 


Servwell Products Co., 6541 Euclid Ave., Cleveland 3 
Ohio 

Sido Ltd., 555 Boivin Blivd., Granby, Quebec, Canada 

Edwin 6. Stimpson Co Inc 70 Franklin Ave., 
Brooklyn 5, N. Y 

Vaco Products Co., 317 East Ontario St., Chicago 11, 
Il 

Winchester Electronics, Inc., Willard Road, Norwalk, 


Conn. 


Test Cells 


Aerojet-General Corp., 6352 North Irwindale Ave., 


Azusa, California 


Aero-Test Equipment Co., Inc., 1601 Dragon 
Dalias 7, Texas 

All American ene Co., du Pont Aijrp 
Wi imington. 

BUDD CO., The. 2450 Hunting Park Ave., Philadelpt 
29, Pa SEE ADV. A-48 

CDC Contro! Services, Inc., 400 S. Warminster Rd 
Hatboro, Pa. 

Cincinnati Sub-Zero Products, 3930 Reading Rd 
Cincinnati 29, Ohio 

Cook Electric Co Inland Testing Laboratorie 
6401 W. Oakton St.. Morton Grove, | 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy 
Akron 17, Ohio 


Greer Hydraulics, Inc., N. Y. International Airport 
= in 30 » 
671 Hyde Park Ave., Boston, Mass 
INTERNATIONAL AEROCOUSTICS, INC., 341 Jacks 
Ave., New York 54, N. Y. SEE ADV. D-192 


Janke & Co., Inc., 3844 Railroad Ave., Hackensack 
N. J 

Kahn & Co., Inc., 541 Windsor St., Hartford, 

Loewy-Hydropress Div Baldwin-Lima-Hamiiton Cor 


New York 3, N. Y 
Park Ave 


111 Fifth Ave 


Lund Aviation, In 230 New York 
N.Y 


Mechanics Res. Div., American Machine & Foundry C 
1104 S. Wabash Ave., Chicago 5, | 

Meco Inc., 1401 S. Marsha Paris 

National Frost Pr — on = In 
Fernando Biv 


Bu 
OROCO DIV BERMITE. POWDER CO., 11120 


2990 WN 


ston St., North Hollywood, Calif, SEE ADV B- 40, 
Petersen Construction Corp., 431 W. Chestnut Ave 
Monrovia, Calif. 
Pittsburgh Des Moines Steel C Pittsburgh 


Pennsylvania 
Potter Aeronautical Corp., Route 22 


on, N. J 
SPACE waar P. 0. Box 5175, Dallas, Texas. SEE 


ADV. D-16 

TENNEY ENGINEERING, os 1090 ngfield Rd 
Union, N. J SEE 0-171 

Vector Engineering eis Inc C ox 3505 
Dalias, Tex 

Victory Engrg. Corp lorio Ct. & Springfield R 
Union, N. J 

Wollard Aircraft Service Equip 2963 N 
79 St., Miami, Fla 


Test Chambers, Flight 


. > 

Simulation 

Aerojet-General Corp 6352 North windale A 
Azusa, California 

Aero-Test Equipment Co Inc 1601 agon St 
Dallas 7, Texas 

Associated Prod. of America inc 175 Fifth Ave 
New York 10 N Y 

avco MANUFACTURING CORP.. RESEARCH AND 
ADVANCED DEVELOPMENT DIV., 201 well St 


SEE ADV. 3RD COVER 


Wilmington, Mass 

Dayten T. Brown, Inc 1305 Strong Ave Copiag 
i eee V 

Burton Mfg. Co., 2520 Colorado Ave., Santa M 
Calif 


CDC Contro! Services, Inc., 400 


Hatboro, Pa 





California Technical Industries Div., Textr . 42 
Old County Rd., Belmont, Calif 
Cincinnati Sub-Zero Products, 3930 Reading PRad., Cir 


cinnati 29, Ohio 
Conr Inc., 141 Jefferson St., Holland, Mict 
CONSOLIDATED DIESEL ELEC. CORP., 88 ana 
Stamford, Conn. SEE ADV. D-209 


Convair Div., General Dynamics Corp., Fort Worth, Tex 

Cook Electric Co., 2700 Southport Ave., Chicag 

Cook Electric Co Iniand Testing Laboratories Div 
6401 W. Oakton St., Morton Grove 

G. W. Galloway Co., 220 South First Ave., Arcadia 
Calif 

Goodyear Aircraft Corp., 1210 Mass Rd., Akro 
Ohio 

Greer Hydraulics, Inc N. Y. Internat at A 
Jamaica 30, N. Y 

GUARDITE CO DIV. AMERICAN- MARIETTA co 
Wheeling Road, .P. 0. Box 188, Wheeling $ 


SEE ADV. D-206 


HALLAMORE ELECTRONICS CO DIV SIEGLER 
CORP., THE, 8352 Brookhurst Ave., Anaheim, Calif 
SEE ADV C-79 

Heat & Contro Inc., 1615 Cortland Ave ar 
cisco 10, Calif 

Hicks Corp., 1671 Hyde Park Ave., Boston, Mas 

C. E. Howard Corp., 9011 Raye Ave South Gate 
Ca 

Hughes Too! Co., Aircraft Div., Florence & Teale Sts 
Culver City, Calif 

International Radiant Corp lll New York Ave 
Westbury, N. Y 

Janke & Co., Inc 3844 Railroad Ave., Hackensack, 


N. J 

Kahn & Co., Inc., 541 Windsor St., Hartford, Conn 

0. G. Kelley Co., 98 Mass 

Loewy-Hydropress Div., Baldwin-Lima-Hamilton Corp 
111 Fifth Ave., New York 3, N. Y 

Mechanics Res. Div., American Machine & Foundry Co., 
1104 S. Wabash Ave., Chicago 5, | 


Taylor St Boston 
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TEST EQUIPMENT 


National Frost Protection Co Inc., 2990 WN. Sa Cha Er Corr 1512 th Broad rdena NORTH AMERICAN AVIATION INC 214 kewe 

Fernando Bivd., Burbank, Calif Cc 1, Downey SEE ay o- 166 
Petersen Construction Corp., 431 W. Chestnut Ave ncinnat yb-Zer¢ t 393 jie ] Yorth tr 

M nrovia Ca 4 . 

Pittsburgh Des Moines Stee! Co., Pittsburgh 25 

Permsyivar 
Research, In 115 N. Buchanan Ave., Hopkins, M 
Rheem Mfg Gov. Products Div 171 odr ase s 

Ave Downey, Calif c é é [ a Fort th pad Elect 
Rototest Laborator I ( os res Bivd Te ORDCO DIV BERMITE POWDER co. 

Lynwood f c date ectrodyna N é ton St., Nort yw f SEE ADV. B-40 
Schaevitz Eng Pp c nden } d Madrev F 15 a E levator ect Div Rye 
Skyway Precis : f nenta r Ser raft . 2 Brooklyr 

abrie : 
SPACE CORP. F 
SEE ADV 0-161 


, 
tele — rie rp 


TENNEY ENGINEERING, INC., 1090 
SEE ADV D- art 


RADIATION, INC 
SEE ADV. C-108 


Radio Frequency 


DESIGNERS FOR INDUSTRY, INC 
Pkway., Cleveland 9, Ohio. SEE ADV. C- 9% 


Test Equipment, Aural 


AVCO MANUFACTURING CORP RESEARCH AND 
ADVANCED DEVELOPMENT DIV. 2 well St 
Wikm ingt Mass SEE AN SRO COVER 


SANBORN CO 7 
SEE ADV. C-69 


ay € Ave 
Mechanics Res. Div., American Ma hine & F 
1164 S. Wabash ~hicag I 
ORDCO DIV. “BERMITE POWDER CO, 1122 Pa “ 
ston St rth Hollywood, Calif SEE ADV B-40 Fed elephone & 4 ¥ ternationa , Serv nechar 
Southwest er stria ‘ 2831 Post ak R Te re . gs ft . 
Houst , Ww way 22 th First Ave adia SIMMONDS 'AEROCESSORIES INC 
ndustries Corg 36-16 37th St 9 d f wr SEE ADV. 0-195 


4 


GENERAL Pane INC., MECHANICAL DIV., 1620 
E., Minne SEE ADV 
Test Equipment, Avionic c-90" 


AC Seen PLUS DIV GENERAL MOTORS corPe 
» Piace, Milwaukee 1, V SEE 


ADV. D- 167 


Aerojet-Genera th | jale Ave 
Azusa alif HALLAMORE tL ECTRONICS co. 
ro-Test Equipment Im 1601 t SEE ADV. C-79 
alias 7, Tex THE “HALLICRAP TERS COMPANY 4401 W. Fiftt 
AEROTEST LABORATORIES, INC Ave = ADV C-101 
ege Point, N. Y. SEE ADV D- 194 4 i Div Minne Hone ¢ 


HICKOK ELECTRICAL mer 22, Calo. co 
Pont, Cleveland SEE ADV. C-82 


HYDRO-AIRE, INC 
SEE ADV. D-175 
INOUSTRIAL TEST A oy co 
‘ EE ADV D-206 


THIOKOL CHEMICAL CORP 
7 9 SEE ADV. D-181 


5409 Meect Clev i 5 + Kav Elect iM e Ave k N 
INSTRUMENT co inc. 3 tory KEARFOTT CO., INC. SUB. OF, GENERAL PRECISION 
th ay SEE ADV. A- 1 EQUIPMENT CORP : f , 

er Ave SEE ADV. C-83 


Hatboro 
Canadian Ma 
Ave., Montreal 1 \ 

h t > St. George St MOTOR GENERATOR come. (HOBART BROS. AFF 


Canadian Resear 
SEE ADV. F-1 


Toronto 5 tar 
Jina nstrun tion Corp., )1 Redwood Ave ‘ ? m 
os Angeles 66, Calif ne t 


acksor Water 
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TEST EQUIPMENT 


Test Equipment, 
Environmental 


ACF Industries, Inc., 750 Third Ave., New York 17, 
N.Y 


— . Se Co., Inc., 


AEKOTEST LABORATORIES, INC., 129-11 
College Point, N. Y. SEE ADV. D-194 
Aimar-York Co., Inc., 4802 Camp Bowie Bivd., Fort 

Worth, Tex 
Altec Lansing Corp., 
Anaheim, Calif 
American Electronics, Inc., 
Los Angeles 15, Calif. 
American Instrument Co., Inc., 
Silver Spring, Md. 
Arcweld Mfg. Co., Grove City, Pa 
ASSOCIATED TESTING LABS., , INC, 
N. J. SEE ADV 192 
AVCO “MANUFACTURING CORP, RESEARCH AND AD- 
VANCED DEVELOPMENT Div,, 201 Lowell St 


1601 Dragon St., Dallas 


18 Ave 


1515 South Manchester Ave., 
655 W. Washington Bivd., 


8030 Georgia Ave., 


123 Clinton Rd., 


Wilmington, Mass. SEE ADV. 3RD COVER 

Avtron Mfg., Inc., 10409 Meech Ave., Cleveland 5, 
Ohio 

Barry Controls, Inc., 785 Pleasant St., Watertown 72, 
Mass 


50 Church St., New York 7, N. Y 

craft Corp., Wichita 1, Kansas 

cific Div., Bendix Aviation Corp., 
N. Hollywood, Calif 

The, P. 0. Box 1790-A. W., Waterbury 20, 


Beach-Russ Co 


11600 Sher- 





Conn 
BUDD CO., THE, 2450 Hunting Park Ave., Philadelphia 


29, Pa. SEE ADV. A-48 


COC Controi Services, Inc., 400 S. Warminster Rd., 
Hatboro, Pa 

Canadian Research Institute, 46 St. George St., 
Toronto 5, Ontario, Canada 

Cincinnati Sub-Zero Products, 3930 Reading Rd., 


Cincinnati 29, Ohio 
Columbia Research Laboratories, 
Bullens Lane, Woodlyn, Pa 
Conrad, Inc., 141 Jefferson St., Holland, Mich 
Consolidated Electrodynamics Corp., 300 N 


Macdade Bivd. & 


Sierra 


Madrevilla, Pasadena 15, Calif 

Consolidated Electrodynamics Corp., Rochester Div., 
1775 Mt. Read Bivd., Rochester 3, N. Y 

Convair Div., General Dynamics Corp., Fort Worth, 
Tex 

Cook Electric Co., 2700 Southport Ave., Chicago 14, 


i 
Cook Electric Co 
6401 W. Oakton St. 
c Corp., 5575 Kearny Villa Rd., 


Iniand Testing Laboratories Div., 
Morton Grove, II! 
San Diego 11, 


° 
osc 


f 

Daystrom Pacific Div. of Daystrom, Inc., 9320 Lincoln 
Bivd., Los Angeles 45, Calif 

Dayton T. Brown, Inc., 1305 Strong Ave., 
- t, & FH 

Defense Products Div., Fairchild Carfera & Inst. Corp., 
Robbins Lane, Syosset, L. I., N. Y 

Delta Design Engineers, Inc., 3039 Adams Ave., San 
Diego 16. Calif. 


Copiague, 


Development Engineering Co., Inc., 9 Cross Street, 
Norwalk, Conn 

Environmental Equipment Institute, 9 Spring St., Prince- 
ton, N. J 


Fischer & Porter Co., 790 Warminster Rd., Hatboro, Pa 

Flight Refueling, Inc., Friendship Internationa! Airport, 
P. 0. Box 1701, Baltimore, Md 

General Hermetic Sealing Corp., 99 East Hawthorne Ave., 
Valley Steream, N. Y 

Genisco, Inc., 2233 Federal Ave., 
Ca 


Los Angeles 64, 


Giannini Plasmadyne Corp., 3839 S. Main St., Santa 
Ana, Calif 

Globe Industries, Inc., Electronics Div., 525 Main St., 
Belleville, N. J 

Goodyear Aircraft Corp., 1210 Massillon Rd., Akron 
15, Ohio 

Greer N. Y. International Airport, 


Hydraulics, Inc., 
Jamaica 30, N. Y. 
22 N. Moore St., New York, N. Y 
DIV. AMERICAN-MARIETTA CO., 
Wheeling, Illinois 


E. Greiner Co., 

GUARDITE CO., 
Wheeling Road, P. 0. Box 188, 
SEE ADV. D-206 

Guiton Industries, 212 Durham Ave., Metuchen, N. J. 

HALLAMORE eg A co. 8352 Brookhurst Ave., 
Anaheim, Calif. SEE ADV. C-79 

Harris Refrigerator Co., oe River St., Cambridge, 
Mass 

Haske! Engineering & Supply Co., 
Ave., Glendale 4, Calif. 

1615 Cortland Ave., San Fran- 


1236 South Central 


Heat & Control, Inc., 


cisco 10, Calif. 

Hicks Corp., 1671 Hyde Park Ave., Boston, Mass 

C. E. Howard Corp., 9001 Raye Ave., South Gate, 
Ca 

H ughes Too! Co., Aircraft Div., Florence & Teale Sts., 
Culver City, Calif 

K. H. Huppert Co., 6830 South Cottage Grove Ave., 
Chicago 37, Iilinois 

Industrial Cold Co., 1000 E. McNichols, Detroit 3, 
ich 


International Radiant Corp., 111 New York Ave., West- 
bury, N 

Interstate Engineering Corp., 600 East Vermont Ave., 
Anaheim, Calif 

Jamison Cold Storage Duor Co., 
Div., Box 70, Hagerstown, Md 


Sound Reduction Door 


D-128 


Kinney Mfg. Div., New York Air Brake Co., 3529 
Washington St., Boston 30, Mass 

Lesselis & Associates, Inc., 916 Commonwealth Ave., 
Boston, Mass 

Loewy-Hydropress 
111 Fifth Ave., 

Lengren Aircraft Co Inc., 
Torrance, Calif 

R. C. Mahon Co., P. 0. Box 4666 

Mantec, Inc., 126 Maryland St E 

Mast Development Company, Inc., 2212 E. 
Davenport, lowa 

Mechanics Res. Div., American Machine & Foundry Co 
1104 S. Wabash Ave., Chicago 5, Ill 

Miehlie-Dexter Supercharger Div., Christensen Co., 100 
Fourth St., Racine, Wisc 

Miller Research Labs. Div., Miller Meta! Products, Inc., 
2215 Russell St.. Baltimore 30, Md. 


Div., Baldwin-Lima-Hamilton Corp., 
New York 3 
24751 Crenshaw Bivd., 
Detroit 34, Mich 
Segundo, Calif 
12th St., 


Murphy & Miller, Inc., 618 W. Taylor St., Chicago 
7, 

NRC Equipment Corp., 160 Charlemont St., Newton 
61, Mass 

National Frost Protection Co Inc 2990 N. San 
Fernando Bivd., Burbank, Calif 


or _ ae Corp., 70 Memorial Dr., Cambridge 
Nott AMERICAN AVIATION, INC., 
Calif. SEE ADV. 0-166 


oroco ‘ove “BERMITE POWDER CO. ve 


— Lakewood 


11120 Cumps- 
ADV. B-40 


ton St., North Hollywood, Calif. $ 

Panoramic Radio Prod 520 S. Fulton Ave Mt 
Vernon, N. Y 

Piasecki Aircraft Corp., Island Rd., International Air- 


port, Philadelphia 42, Pa 


Propulsion Development Labs., 1120 E! Segundo Bivd., 
E! Segundo, Calif 

Research, Inc., 115 N. Buchanan Ave., Hopkins, Minn. 

Revco, Inc., Deerfield, Mich 


Rheem Mfg. Co., Gov. Products Div., 11711 Woodruff 
Ave., Downey, Calif 

Rototest Laboratories, Inc 
Lynwood, Calif 

Roya! Industries, Inc 1035 
hambra, Calif 


2803 Los Flores Bivd 


Westminster Ave Al- 


Rucker Co., The, 4700 San Pablo Ave., Oakland 8, 
Calif 

Schaevitz Engr. Co., P. 0. Box 505, Camden 1, N. J 
Scientific & Process Instruments Div., Beckman In- 
oe Inc., 2500 Fullerton Rd Fullerton, 
Califorr 

HALLAMORE ELECTRONICS CO., DIV., SIEGLER CORP. 
THE, 8352 Brookhurst Ave. Anaheim, Ca SEE 
ADV. C-79 

Soundrive Engine Co., 3300 Cahuenga Bivd., Los 


Angeles 28, Calif 

SPACE CORP., P. 0. Box 5175, Dallas, 
ADV. D-161 

STATHAM INSTRUMENTS, INC., 12401 West Olympic 
Bivd., Los Angeles 64, Calif. SEE ADV. C-85 

Telectro Industries Corp., 36-16 37th St., 


Texas. SEE 


Long Island 


City 1, N. Y 
Temperature Tt Corp., 1100 Union Landing Rd., 
Riverton 


Springfield Rd., 


500 Brook Rd., 


TENNEY ENGINEERING, INC., 1090 
Union, N. J. SEE ADV. D-171 
Thermal Research & Engineering Corp., 
Conshohocken, Pa 

United Electrodynamics Div., United Geophysica 
1200 S. Marengo St., Pasadena, Calif 

Vector Engineering Contractors, Inc., P. 0. Box 35053, 
Dallas, Tex 

Webber ‘Engineering Corp., P. O. Box 217, 
apolis 6, Ind 


Corp., 


Indian- 


Western Design & Mfg. Corp. Div United States 
Industries, iInc., Santa Barbara Airport, Goleta, 
Ca if 

Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 


Hwy Lynwood, Calif 
Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 


P.O 


Test Equipment, Electrical 


AC SPARK PLUG DIV., GENERAL MOTORS CORP 
1925 E. Kenilworth Place, Milwaukee 1, Wis., SEE 
ADV. D-167 

ACF Industries, Inc., 750 Third Ave., N. Y. 17, N.Y 

A.R.F. Products, Inc., 7627 Lake St., River Forest, 
Il. 

Acton Lab., Inc., 533 Main St., Acton 


Aero Electronics Co., 1512 N. Wells St., 
Il 


Mass 
Chicago 10, 


Aerojet-General Corp., 6352 North Irwindale Ave., 
Azusa, California 

Aerophysics Development Corp., P. 0. Box 689, Santa 
Barbara, Calif 

Aero-Test Equipment Co., Inc., 1601 Dragon St., Dal- 
las 7, Texas 

AEROTEST LABORATORIES, INC., 129-11 18 Ave. 
College Point, N. Y. SEE ADV. D-194 


Airborne Instruments Lab., Inc., 1345 New York 
Ave., Huntington Station, N. Y 

Aircraft Appliances & Equipment, Ltd., 585 Dixon 
Side Rd., Box 177, Toronto 15, Ontario, Canada 


230 Park Ave., N.Y. 17, N.Y 
15233 Grevillea Ave., 


Allied Internationa! Co., 
American Missile Products Co 
Lawndale, Calif 


Andrew California Corp., 941 E. Marylind, Claremont, 


Calif 
Assembly Prods., Inc., Chesterland 39, Ohio 
Associated Engineers, Inc., 1 Silver St., Agawam, 
Mass 


Atronic Products, inc., One Bala Avenue, Bala-Cynwyd, 
Pa. 
~*~" eee, Inc., 


dena alif 

AVCO MANUFACTURING CORP., RESEARCH AND AD- 
VANCED DEVELOPMENT oe 201 Lowell St 
Wilmington, Mass. SEE ADV. 3RD COVER 

— Mfg., Inc., 10409 Meech Ave., Cleveland 5 


401 E. Green St., Pasa 


8 . ‘“ INSTRUMENT CO., INC., 3479 W. Victory 
Bivd., Fort Worth 7, Tex. SEE ADV. A-51 
BJ Electronics, Borg-Warner Corp 3300 Newport 


Ave., P. 0. Box 1679, Santa Ana, Calif 


Bach-Simpson Limited, 1255 Brydges St., P. 0. Box 
484, London, Ontario, Canada 
Beckman Instruments, Inc., Berkeley Div., 2200 Wright 


Ave., Richmond, Calif 


Bendix Aviation Corp., Eclipse-Pioneer Div., Teter- 
boro, N. J 
Bendix-Pacific Div., Bendix Aviation Corp 11600 


Hollywood, Calif 
1316 Arch St 


Sherman Way, N 


James G. Biddle Co., Philadelphia 7 


Pa 

A. Biederman, Inc., Precision Instruments Labs., 1045 
Airway, Glendale 1, Calif 

Bolton Laboratories, Inc., Bolton, Mass 

Bristo! Aircraft (Western) Ltd., P. 0. Box 874, Steven 
son Field, Winnipeg, Manitoba, Canada 

Bristol Co., The, P. 0. Box 1790-A. W., Waterbury 
20, Conn 

Brush Instruments Div., Clevite Corp., 3405 Perkins 


Ave., Cleveland 14, Ohio 


Daystrom Pacific Div. of, Daystrom, Inc., 9320 Lincoln 
Bivd., Los Angeles 45, Calif 

Dayton T. Brown, Inc., 1305 Strong Ave., Copiague 
6. & ¥ 

CDC Contro! Services, Inc., 400 S. Warminster Rd 
Hatboro, Pa 


G. Electronics Corp., P. 0. Box 8345, 15000 


o 


Central, S. E. Albuquerque, N.M 

California Technical Industries Div Textron Inc., 
1421 Old County Rd., Belmont, Calif 

Canadian Research Institute, 46 St. George St 
Toronto 5, Ontario, Canada 

Cardinal Instrumentation Corp., 4201 Redwood Ave 


Los Angeles 66, Calif 


Chicago Aerial Industries, Inc., 1980 Hawthorne, Mel- 


rose Park, Il! 

Collins RAdio Co., 855 35 St. N. E., Cedar Rapids 
lowa 

Columbia Research Laboratories, Macdade Bivd. & 


Bullens Lane, Woodlyn, Pa 
CONSOLIDATED DIESEL ELEC. CORP., 880 

Stamford, Conn ADV. 0-209 
Consolidated Electrodynamics Corp., 300 North Sierra 


Cana! St 


Madre Villa, Pasadena, Calif 

Continental Technica! Service, Inc., Aircraft Div., 29 
W. Apple St., Dayton, Ohio 

Convair Div., General Dynamics Cort Fort Worth 
Tex 


Cambridge City, Ind 


Converto Mfg. Co., 
2700 Southport Ave., Chicago 14 


Cook Electric Co 
Tih 


I 
Cook Electric Co 


Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove I 
Defense Products, Nuclear Products-Erco Div ACF 
Industries, Inc Riverdale, Md 


DESIGNERS FOR INDUSTRY, INC. Fulton Pkwy., 
Cleveland 9, Ohio. SEE ADV. C- % 
Dit-MCO, Inc Electronics Div 911 Broadway, 


Kansas City, Mo 


DuKane Corp., St. Charles, Illinois 

Allen 8. DuMont Lab Inc 760 Bloomfield Ave 
Clifton, N. J 

Electro Instruments, Inc 3540 Aero Court, San 
Diego 11, Calif 


Electronic Engineering Co. of Calif., 1601 E. Chestnut 


Santa Ana, Calif 


Electronic Specialty Co 5121 San Fernando Rd 
Los Angeles 39, Calif 
Electronics Division, Van Norman Industries 


Manchester, N. 

Dynamic Electronics-New York 
Glendale, N. Y 
15524 5S 


186 Granite St 
Engrg. & Prod. Div., 
Inc., 73-39 Woodhaven Bivd., 


fa) 


Fabrodynamics, iInc., P. 0. Box 445 
Broadway, Gardena, Calif 
Farnsworth Electronics Co., Div 
& Tel. Corp., 3700 E. Pontiac St., Fort Wayne 

Ind 
Firth-Cleveland, Inc., 
N.Y 


of Internationa! Te 


10 Bridge St New York 


G. W. Galloway Co., 220 South First Ave., Arcadia 


Calif 
Garwin, Inc., 


1326 Walnut St., Wichita, Kansas 


G. M. Giannini & Co., Inc., 918 East Green St 
Pasadena, Calif 
General Hermetic Sealing Corp., 99 East Hawthorne 


Ave., Valley Stream, N. Y 


General Radio Co., 275 Massachusetts Ave Ca 
bridge, Mass 

Globe Industries, Inc., Electronics Div., 525 Mair 
St., Belleville, N. J 

Goodyear Aircraft Corp., 1210 Massilor Rd., Akro 
15, Ohio 

Gordon Enterprises, 5362 North Cahuenga Bivd., North 
Hollywood, Calif 


Greer Hydraulics, Inc., N. Y. Internationa! Airport 
Jamaica 30, N. Y 

E. Greiner Co., 22 N. Moore St., New York, N. Y 

Gremco, Inc., 3535 WN. Sylvania St Fort Worth 
Texas 

Gulton Industries, Inc., 
N.J 


212 Durham Ave., Metachen 
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HALLAMORE ELECTRONICS CO., 8352 Brookhurst Ave., 
Anaheim, Calif. SEE ADV. C-79 


— Co., Inc., The, 443 Broad St., Newark 2, 
N 

HICKOK ELECTRICAL INSTRUMENT CO., 10514 Du- 
Pont, Cleveland, Ohio. SEE ADV. C-82 

Highland Engineering Co., 1732-42 Berkeley St., 
Santa Monica, Calif 

Hughes Tool Co., Aircraft Div., Florence & Teale Sts., 
Culver City, Calif 

—— a. wana Inc., 89 Commerce Rg., Cedar 

INDUSTRIAL TEST EQUIPMENT CO., 55 E€. 11 St., 
New York 3, N. Y. SEE ADV. D-206 

Instrument Development Labs ‘Inc., Sub. of Royal 


McBee Corp., 67 Mechanic St., Attleboro, Mass 

“<= © Heintz, Inc., 17600 Broadway, Cleveland 1, 

© 

Jansky & Bailey, Inc., 1339 Wisconsin Ave., Wash- 
ington 7, D.C 

Kahn & Co., Inc., 541 Windsor St., Hartford, Conn 

Kaiser Aircraft & Electronics, Div., Kaiser Industries 
Corp., he > — onics Plant, P. O. Box 437, 
Toledo 

KEAR FOTT. “INC. SUB. OF, GENERAL PRECI- 


“co 
SION EQUIPMENT CORP., 1378 Main Ave., Clifton, 


non - Organization, Inc., 28635 Mound Road, 
Warren, Mich 

Kolton Electric Mfg. Co., 123 New Jersey Railroad 
Ave.. Newark 5, N. J 

Lane Electronics Mfg. Corp., 7254 Attoll Ave., North 


Hollywood, Calif 
Lavoie Laboratories, 

Morganville, N. J 
Leach Corp., 18435 Susana Rd., Compton, Calif 
Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 
Leland Electric Co., P. 0. Box 1060, Dayton, Ohio 


Inc., Matawan-Freehoild Rd., 


Link Aviation, Inc., Hillcrest, Binghamton, N 

Longren Aircraft Co Inc., 24751 Crenshaw Bivd., 
Torrance, Calif 

F. B. Maclaren & Co., Inc., 2 West 18 St., Hunting- 
ton Station, N. Y 

Manson Laboratories, Inc 375 Fairfield Ave., Stam- 
ford, Conn 

Marion Electrical Instrument Co., Aviation Div., 
Grenier Field, Manchester, N. H 

Mechanics Res. Div., American Machine & Foundry Co., 
1104 S. Wabash Ave., Chicago 5, | 

Merz Engineering, Inc., 200 S. Harding St., Indian- 
apolis, Ind 

Microloc Corp., 5808 Marilyn Ave., Culver City, Calif 

Miller Research Labs. Div. Miller Metal Products, 
Inc., 2215 Russel! St., Baltimore 30, Md 

Millivac Instrument Corp., P. 0. Box 997, 2315 Sec- 
ond Ave., Carman, Schenectady, N. Y 

Minco Products, Inc., 740 Washington Ave., WN., 
Minneapolis 1, Minn 

Minneapolis-Honeywel! Regulator Co., Industrial Prod- 
ucts Group, Wayne & Windrim Aves., Philadeiphia 
44, Pa 

Minneapolis-Honeywel!l Regulator Co., Rubicon Instru- 
ments, Ridge Avenue at 35th St., Philadelphia 32, 
Pa 

MOTOR GENERATOR CORP. (HOBART rm rt fa 
Jackson at Water St., Troy, Ohio. SEE A F-1 

George L. Nankervis Co., 15300 Fullerton = Detroit 
27, Mich 

Narda Microwave Corp., The, 118-160 Herricks Rd., 
Mineola, N. Y ‘ 

National Company, Inc., Guided Missile Div., 61 Sher 
man St., Maiden, Mass 

Nelson Electric Manufacturing Co., 4041 South Sheri- 
dan, Box 5385 ulsa, Okla 

Non-Linear Systems, Inc., Del Mar Airport, Del Mar, 
Calif 

NORTH AMERICAN AVIATION, INC., 12214 Lakewood 
Bivd., Downey, Calif. SEE ADV. D-166 

North Atlantic Industries, Inc., 603 Main St., West- 
bury, N. Y 

Northeastern A aay - P. 0. Box 150, Bed- 
ford St., Manc hes: 

= INSTRUMENTS " DIV., TELECOMPUTING 
CORP. 915 N. Citrus Ave, Los ngeles 38, Ca 
SEE ADV. 8-41 

Nuclear Measurements Corp., 2460 N. Arlington Ave., 
Indianapolis 18, a, 
Opad Electric:Co., 69 Murray St.. New York 7, N.Y 
ORDCO DIV BERMITE POWDER CO., 11120 Cump- 
ston St., North Hollywood, Calif SEE ADV. B-40 
Pacific Laboratories, 12808 Venice Bivd., Los Angeles 
66, Calif 

Panoramic Radio Prod 520 S. Fulton Ave Mt 
Vernon, N. Y 

Raiph M. Parsons Co., The, Electronics Div., 151 S 
DeLacey Ave., Pasadena, Calif 

Peschel Electronics, Inc R. F. D. 31, Patterson, 
N.Y 

Phoenix Engineered Products, Ltd, 750 Lawrence 
Ave, W Toronto 10, Ontario, Canada 

Photocon Research Products, 421 WN. Altadena Dr., 
Pasadena, Calif 

Piqua Engrg. Co., South & College Sts., Piqua, Ohio 

Precision Apparatus Co., Inc., 70-31 84 St.. Glendale 
27, Ww. Y 

Prudential Industries, Atlas Precision Pdts. Co. Div., 
Castor & Kensington Aves., Philadeiphia 24, Pa 

Ram Meter, Inc., 1100 Hilton Rd., Ferndale, Detroit 
20, Mich 

The Reflectone Corp., Post Rg., Stamford, Conn 

Remanco, Inc., 128 Broadway, Santa Monica, Calif 

Republic Aviation Corp., Farmingdale, N. Y 

Research, Inc., 115 N. Buchanan Ave., Hopkins, Minn 

Rheem Mfg. Co., Gov. Products Div., 11711 Woodruff 
Ave., Downey, Calif 

Rich Electronics Inc., 212 N. W. Eighth Ave., Miami 
36, Fla 


Robertshaw-Fulton Controls Co., Aeronautical & In 
strument Div., Santa Ana Freeway at Euclid Ave 
Anaheim, Calif 

Rototest Laboratories, inc. 2803 Los Flores Bivd., 
Lynwood, Calif 

SANBORN CO., 175 Wyman St., Waltham 54, Mass 
SEE ADV. C-69 

Schaevitz Engr. Co., P. 0. Box 505, Camden 1, N. J 

Schaffer Air Industries, Inc., 290 North Henry St., 
Brooklyn 22, N. Y 

Scientific Engineering Co., 653 11 Ave., New York 36, 
N.Y 

Sequoia Wire & Cable Co., 2950 N. Ontario St., Bur- 
bank, Calif 

SERVO-TEK PRODUCTS CO., 1086 Goffle Rd, Haw 
thorne 1, N. J. SEE ADV. C-103 

Servomechanisms, Inc., 12500 Aviation Bivd Haw 
thorne, Calif 

Shalicross Mfg. Co., 10 Jackson Ave., Collingdale, Pa 

Hallamore Electronics Co. Div., Siegler Corp., The 
8352 Brookhurst Ave., Anaheim, Calif 

Sierra Electronic Corp 3885 Bohannon Dr., Menlo 


Park, Calif 
SIMMONDS ACCESSORIES, INC., 105 White Plains 








Rd., Tarrytown, N. Y. SEE ADV. 0-195 

Simpson Electric Co., 5200-18 West Kinzie St., Chi- 
cago 44, Ill 

Snap-On Tools Corp., 8020 28 Ave., Kenosha, Wisc 

Southwestern Industrial Elec. Co., 2831 Post Oak Rd., 
Houston, Texas 

Stanley Aviation Corp., 2501 Dallas Denver, Colo 

Stark Electronic Instruments Ltd., Stark Bidg., Box 
670, Ajax, Ontario, Canada 

States Co., The, 19 New Park Ave., Hartford 6, Conn 

Stoddart Aircraft Radio Co., Inc., 6644 Santa Monica 
Bivd., Hollywood 38, Calif 

Strata Instrument Co 323 Snyder Ave Berkeley 
Heights, N. J 

Summers Gyroscope Co 500 Broadway, Santa Monica, 
Calif 

Sun Electric Corp., Chicago Aeronautica! Div., Harlem 
& Avondale, Chicago 31, Ii 

Taffet Radio & Television Co., 27-05 Brook yn-Queens 
Expressway W., Woodside 77, N. Y 

Talley Corp The Newbury Park, Calif 

Taylor Engineering, Inc 2100 St. Pa St Balti- 
more 18, Md 

Telectro Industries Corp., 36-16 37th St., Long Island 
City 1, N.Y 

Temco Aircraft Corp., P Box 6191, Dallas, Tex 

Tensitron, Inc., Pin Harvard, Mass 

Texas Instruments 3609 Buffalo Speedway 
Houston 6, Texas 

Tinsley Instruments, P. 0. Box 99, Smiths Falls, Ont 
Canada 

Transval Engineering Corp 104 Vest Jefferson 
Bivd., Culver City, Calif 

United Mfg. Co. Div., W. L. Maxson Corp., 41 Haig 
St., Hamden 14, Con 

U. S. Testing Co., 1550 Park Ave., Hoboken, N. J 

Universal Match Corp Armament Div P ). Box 
5841, St. Lowis 21, Mo 

Universal Winding Co., 1655 Elmwood Ave., Cranston 
o 

Vector Engineering Contractors, Inc., P Box 35053 
Dallas, Tex 

WacLine, Inc., 35 South St. Clair St Dayton 2, Ohio 

The Warner & Swasey Co., Contr mv 
34 West 33 St.. New York 1 

Washington Aluminum Co., Inc 
29, Md 

Waterman Products Co I 2445-¢ era St 
Philadeiphia 25, Pa 

Waugh Engineering Co., 7842 B Ave Nuy 
California 

Western Design & Mfg orp. Div ndustries 
Inc Bidg. 344, Santa Barbara Airport, Goleta 
Calif 

Western Hydraulics Lt ub Corp 
10918 Burbank Bivd., North Ho 

Western Gear Corp., P Box 192, 2¢ E. Imperial 
Hwy., Lynwood, Calif 

Westinghouse Electric orp 3 Gateway Center, P. 0 
Box 868, Pittsburgh 30, Pa 

West Electrical Instrument re 614 Frelinghuysen 
Ave Newark 12, N. J 


Test Equipment, Flight 


AC SPARK PLUG DIV., GENERAL MOTORS CORP 
1925 E. Kenilworth Place, Milwaukee 1, Wis SEE 
ADV. D-167 

ACF Industries, Inc 750 Third Ave New York 17 
N.Y 

Aero Electronics Co 512 N. We hicago 10 
iit 

Aero-Test Equipment t) Inc lé Dragon St 
Dalias 7, Texas 

AEROTEST LABORATORIES, INC., 129-11 18 Ave 
ollege Point, N. Y. SEE ADV. D-194 

Airborne Instruments Lab., Inc., 1345 New York Ave 
Huntington Station, N. Y 

Altitude, Inc., 113 Sheldon St., £ egund Calif 

Arcweid Mfg. Co., Grove City, Pa 

Arnoux Corp., 11924 W Washingtc Bivd Los 
Angeles 66, Calif 

AVCO MANFACTURING CORP., ——— AND AD- 
VANCED DEVELOPMENT DIV., we St 
Wilmington, Mass. SEE ADV 3RD *COVER 

Avtron Mifg., Inc., 10409 Meech Ave cleveland 5 
Ohio 

BJ Electronics, Borg-Warner Corp 3300 Newport 
Ave., P. 0. Box 1679, Santa Ana, Calif 

Bendix-Pacific Div, Bendix Aviatio Corp 11600 
Sherman Way, N. Hollywood, Calif 
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A. Biederman, Inc., Precision Instruments Labs 1045 
Airway, Glendale 1, Calif 

Bristol Aircraft (Western) itd, P. 0. Box 874 
Stevenson Field, Winnipeg, Manitoba, Canada 

Dayton T. Brown, Inc., 1305 Strong Ave., Copiague, 
 & & F¥ 

Burton Mfg. Co., 2520 Colorado Ave., Santa Monica, 
Calif 

CDC Control! Services, Inc., 400 S. Warminster Rd., 
Hatboro a 

alifornia Technical Industries Div Textror 
1421 Old County Rd., Beimont, Calif 

Century Electronics & instruments, inc. 1333 WN 
Utica, Tulsa, Okla 

Consolidated Electrodynamics Cor; 300 North Sierra 
Madre Villa, Pasadena, Calif 

Continental Technical Service, iInc., Ajrcraft Div 
29 W. Apple St., Dayton, Ohio 

Cook Electric Co., Inland Testing Laboratories Div 
6401 W. Oakton St., Morton Grove, I! 

or ~ hee 5575 Kearny Villa Rd San Diego 11 

DESIGNERS FOR INDUSTRY, INC., 4241 Fulton Pkwy 
Cleveland 9, Ohio. SEE ADV. ;- 

Allen 8. DuMont Lab., Ir 760 Bloomfield Ave 
Clifton, NWN. J 

Fairchild Data Devices Corporation, 580 Midiand Ave 
Yonkers, N. Y 

Farnsworth Electronics Co., Div. of International Te 
& Te Corp., 3700 E. Pontiac St., Fort Wayne, 
Ind 

Garwin 1326 Walnwt St., Wichita, Kansas 


Inc 
GENERAL MILLS, 


INC., MECHANICAL DIV., 1620 
Central Ave., N. E., Minneapolis, Minn SEE ADV 
C-90 
G. M. Giannini & Co Inc., 918 East Green St., 
Pasadena, Calif 
Gilfillan Brothers, Inc 1815 Venice Bivd Los 
Angeles 6, Calif 
Goodyear Aircraft Corp 1210 Massilon Rd. Akron 
15, Ohio 


Sordon Enterprises, 53 
Hollywood, Calif. 


Hydr 


Jamaica 


Heiland 


D 


5200 L 


H 


E 
SEE ADV. C-95 


Kaiser Aircraft & Electronics Div Kaiser dust ‘ 
Corp Toledo Electronics Piant, P. 0. Box 
To ? 1 7 

Kauke Euctid St., Santa 

KEARFOTT CO., ‘GNC. SUB. OF, GENERAL PRECIS! ON 
EQUIPMENT CORP., 1378 Main Ave., Cliftor 
SEE ADV. C-83 

Wallace 0. Leonard Inc 373 South Fair Oaks 
dena, Calif 

Longren Aircraft Co., Inc 24751 Crenshaw Bivd 
Torrance, Calif 

F. B. MacLaren & Co., Inc., 2 West 18 St., H 
Station, N. Y 

Mechanics Res. Div.. American Machine & Foundry 
1104 S. Wabash Ave., Chicago 5, Ii! 

Minneapolis-Honeywell Regulator Co., Industria 
ucts Group, Wayne & Windrim Aves., Philadelphia 
44, Pa 

National Company, In Guided Missile Div 61 
Sherman St., Maldon, Mass 

National Frost Protection ve 2990 N 
Fernando Bivd., Burbank, Calif 

NORTH AMERICAN AVIATION, INC., 12214 Lakewood 





- 


62 


North Cahuenga Bivd 


aulics, Inc N. Y. International 
30, WN. Y 

v Minneapo! is - Honeywe! Reguiat 
Evans ~ Denver 22, Colo 


Hyde 


Park 


3025 West M 


or 


Ave 


Rd 


Ai 


fe) 


Mass 


Boston 
JORDAN ELECTRONICS. DIV. OF VICTOREEN meray. 
MENT Alhambr 


Bivd., Downey, Calif. SEE ADV. D-166 

North At ant Industries, Inc 603 Main St est 
bury, N 

ORDCO DIV. BERMITE POWDER CO., 11120 r 
ston St., North Hollywood, Calif E ADV. B- 40 

Pa Aero Engineering r 3021 Airport Ave 
santa Monica, Calif 

Panorami Radio Prod 52 Fulton Ave t 
Vernon, N. Y 

Ralph M. Parsons Co The, Electronics Div 
DeLacey Ave Pasader alif 

Petersen Constructior rs 431 W. Chestr e 
Monrovia, Calif 

Pre-F lite  Iinduste es Corp., 16706 Garfield Ave a 
mount, Calif 

RADIATION, INC., P. 0. Box 37, Melbourne SEE 
ADV. C-105 

Reiner Electronics Co., | tre & Glendale S 
Easton, Pa 

Research, In 115 N. Buchanan Ave., Hopk M 

Rototest aboratories, | 2803 Les Flores Bivd 
Lynwood, Calif 

haevitz Engr. Co, P Box 505, Camder N 

Servomechanisms Inc 25 Aviation 8 vo naw 
thorne alif 

SERVO- TEK PRODUCTS CO., 1086 Goffle Re “ 

rne 1 L. ). SEE ADV. C-103 

Summers Gyroscope Co., 250 Broadway, Santa M 

TACTAIR VALVE DIV., AIRCRAFT PRODUCTS CO 
Church Rd Bridgeport Pa. SEE ADV. 0-176 

Tally Register Co., 5300 14th, N. W., Seattle V 

Taylor Engineering Inc., 2100 St. Paw! St., Baltimore 
l Ma 

Telectro Industries Corp., 36-16 37th St., Long 
City 1, NW. Y 

Temco Aircraft Corp., P. 0. Box 6191, Dallas, Tex 

Universal Match Corp., Armament Div P Box 
5841, St. Louis 21, Mo 

Waldorf Instrument Co Electronics Div ‘al gton 
Station, N. Y 

Vashington Aluminum Co lnc Dept. 175, Balt . 
29, Md 

Westinghouse Electric Corp., 3 Gateway Center 
Box 868, Pittsburgh 30, Pa 

D-129 
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Test Equipment, Fuels 


AVCO MANUFACTURING CORP., RESEARCH AND AD- 
VANCED DEVELOPMENT DIV., 201 Lowel! St., Wil- 
mington, Mass. SEE ADV. 3RD COVER 

Erdco Engineering Co., Westgate Official Rd., Addison, 

lit 


Test Equipment, Gear 


American Broach & Machine Co., Ann Arbor, Mich 

CDC Contro! Services, Inc., 400 S. Warminster Rd, 
Hatboro, Pa 

Canada lilinois Tools, Ltd., 
Mills, Ontario, Canada 

Convair Div., General Dynamics Corp., Fort Worth, Tex. 

Eastman Kodak Co., 343 State St., Rochester, N. Y 

Federal Products Corp., 1144 Eddy St., Providence, 
R. 1 

Fellows one Shaper Co., 
field, 

Eleason Wort, Inc., 
3, N 

Goodyear Aircraft Corp., 
15, Ohio 

Greer Hydraulics, Inc 
Jamaica 30, WN. 

Instron ee ” Corp., 


Canton 
INC., SUB. OF, GENERAL PRECISION 


KEARFOTT ‘to. 
EQUIPMENT CORP. 1378 Main Ave., Clifton, N. J 


75 Scarsdale Rd., Don 


The, 78 River St., Spring- 


1000 University Ave., Rochester 


1210 Massilon Rd. Akron 


N. Y 


. Internationa! Airport, 


2500 Washington St., 


Lessells & Associates, Inc., 916 Commonwealth Ave., 


7171 East McNichols Road, 
2, 

NORTH AMERICAN AVIATION, INC., 
Bivd., Downey, Calif. SEE ADV 
Optica! Gaging Products, Inc., 26 Forbes St., 

11, N. ¥ 


+e Lakewood 

Rochester 

Piasecki Aircraft Corp., Island Rd., Internationa! Air- 
port, Philadelphia 42, Pa. 

Schaevitz Engr. Co., P. 0. Box 505, Gamden 1, N. J 

G. Scherr Co. Inc., 200 Lafayette St., New York, N. Y 

B. K. Sweeney Mfg. Co., 6300 East 44 Ave., Denver 
16, Colo. 

The Warner & Swasey Co., Control! Instrument Div., 
34 West 33 St., New York 1, New York 

Waugh Engineering Co., 7842 Burnet Ave., Van Nuys, 
California 

Wester® Gear Corp., P. 0. Box 192, 2600 E. 
Hwy., Lynwood, Calif. 


Imperial! 


Test Equipment, Hardness 


Aireraft © Inc., Woodland Ave., Twin Cities 


Airport, e 





Benton Harbor, Mi 
American Missile Products Co., 
Lawndale, Calif. 
Barber- Colman Co., Rockford, Il! 
BUDD CO., THE, 2450 Hunting Park Ave., Philadelphia 
SEE ADV. A-48 


"5235 Grevillea Ave., 


Services, Inc. 400 S. Warminster Rd., 
Convair Div., 
Greer Hydraulics, Inc., 
Jamaica 30, N. Y 
Monarch Aircratt Sales, Inc., 
Park, Calif 
19s Wyman St., 
~69 


Inc., 8817 Lyndon Ave., 
North Tona- 


General Dynamics Corp., Fort Worth, Tex. 
N. Y Internationg! Airport, 


3311 East Gage Ave 


Waltham 54, Mass 

Stee! City Testing Machines, 
Detroit 38, Mich 

Taber Instrument Corp., 111 Goundry St., 
wanda, N. Y 

Wilson Mechanica! Instrument Div., American Chain & 
Cable Co., Inc., 230 Park Ave., New York 17, N. Y. 


Test Equipment, Hydraulic 


AEROTEST LABORATORIES, INC., 129-11 18 Ave. 
College Point, N.Y. SEE ‘ADV. 0-194 
Aircraft C Inc diand Ave., Twin Cities 
Airport, Benton Harbor, Mich. 
Air-Ex Inc., Montreal Airport, |, Quebec, Canada 
Aero-Test ‘Equipment Co., Inc., 1601 Dragon St., 
Dallas 7, Texas 
—. pays ay! Ind 
1 Silver S 


ASSOCIATED TESTING iags.. INC. 
Caldwell, N. J. SEE ADV. D-192 

BELL AIRCRAFT CORP., Niagara Falls Bivd., Niagara 
Falls, N. Y. SEE ADV. A-46 

Bendix Aviation Corp., Utica Div., Utica, N. 

Bendix-Pacific Div., Bendix Aviation Corp., 
Sherman Way, N. Hollywood, Calif. 

S. F. Bowser Co., Ltd., 344 Sherman Ave., N., Hamil- 
ton, Ontario, 

Bristo! Aircraft (Western) Ltd., P. 0. Box 874, Steven- 
son Field, Winnipeg, Manitoba, Canada 

CDC Contro! Services, Inc., 400 S. Warminster Rd., 
Hatboro, Pa. 

Coleman Engineering Co., Inc., 3500 Torrance Bivd., 
Torrance, Calif. 

Columbia Research & Development Corp., 
anola Ave., Columbus 24, Ohio 

CONSOLIDATED DIESEL ELEC CORP., 880 Canal St., 
Stamford, Conn. SEE ADV. D-209 

Continental Technical Service, 
W. Apple St., Dayton, Ohio 





Agawam, Mass 
‘123 Clinton Rd., 


Y. 
11600 


4608 Indi- 


Inc., Aircraft Div., 29 


D-130 


General Dynamics Corp., Fort Worth, Tex. 

Co., Cambridge City, Ind. 

Inland Testing Laboratories Div., 

on St., Morton Grove, Ill 

CORNELIUS CO. OTHE, 550 39 Ave. N. E., 
apolis 21, Minn. SEE ADV. 0-188 

Dowty Equipment of Canada Ltd., Ajax, Ontario, Canada 

Dynamic Instrument Co., Inc., 28 Carleton St., Cam- 
bridge, Mass. 

Fabrodynamics, Inc., P. 0. Box 445, 15524 S. Broad- 
way, Gardena, Calif 

Fischer & Porter Co., 790 Warminster Rd., Hatboro, Pa 

Gladden Products Corp., 635 West Colorado Blvd 
Glendaie, Calif 

Globe Hoist Co., 
18, Pa. 

Godfrey Engineering Co., Ltd., 480 Metropolitan Boule- 
vard, Lachine, Montreai 32, Quebec, Canada 

Greer Hydraulics, Inc., N. Y. Internationa! Airport, 
Jamaica 30, N. Y. 

Gremco, Inc., 3535 N. Sylvania St 

Haske! Engineering & Supply Co., 
Ave., Glendale 4, Calif 

Heroux Machine Parts, (itd, 340 Thurber St., 
Longueuil, Montreal 23, Quebec, Canada 

Hicks Corp., 1671 Hyde Park Ave., Boston, Mass 

Highland Engineering Co., 1732-42 Berkeley St., 
Santa Monica, Calif. 

Hufford Corp., The, 1700 East Grand Ave., 
Calif 

Hughes Too! Co., Aircraft Div., 
Culver City, Calif 

Hydrodyne Corp., Skinner Sea! Div., 
Canyon Ave., North Hollywood, Calif 

Interstate Engineering Corp., 600 East Vermont Ave., 
Anaheim, Calif 

Jack & Heintz, Inc., 


Convair Div., 
Converto Mfg. 
= Lg? ee 


Minne- 


1000 E. Mermaid Lane, Philadelphia 


Fort Worth, Texas 
1236 South Central 


E! Segundo, 
Florence & Teale Sts. 
7350 Coldwater 
17600 Broadway, Cleveland 1, 


541 Windsor St., Hartford, Conn. 
Brewster, N 


15 Webster St 


Ohio 

Kaha & Co., Inc., 

Kenyon Instrument Co., 

Kistler Instrument Corp 
wanda, WN. Y. 

Ledeen Manufacturing Co 
El Monte, Calif 

Lessells & Associates, Inc 
Boston, Mass 

Loewy-Hydropress Div., Baldwin-Lima-Hamilton Corp 
111 Fifth Ave. New York 3, WN 

Lucas-Rotax Ltd. Box 115, Station H 
Ontario, Canada 

 -- Co., 1121 

lif 

JAS. P. MARSH CORPORATION, 3501 Howard St 
Skokie, Illinois SEE ADV. A-53 

Martin-Decker Corp., 3431 Cherry Ave., 
Calif. 

Mechanics Res. Div.. American Machine & Foundry Co 
1104 S. Wabash Ave., Chicago 5, I! 

Meriam Instrument Co., The, 10920 
Cleveland 2, Ohio 

Merz Engineering, Inc., 
napolis, Ind 

Metal Fabricators Corp., 63 Pond St., 
Mass 

Miller Research Labs. Div., Miller Meta! Products, Inc., 
2215 Russel! St., Baltimore 30, Md 

oes ue Co., Inc., Proner Airport, East 


N. Tona- 
Gilman Rd. & Garvey Ave 


916 Commonwealth Ave 


Toronto 13, 


W. Magnolia Bivd., Burbank 


Long Beach, 


Madison Ave., 


200 S. Harding St., India- 


Waltham 54, 


Aurora, 

ohne L ees Co., 15300 Fullerton Ave., De- 
troit 27, Mic! 

NORTH AMERICAN AVIATION, INC. 
Bivd., Downey, Calif. SEE ADV 

Norwood Controls Unit, Detroit Controls Div., 934 
Washington St., Norwood, Mass 

Danie! Orifice Fitting Co., 3352 Union Pacific Ave., Los 
Angeles 23, Calif.. 9720 Katy Rd., Houston 24, Tex 

Pac Aero Engineering Corp., 3021 Airport Ave., Santa 
Monica, Calif 

Pesco Products Div., be * ee Corp., 
Miles Rd., Bedfor 

PIONEER-CENTRAL “DIVISION, ex AVIATION 
CORP., Davenport, lowa. SEE Al D-208 

Piqua Engrg. Co., South & College co, Piqua, Ohio 

Pre-Flite Industries Corp 16706 Garfield Ave 
Paramount, Calif 

Research, Inc., 115 N. Buchanan Ave., Hopkins, Minn 

Rheem Mfg. Co., Gov. Products Div., 11711 Woodruff 
Ave., Downey, Calif 

Royal Industries, Inc 
hambra, Calif 

Rucker Co., The, 4700 San Pablo Ave., Oakland 8, Calif 

SANBORN CO., 175 Wyman St., Waltham 54, Mass 
SEE ADV. C-69 

Sanders Associates, Inc., 95 Canal St., Nashua, N. H 

Schaevitz Engr. Co., P. 0. Box 505, Camden 1, WN. J 

Schaffer Air Industries, Inc., 290 North Henry St., 
Brooklyn 22, N. Y 

Scientific Engineering Co., 653 11 Ave., New York 36, 
N. Y. 

Sierra-Schroeder Controls Div., Idaho Maryland Mines 
Corp., 2919 E. Victoria, Compton, Calif. 

SPACE CORP., P. 0. Box 5175, Dallas 22, Tex. SEE 
ADV. D-161 

Sprague Engineering Corp., 19300 S. Vermont Ave., 
P. 0. Box 121, Gardena, Calif 

Sun Electric Corp., Chicago Aeronautical Div., 
& Avondale, Chicago 31, Ill. 

Tinius Olsen Testing Machine Co., 
Willow Grove, Pa 

United Mfg. Co. Div., 
Hamden 14, Conn. 

United Metallic 0 Ring Corp., 
Ohio 


12214 Lakewood 
D-166 


24700 North 


1035 Westminster Ave. Al- 


Harlem 
2100 Easton Rd., 
W. L. Maxson Corp., 41 Haig St., 


Box 1035, Dayton 1, 


U. S. Gauge Div., American Machine & Metals, Inc., 
Sellersville, Pa 

Universal Match Corp., Armament Div., 
St. Louis 21, Mo 

Vector Engineering Contractors, Inc., 
Dalias, Tex 

Vickers, Inc. Div., Sperry Rand Corp 
& Engrg. Center, Detroit 32, Mich 

Wells Industries Corp., 6880 Troost Ave., North Holly- 

Call 


P. 0. Box 5841, 
P. 0. Box 35053 


Administrative 


, Design & Mfg. Corp. Div., U. S. Industries 
Bidg. 344, Santa Barbara Airport, Goleta 


Sky Industries, 21301 Cloud Way, Hayward, 


Test Equipment, Ignition 


Aero-Test —— Co Inc 1601 Dragon St., 
Dallas 

AEROTEST LABORATORIES, =, 129-11 
College Point, N. Y. SEE ADV. 0-194 

Air Ignition Div Hall Co 
Burbank Bivd., Burbank, Calif 

Air Logistics Corp., 3600 East Foothi!! Bivd. Pasa- 
dena, California 

Aircraft Components, Inc., Woodland Ave 
Airport, Benton Harbor, Mich 

B. G. Corp., The, 321 Broad A. Ridgefield, N. J 
Bendix Aviation Corp., Fisher Destroit 2, Mich 

BENDIX AVIATION CoRP.. SCINTILLA DIV., Sidney 
N. Y. SEE ADV. D-2 

Bristol! Aircraft (Western) Ltd., P. 0. Box 874, Steven- 
son Field, Winnipeg, Manitoba, Canada 

COC Contro! Services, Inc., 400 S. Warminster Rd., 
Hatboro, Pa 

Convair Div., General Dynamics Corp., Fort Worth, Tex 

Cook Electric Co., Inland Testing Laboratories Div 
6401 W. Oakton St., Morton Grove, Ii! 

Allen 8. DuMont Lab., Inc., 760 Bloomfield Ave., 
Clifton, N. J 

Electronic Brazing Co., 
WN. J 


18 Ave 


3318 W 


Twin Cities 


140 Glenridge Ave., Montclair 


Electronics Division, Van Norman Industries, Inc., 
186 Granite St.. Manchester, N. H 
Generd@i Laboratory Associates, Inc. 17 East Railroad 
Ave., Norwich, N 
Greer Hydraulics, Inc. N. Y 
Jamaica 30, N. Y 
Hewson Co., Ine., The, 
N. J 
Kahn & Co., 
Lucas-Rotax Ltd., 
Ontario, Canada 
Meriam Instrument Co., The, 
Cleveland 2, Ohio 
Microloc Corp., 5808 Mari! 
ORDCO DIV., BERMITE 
ston St., North Hollywood, Calif 
, Gov. Products Div., 11711 
, Calif 


International Airport, 


443 Broad St., Newark 2, 


Hartford, Conn 
Toronto 13, 


Inc., 541 Windsor St. 
Box 115, Station H 


10920 Madison Ave., 


Ave., Culver City, Calif 
R CO. 11120 Cump- 

SEE ADV. 8-40 

Woodruff 

Inc., 290 North Henry St., 

Simpson Electric Co., “a00-18 West Kinzie St., Chicago 
44, Itt 

Snap-on Tools Corp., 8020 28 Ave., Kenosha 

Sperry Gyrscope Co., Div., Sperry Rand Corp 
& Lakeville Rds., Great Neck, N. Y 

Sun Electric Corp., Chicago Aeronautica! Div 
& Avondale, Chicago 31, Ill 

Telectro Industries Corp., 36-16 37th St 
City 1, N. Y 


Wisc 
Marcus 


Harlem 


Long Island 


Test Equipment, Nuclear 


2460 N. Arlington Ave., 


Nuclear Measurements Corp 
Indianapolis 18, Ind. 
Nuclear Products-Erco Div., ACF Industries 
Kennedy Street, N. W., Washington 11 


Test Equipment, Oxygen 
System 


Aero-Test Equipment Co Inc 
Dallas 7, Texas 

Acoustica Associates, Inc., 
N.Y 


Inc., 508 
Dd. C 


1601 Dragon St., 
26 Windsor Ave., Mineola, 


Air Logistics Corp., 3600 East Foothill Bivd., Pasadena, 
California 

Air Products, Inc., 

Airborne Research & Development Corp., 
Fernando Rd., Sun Valley, Calif 

Altitude, Inc., 113 Sheldon St., E! Segundo, Calif 

Aro Equipment Corp., Aircraft Div., Bryan, Ohio 

Aro Equipment of Canada itd. P. 0. Box 515, 
Toronto 15, Ontario, Canada 

The Bastian-Blessing Co. 4201 W 
Chicago 46, Ill 

A. Biederman, Inc., Precision Instruments Labs., 
Airway, Glendale 1, Calif 

Bristol Aircraft (Western) Ltd., P. 0. Box 874, Steven- 
son Field, Winnipeg, Manitoba, Canada 

CDC Control Services, Inc., 400 S. Warminster Rd., 
Hatboro, Pa 

Convair Div., General Dynamics Corp., Fort Worth, Tex 

Cook Electric Co., Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, I!! 


P. 0. Box 538, Allentown, Pa 
7530 San 


Peterson Ave 


1045 
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Fluid Power Inc., Macedonia, Ohio Rucker Co. The, 4700 San Pablo Ave., Oakland 8, Mecnanics Res. Div., American Machine & Foundry Co 
Greer Hydraulics, Inc., N. Y. International Airport, Calif S. Wabash Ave., Chicago 5, I 
Jamaica 30, N. Y SANBORN CO., 175 Wyman St., Waltham 54, Mass Mid-C Continent Mfg., In Datran Electronics Div., 
B. H. Hadley, Inc., 1427 Garey Ave., Pomona, Calif SEE ADV. C-69 1836 Rosec rans Ave., Manhattan Beach, Calif 
Haske! Engineering & Supply Co 1236 South Centra Scientific Engineering Co., 653 11 Ave., New York 36, Miller Researc a, Le . b er Metal Products 
Ave., Glendale 4, Calif S. ¥ 2215 Russe 30, Md 
Mechanics Res. Div., American Machine & Foundry Co., A. 0. Smith Corp., Aero Products-West Div., 900 £ NORTH AMERICAN AVIATION INC., 12214 Lakew 
1104 S. Wabash Ave., Chicago 5, I!! Bal! Rd., Anaheim, Calif Bivd., Downey alif SEE best D- 166 
National Instruments Lab., 828 Evarts St., N. E., SPACE CORP., P ox 5175, Dallas 22, Tex Petersen Construction C Chestr 
Washington, D. C ADV. D- 161 Monrovia 
National Welding Equipment Co., 218 Fremont St., Sprague Engineering Cort l ve 4 Phoer 
San Francisco, Calif P 3 121 jena, C 
PacAero Engineering Corp., 3021 Airport Ave., Santa n tric Co hicago Aeronaut 
Monica, Calif 31, I 
Phoenix Engineered Products, Ltd _ Lawrence Ave 
W., Toronto 10, Ontario, Canad 
PIONEER-CENTRAL DIVISION, BENDIX AVIATION nist ker 
CORP., Davenport, lowa. SEE ADV. 0-208 nited Mfg. Co v Maxson Corp., 41 nee test Laboratories 
Puritan Compressed Gas Corp Aviation Div 201 Hamder Con mwood, Calif 
Grand Ave., Kansas City 8, Mo nited Meta 3 Cors E 1035, Dayt 1 SANBORN CO., 175 Wy 
Rheem Mfg. Co., Gov. Products Div., 11711 0dr. SEE ADV. C-69 
Ave.. Downey, Calif u auge C ner ic & Metals Sanders Associates, I+ 
Schaeffer Air Industries, Inc., 290 North Henry St f e, Pa Stainless Inc M 
Broot yn 22, N. Y ctor Eng ring tra s, In P 8 3 53 Wales, Pa 
tif nents Div., Beckman Instru- P. A. Sturtevant Addis 1, 1 
erton Rd ton, Ca Ir tries Corg 6880 Troost : rth - Taber en = Cort 11 oundry St North 
m Tonaw 
TATNALL ‘MEASURING SYSTaNS ‘ a gy OF 
THE BUDD CO x Phoenixville, F SEE 
4 ADV. A-48 


St., El Segundo, Ca nit Testing Machine Co 


Test Equipment, Pneumatic 


Aero-Test Equipment “ 16 


Dallas 7, Texas alla r 
AEROTEST LABORATORIES, INC., 129-11 18 , 2 nme rt Noodiand Cities Westinghouse Electr rt 
ege Point, N. Y. SEE ADV. 0-194 port, Bentor rbor, M Box 868, Pittsburgh 30, Pa 
Air-Ex Inc., Montreal Airport, Dorva nada r E Mact 
Associated Engineers Inc 1 Silver 


Mass rt d 10, Cor . 4 
ASSOCIATED TESTING LABS., INC., 123 Clinton Rd., COC Control Services : Worminster ee, TeSt Equipment, Ultrasonic 
aldwell, N SEE ADV. D-192 
Bendix Aviation Cors tica Div t 
E Aircraft (Western) Ltd., P Box 874 
Field, Winnipeg, Manitoba, Canada C Electr af ting | ‘ 
The, P Box 1790-A. W., Waterbury s01 W akton s Yi n Gr Texa 
urtiss- v AEROTEST LABORATORIES, INC 
400 S. Warminst d G cs, Inc Y. Internationa port ege Point, N. Y. SEE ADV. D-1 
amaica 3 . 14106 Aetn 
Engineering 
wrance, Calif 
Continental Technical Service 
29 W. Apple St., Dayton, Ohio 
Convair Div. General Dynamics Corp., Fort Worth, Tex 


r 


Conk: Electric Co Inland 19 Laboratories Div 


on St 
CORNELIUS £0. " THE 
apo s 21 nn SEE ADV. 0-188 
Dynametrics Corp Northwest Industria! Park, Bx 
tor Mass E 1 22 den > 
Dynamic Instrument Co., Inc., 28 Carleto t., Cam- arner & Swas Cont I ment OD AVCO MANUFACTURING CORP RESEARCH AND AD- 
bridge “Mass 34 t 33 St ork 1 . VANCED DEVELOPMENT DIV 
Fischer & Porter C 790 Warminster Rd., Hatbor stinghouse £ f 3 teway Center, F t Mass SEE ADV 3RD COVER 
Gladden Pr t rp 635 West Co 
slendale 
Greer Hydra s, I N Internationa 
maica 3 N. Y 
B. H. Hadley, Inc 427 Garey Ave., Pomona 
Haske! Engineering a u Co., 1236 Sout 
Ave., Glendale 4 Az fornia Curtiss-Wright Corp., Wood-Ridge 
Hass Instrument Corp 1 Branch E A 0 C 555 V 34 St New Y 19 DESIGNERS FOR INDUSTRY 
Washington 23, D eve 1 SEE ADV. 
Hicks Corp., 1671 Hyde Park Ave. Boston, Mas A 4 Re ate 4 t t 15 re way 2 
Highland Engineering Co., 1732 Berkeley, Santa Mon ° 
Calif 
Hughes Too! C rcr Div., Florence & Teale Sts Ww 


Aer 


ver City, Ca cweld Mi 9 ve 
Hydrodyne Corp Skinner Seal Div 735 dwater AvCO MANUFACTURING CORP ‘RESEARCH AND AD- 
Sanyon Ave. North Hollywood, Calif VANCED DEVELOPMENT DIV., 2 “A 
Interstate Engineer orp., 600 East Vermont Ave Ma SEE ADV. 3R0 COVER 


Anaheim, Calif Dayton Brown > Ave 
Jack & Heintz, In 17600 Broadway, Cleveland 1, Ohio Ll. 1. Ww. Y 
Kahn & Co., Inc.. 541 Windsor St.. Hartford Brush Instruments Div 
ri - Ave 
Kenyon Instrument Co., Brewster, N. Y BUDD CO., THE, 24 
Walter Kidde & Co I 256 Ma St g . 29, F SEE ADV A a8 
N 


J ntro! Services 


Cleveland 14 hin 


Kidde, Walter & Co. of Canada, Ltd Pa 
Ave., Montreal 9, Quebec, Canada 
Mechanics Res. Div Ame an Machine & 
104 S. Wabash Ave., Chicago 5 
Meta! Fabricators Corp 63 Pond St Walthar 
Mass 
Miehle-Dexter Supercharger Div., Christense 
Fourth St.. Racine, Wisc 
Miller Research Labs. Div., Miller Meta ducts, | : meson te 
2215 Russell St., Baltimore 30, Md Gilmore Industries, 1 3015 \ ind Ave., Cleve ve 
George L. Nankervis C 15300 Fullerton Ave., Detroit nd 20 Rototest 
27, Mich G ‘ c | Internat rport Lynwood 
NORTH AMERICAN AVIATION, INC., 12214 Lakewood Jamaica Schaevitz 
Bivd., Downey, Calif. SEE ADV. D-166 tron r r orp 0 Vashingto t N 
Norwood Controls Unit, Detroit Controls Div., 934 Wash- ‘ 
ngton St., Norwood, Mass . ® t wtonville € V geles 2 
PacAero Engineering Corp., 3021 Airport Ave., Santa tee! Cort 1924 Broadway skland 12 SPERRY PRODUCTS INC.._ 
Monica, Calif . SEE ADV. 0-202 
Propulsion Development Labs., 1120 El Segundo Bivd., t Testing & Resea 
E! Segundo, Calif Boston, Mass 
Rheem Mfg. Co., Gov. Products Div., 11711 Woodruff Loewy-Hydropress 
Ave Downey, Calif lll Fifth Ave., New 
Royal Industries, Inc., 1035 Westminster Ave., Al- Marginat 
hambra, Calif Calif 
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TEST EQUIPMENT 
Test Equipment, Vibration 


Aero-Test Equipment Co., Inc., 1601 Dragon St., 


Dallas 7, Texas 
Aerojet-General Corp., 6352 North Irwindale Ave., 


Azusa, California 


Allied Res. Associates, Inc., 43 Leon St., Boston 15, 
Mass. 

Apptied Design Co., Inc., 1807 Elmwood Ave., Buffalo 
7 y 


,N 

Associated Engineers, Inc., 1 Silver St., Agawam, 

ass. 

AVCO MANUFACTURING CORP., RESEARCH AND AD- 
VANCED DEVELOPM ge DIV, 201 Lowel! St., Wil- 
mington, Mass. SEE A 3RD COVER 

Barry Controls, Inc., 785 ah, St., 


Mass. 
BUDD CO., THE, 2450 Hunting Park Ave., Philadelphia 
29, Pa. SEE ADV. 0-48 


Watertown 72, 


CDC Contro! Services, Inc., 400 S. Warminster Rd., 
Hatboro, Pa 

Calidyne Co., 120 Cross St., Winchester, Mass. 

Century Electronics & Instruments, Inc., 1333 WN. 
Utica, Tulsa, Okia. 

Brush Instruments Div., Clevite Corp., 3405 Perkins 
Ave., Cleveland 14, Ohio 

Columbia Research Laboratories, Macdade Bivd. & 


Bullens Lane, Woodlyn, Pa. 


Conrad, Inc., 141 Jefferson St., Holland, Mich. 


Consolidated Electrodynamics Corp., 300 WN. Sierra 
Madrevilia, Pasadena 15, Calif. 

Convair Div., General Dynamics Corp., Forth Worth, 
Tex. 

Cook Electric Co., Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, Ill. 

Dayton T. Brown, Inc., 1305 Strong Ave., Copiague, 
L. 1, N.Y 

Defense Products Div., Fairchild Camera & Inst. Corp., 
Robbins Lane, Syosset, L. 1., N. Y. 

Flight Refueling, Inc Friendship International Air- 
port, P. 0. Box 1701, Baltimore, Md 

General Radio Co., 275 Massachusetts Ave., Cam- 
bridge, Mass. 

Genisco, Inc., 2233 Federal Ave., Los Angeles 64, 
Calif 

Gilmore Industries, Inc., 13015 Woodland Ave., 


Cleveland 20, Ohio 

Goodyear Aircraft Corp., 
Ohio 

Greer Hydraulics, Inc., N. Y 
Jamaica 30, N. Y 

Gulton Industries, Inc., 
N 

Heiland Div., Minneapolis-Honeywell Regulator Co., 
5200 E. Evans Ave., Denver 22, Colo 

Hicks Corp., 1671 Hyde Park Ave., Boston, Mass 

Kahn & Co., Inc., 541 Windsor St., Hartford, Conn. 

Kay Electric Co., 14 Maple Ave., Pine Brook, N. J. 

Kin Tel, 5725 Kearny Villa Rd., San Diego, Calif 

Kistler Instrument Corp., 15 Webster St., N. Tona- 
wanda, N. Y 

L. A. B. Corp., 981 East Onondaga, Skaneateles, N. Y. 

Land-Air, Inc., 7444 West Wilson Ave., Chicago 31, 
It 

Lessells & Associates, 
Boston, Mass 


1210 Massilon Rd., Akron 15, 
International Airport, 


212 Durham Ave., Metachen, 


Inc., 916 Commonwealth Ave., 


Ling Electronics, Inc., 9937 West Jefferson Bivd., 
Culver City, Calif 
Lockheed Aircraft Service, Inc., Box 33, Ontario, 


Calif 

Loewy-Hydropress Div., Baldwin-Lima-Hamilton Corp., 
1ll Fifth Ave., New York 3, N. Y 

MB Mfg. Co., P. 0. Box 1825, New Haven 8, Conn 

Massa Div., Cohu Electronics, Inc., Hingham, Mass. 

Mechanics Res. Div., American Machine & Foundry Co., 
1104 S. Wabash Ave., Chicago 5, I!! 

NORTH AMERICAN AVIATION, INC., 12214 Lakewood 
Bivd., Downey, Calif. SEE ADV. D-166 


ORDCO DIV., BERMITE POWDER CO., 11120 Cumps- 


ton St., North Hollywood, Calif. SEE ADV. B-40 
Panoramic Radio Prod., 520 S. Fulton Ave., Mt. 
Vernon, Y 


Piasecki Aircraft Corp., Island Rd., International Air- 


port, Philadelphia 42, Pa. 


Pre-Stressei Shock Mount Co., c/o G.D.C., Box 275, 
Elkton, Maryland 

Rheem Mfg. Co., Gov. Products Div., 11711 Woodruff 
Ave., Downey, Calif. 

Rototest Laboratories, Inc., 2803 Los Flores Bivd., 
Lynwood, Calif. 

Royal Industries, Inc., 1035 Westminster Ave., Al- 
hambra, Calif. 

SANBORN CO., 175 Wyman St., Waltham 54, Mass 
SEE ADV. C-69 


Schaevitz Engr. Co., P. 0. Box 505, Camden 1, N. J 
Solartron, Inc 10761 Burbank Bivd., North Hollywood, 
J. 


Calif., 530- 532 Cooper St., Camden, 
Soundrive Engine Co., 3300 Cahuenga Bivd., Los 
Angeles 28, Calif. 
Southwestern Industrial Electronics, Inc., 2831 Post 
Oak Rd., P. 0. Box 13058, Houston 19, Texas 
SPACE CORP., P. 0. Box 5175, Dallas 22, Tex. SEE 
ADV. D-161 

Washington Aluminum Co., Inc., Dept. 175, Balti- 
more 29, , 

Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 
Hwy., Lynwood, Calif. 


Westinghouse Electric Corp., 3 Gateway Center, P. 0 
Box 868, Pittsburgh 30, Pa. 

Wyle Manufacturing Corp., 124 Maryland St., E! 
Segundo, Calif. 


D-132 


Test Stand Equipment 


134 & Perry, Chicago 27, Ill. 


Acme Steel Co., 
1601 Dragon St., 


Aero-Test Equipment Co., Inc., 
Dallas 7, Texas 


Air Logistics Corp., 3600 East Foothill Bivd., Pasa- 
dena, California 
Aircraft Appliances & Equipment, Ltd. 585 Dixon 


Side Rd., Box 177, Toronto 15, Ontario, Canada 
Aircraft Components, Inc., Woodland Ave., Twin Cities 
Airport, Benton Harbor, Mich. 


Airpax Products Co., Fort Lauderdale, Fla. 


Almar-York Co., Inc., 4802 Camp Bowie Bivd., Fort 
Worth, Tex 

Altitude, Inc., 113 Sheldon St., Ei Segundo, Calif. 

American Brake Shoe Co., 530 Fifth Ave.. New York 
36, New York 

Arnolt Corp., Warsaw, Ind 

Aro Equipment Corp., Aircraft Div., Bryan, Ohio 

Associated Co., Inc., 1441 S. McLean Bivd., Wichita 
13, Kans 

Associated Engineers, Inc., 1 Silver St., Agawam, 
Mass. 

Atias Industrial Corp., 856 39 St Brooklyn 32, 
N 

Avtron Mfg., Inc., 10409 Meech Ave., Cleveland 5, 

io 
Benson-Lehner Corp., 11930 Olympic Bivd., Los Angeles 


64, Calif 


A. Biederman, Inc., Precision Instruments Labs., 1045 
Airway, Glendale 1, Calif. 
Bobrick Mfg. Corp., 1839 Biake Ave., Los Angeles 
39, Calif 
Mfg. Co., 52 lowa Ave., Paterson 3, 


Bogue Electric 
N. J. 


Fort Wayne Div., Fort Wayne 2, Ind 
(Western) Ltd. P. 0. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 
BRUNING CO., THE, 601 South Ninth St., Lincoln, 
Neb. SEE ADV. 183 
CDC Contro! Services, Inc., 

Hatboro, Pa 
Coleman Engineering Co., Inc., 
Torrance, Calif 


Bowser, Inc., 
 - Aircraft 


400 S. Warminster Rd., 


3500 Torrance Bivd., 


Com. Air Products Div., A. S. R. Products Corp., 
1201 Rio Vista Ave., Los Angeles 23, Calif 

Cambridge Corp., Lowel! Industrial Park, Lowell, Mass. 

Canadair Limited, P. 0. Box 6087, Montreal, P. Q., 
Canada 

Canadian Research Institute, 46 St. George St., 
Toronto 5, Ontario, Canada 

Champion Ariquipment, Inc., P. 0. Box 8786, Pitts- 
burgh 21, Pa 

C. B. Christiansen Co., 164 Pennington St., Newark 5, 
N. J 

Columbia Research & Development Corp., 4608 Indian- 
ola Ave., Columbus 24, Ohio 

Columbia Research Laboratories, Macdade Blvd. & 
Bullens Lane, Woodlyn, Pa 

Continental Technical Service, iInc., Aircraft Div., 
29 W. Apple St., Dayton, Ohio 

Convair Div General Dynamics Corp., Fort Worth, 
Tex. 

Converto Mfg. Co., Cambridge City, Ind 

Cook Electric Co Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, Ii! 

Cooper Development Corp., 2626 S. Peck Rd., Monrovia, 
Calif 

Cubic Corp., 5575 Kearny Villa Rd., San Diego 11, 
Calif 

Daniel Orifice Fitting Co., 3352 Union Pacific Ave., 
Los Angeles 23, Calif., 9720 Katy Rd., Houston 24, 

The Decker Corp., 45 Monument Rd., Bala-Cynwyd, Pa. 
Tex 

Dynametrics Corp., Northwest Industrial Park, Bur- 
lington, Mass 

Electro Instruments, Inc, 3540 Aero Court, San Diego 
11, Calif 

Enois Equipment Co., 431 South Dearborn St., Chicago 
5, Il 


Fabrodynamics, Inc., P. 0. Box 445, 15524 S. Broad- 
way, Gardena, Calif 

Fischer & Porter Co., 
Pa. 

Flow Corp., 

Ford Instrument 
Thomson Ave., 

Fram Corp., 55 

G. W. Galloway Co., 
Calif 


790 Warminster Rd., Hatboro, 


85 Mystic St., Arlington 74, Mass 
Div., Sperry Rand Corp., 
Long Isiand City 1, N. Y 
Pawtucket Ave., Providence, R. I. 
220 South First Ave., Arcadia, 


31-10 


1326 Walnut St., Wichita, Kansas 
13015 Woodland Ave., Cleve- 


Garwin, inc., 
Gilmore Industries, Inc., 


land 20, Ohio 

Globe Hoist Co., 1000 E. Mermaid Lane, Philadelphia 
18, Pa 

Goodyear Aircraft Corp., 1210 Massilon Rd., Akron 
15, Ohio 

Gordon Enterprises, 5362 North Cahuenga Bivd., North 
Hollywood, Calif 

Greer Hydraulics, Inc., N. Y. International Airport, 


Jamaica 30, N 
HALLAMORE ELECTRONICS CO. DIV., SIEGLER CORP. 
THE, 8352 Brookhurst Ave., Anaheim, Calif. SEE 
ADV. C-79 
Hallikainen instruments, 
Calif 
Haske! Engineering & Supply Co., 
Ave., Glendale 4, Calif 


1341 Seventh St., Berkeley, 


1236 South Central 


Heroux Machine Parts, (Ltd., 340 Thurber St., 
Longueuil, Montreai 23, Quebec, Canada 

Hicks Corp., 1671 Hyde Park Ave., Boston, Mass 

Highland Engineering Co., 1732-42 Berkeley St., 
Santa Monica, Calif. 


C. E. Howard Corp., 9001 Raye Ave., South Gate, 
Calif. 
H ~ Pn Co., Aircraft Div., Florence & Teale 


ulver Calif 
INDUSTRIAL "yest €0 EQUIPMENT CO., 55 E. 
New York 3, N. Y. SEE ADV. D-206 
Instron Engineering Corp., 2500 Washington St., 
Canton, Mass. 
Jack & Heintz, Inc., 


11 St., 


17600 Broadway, Cleveland 1, 


Ohio 
Janke & Co., Inc., 3844 Railroad Ave., Hackensack, 
N 


Kahn & Co., Inc., 541 Windsor St., Hartford, Conn 
Kaiser Stee! Corp., 1924 Broadway, Oakland 12, Calif. 


Kell-Strom Too! Co., 214 Church St., Wethersfield, 
Conn. 

Kittell Lacy, Inc., 10816 E. Fawcett Ave., E! Monte, 
Calif. 

Lane Electronics Mfg. Corp., 7254 Atoll Ave., North 
Hollywood, Calif 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 

Wallace 0. Leonard Inc., 373 South Fair Oaks, Pasa- 
dena, Calif 

Lesselis & Associates, Inc., 916 Commonwealth Ave., 
Boston, Mass 

Loewy-Hydropress Div., Baldwin-Lima-Hamilton Corp., 
lll Fifth Ave., New York 3, N. Y 

Longren Aircraft Co., Inc., 24751 Crenshow Bivd., 


Torrance, Calif. 


Marginator Co., 1121 W. Magnolia Bivd., Burbank, 
Calif. 
Marion ~~ Products Co., Inc., P. 0. Box 1056, 
Marion, Ind 
JAS. P. MARSH CORPORATION, 3501 Howard St., 
Skokie, I!linois SEE ADV. A- 3 
2785 East Maple, Birmingham, 


McGregor Mfg. Corp., 
M 


Mechanics Res. Div., American Machine & Foundry Co., 
1104 S. Wabash Ave., Chicago 5, I! 


Meriam Instrument Co., The, 10920 Madison Ave., 
Cleveland 2, Ohio 

Merz Engineering, Inc., 200 S. Harding St., Indian- 
apolis, Ind 

Metal Fabricators Corp., 63 Pond St., Waltham 54, 
Mass. 

Miller Research Labs. Div., Miller Metal Products, 
Inc., 2215 Russell $t., Baltimore 30, Md 

Moog Valve Co., Inc., Proner Airport, East Aurora, 
N.Y 

George Mt. ey Co., 15300 Fullerton Ave., 
Detro 

NORTH AMERICAN, AVIATION, jm. 12214 Lakewood 
Bivd Downey om SEE A D-166 

Opad Electric Co rra ew York 7, N.Y 

ORDCO DIV. BERMITE maran CO., 11120 Cumpston 
St. North Hollywood, Calif. SEE ADV B-40 

PacAero Engineering Corp 3021 Airport § Ave., 
Santa Monica, Calif 

Pesco Products Div., Borg-Warner Corp., 24700 North 
Miles Rd, Bedford, Ohio 

Petersen Construction Corp., 431 W. Chestnut Ave., 
Monrovia, Calif 

Petrometer Corp., 43-22 Tenth Ave., Long Island City, 
N.Y 

Phoenix Engineered Products, Ltd 750 Lawrence 
Ave., W., Toronto 10, Ontario, Canada 

Photocon Research Products, 421 WN. Altadena Dr., 
Pasadena, Calif 

Piasecki Aircraft Corp., Island Rd., International Air- 
port, Philadeiphia 42, Pa 

Piqua Engrg. Co., South & College Sts., Piqua, Ohio 

Potter Aeronautical Corp., Route 22, Union, N. J 

Pre-Flite Industries Corp., 16706 Garfield Ave., Para- 
mount, Calif 

Propulsion Development Labs., 1120 Segundo Bivd 
El Segundo, Calif 

Ram Meter, Inc., 1100 Hilton Rd., Ferndale, Detroit 
20, Mich 

Recent Jack Mfg. Co., Inc., 11905 Regentview Ave., 
Downey, Calif 

Reiner Electronics Co., Inc., Centre & Glendale Sts., 
Easton, Pa Pa 

Reliance Electric x. Engrg. Co., 24701 Euclid Ave., 


Cleveland 17, 
REVERE CORP. oF ‘AMERICA, 845 North Colony Rd., 
Wallingford, Conn. SEE ADV. D-61 


Rheem Mfg. Co., Gov. Products Div., 11711 Woodruff 
Ave., Downey, Calif 

Rucker Co., The, 4700 San Pablo Ave., Oakiand 8, 
Calif 

Schaevitz Engr. Co., P. 0. Box 505, Camden 1, N. J. 

Schaffer Air Industries, Inc., 290 North Henry St., 


Brooklyn 22, N. Y 


Scientific & Process 'nstruments Div., Beckman Instru- 


ments, Inc., 2500 Fullerton Rd., Fullerton, California 

SPACE CORP., P. 0. Box 5175, Dallas, Texas. SEE 
ADV. D-161 

Sprague Engineering Corp., 19300 S. Vermont Ave., 
P. 0. Box 121, Gardena, Calif 

Stainiess Inc. M & R Division, Third St., North 
Wales, Pa 

Sterling Precision Corp., 17 Matinecock Ave., Port 
Washington, N 

Strata Instrument Co., 323 Snyder Ave., Berkeley 
Heights, N. J 

Sun Electric Corp., Chicago Aeronautica! Div., Harlem 
& Avondale, Chicago 31, Il 

Telectro Industries Corp., 36-16 37th St., Long Island 
City 1, N 

Test Club Co., P. 0. Box 175, Caldwell, N. J 

Thieblot Aircraft Co. Div., Vitro Corp. of America, 
P Box 481, Martinsburg, West Va 

Tinius Olsen Testing Machine Co., 2100 Easton Rd., 


Willow Grove, 
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Twix Manufacturing Co., Inc., 40-09 21 St., Long 
Island City 1, N. Y 
United Mfg. Co. Div., W. L. Maxson Corp., 41 Haig 


St., Hamden 14, Conn 

Vector Engineering Contractors, 
Dallas, Tex 

Vickers, Inc. Div., Sperry Rand Corp., Administrative 
& Engrg. Center, Detroit 32, Mich 

Waco Manufacturing Co., 3565 Wooddale Ave., 
apolis, Minn 

Welding & Steel Fab. Co., Inc., 
Tonawanda, N. Y 


Inc., P. 0. Box 35053 


Minne- 


P. 0. Box 148, 


Wells Industries Corp., 6880 Troost Ave., North Holly- 
wood, Calif 
Western Design & Mfg. Corp. Div., U. S. Industries. 


Inc Bidg. 344, Santa Barbara Airport, Goleta 
Calif 
Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 


Hwy., Lynwood, Calif 


Westinghouse Electric Corp., 3 Gateway Center, P. 0 
Box 868, Pittsburgh 30, Pa 

Whiting Corp., Harvey, Il! 

Test, Hardness 

Airtron Canada Ltd., 300 Campbell Ave., Toronto 9, 


Ontario, Canada 
American Missile Products Co., 15233 Grevillea Ave., 
Lawndale, Calif 
California Testing Labs Inc., 619 E 
Los Angeles 15, Calif 
Convair Div., General Dynamics Corp., Fort Worth, Tex 
Mast Development Company, Inc., 2212 E. 12th St., 
Davenport, lowa 
Magnaflux Corp 


Washington Bivd 


7328 West Lawrence Ave., Chicago 


31, I 

Mechanics Res. Div., American Machine & Foundry Co 
1104 S. Wabash Ave., Chicago 5, I!! 

Meco Inc:, 1401 S. Marshall, Paris 


i 
NEW YORK TESTING LABORATORIES, INC., 47 West 
ma New York 6, N. Y. SEE ADV. 0-198 

cific Transducer Corp., 11836 W. Pico Bivd., Los 
a ~ ®- 64, Calif 
Penn Keystone Corp 


Derby, Conn 


Sheffield Corp The, Sub Bendix Aviation Corp., 
721 Springfield St.. Dayton 1, Ohio 

Stee! City Testing Machines, Inc., 8817 Lyndon Ave., 
Detroit 38, Mich 

Sam Tour & Co. Inc., 44 Trinity Pl., New York 6, 


N.Y 


Testing, Environmental 


= uSTRUENT CO., 600-62 E. Shiawassee, 
SEE ADV. C- 93. 
AEROTEST TABORATORICS INC., 129-11 18 Ave 
College Point, N. Y. SEE ADV. D-194 








Air bag = Inspection In 10801 Sessler St., South 
alif 
ASSOCIATED TESTING LABS., INC., 123 Clinton Rd 
Caldwell, N SEE ADV. 0-192 
olab Testing Cor p., 11615 McBean D E! Monte 
Cali f 


AVCO MANUFACTURING CORP. RESEARCH or AD- 
VANCED DEVELOPMENT Div 
Wilmington, Mass. SEE ADV 3RD COVER. 

BJ Electronics, Borg-Warner Corp 3300 Newport 
Ave., P. 0. Box 1679, Santa Ana, Calif 





Bekins V an & Storage Co Industria! Packaging Div 
1251 nglewood Ave., Hawthorne, Calif 

BELL AIRCRAFT CORP., Niagara Falls Bivd.. Niagara 
Falls, N. Y SEE ADV. A-46 

Belock Inst. Co 112-03 14 Ave., College Point 56 
N.Y 

California Testing Labs Inc 619 E Washington 


Bivd, Los Angeles 15, Calif 
Canadian Applied Research Ltd 

Toronto 16, Ontario, Canada 
Cincinnat Sub-Zero Product 

cincinnati 29, Ohio 
Columbia Research Laboratories 
Bullens Lane, Woodlyn, Pa 
mponent Evaluation Lab. Inc., 
E! Monte, Calif 
Cook Electric Co 


! 
i 


1500 0 Connor Dr 
3930 Reading Rd 
Macdade Bivd. & 


1432 Potrero St 


oO 


2700 Southport Ave., Chicago 14 


Cook Electric Co Inland Testing Laboratories 
6401 W. Oakton St., Morton Grove, | 

Consolidated Electrodynamics Corp 300 WN. Sierra 
Madrevilia, Pasadena 15, Calif 

Convair Div., General Dynamics Corp., Fort Worth, Tex 

Dalmo Victor Co. Div., Textron, Inc., 1515 Industria 
Way, Belmont, Calif 

Joe Davidson & Associates, P. 0. Box 108, South Gate 
Calif 

Dayton T. Brown, In 1305 Strong Ave., Copiague 
in Be SS 


Development Engineering Co., Inc., 9 Cross 

Norwalk, Conn 

DuMont Lab. Inc., 760 

N. J 

Dynametrics Corp., 
ngton, Mass 

Electrical Testing Labs., Inc., 
York 21, N. Y 

Electronic 
North, St 

Environmenta 
yn 27, N 

Flight Refueling, Inc 
P. 0. Box 1701 


Bloomfield Ave., 





Northwest Industrial Park, Bur- 


2 East End Ave., New 


1501 72nd Street 


Communications, Inc 
Petersburg, Florida 
Equipment Co., 369 Linden St., Brook- 
Y 

Friendship International Airport, 
Baltimore, Md 


G. W. Galloway Co., 220 South First Ave., Arcadia, 
Calif 
General Hermetic Hawthorne 


Sealing Corp., 99 East 

Ave., Valley Stream, N. Y 

Giannini Piasmadyne Corp., 
Ana, Calif 


3839 S. Main St., Santa 


Goodyear Aircraft Corp., 1210 Massilon Rd., Akron 15, 
Ohio 

_aee ELECTRONICS CO4 8352 Brookhurst 

ve eim, Calif. SEE ADV. C-79 

THE HALLICRAFTERS COMPANY, 4401 W. Fifth Ave 
Chicago 24, Illinois. SEE ADV. C-101 

Industrial Development Labs., Mechanic St., Attleboro 
Mass 

Instrument Development Labs. Inc Sub. of Roya 
McBee Corp., 67 Mechanic St., Attleboro, Mass 

Instrument Div Philips Electronics, In 750 S 
Fulton Ave., Mt. Vernon, N. Y 


International Radiant Corp., 111 New York Ave., West 














bury, N. Y 

Interstate € neering Corp., 600 East Vermont Ave 
Anaheim, Calif 

Jack & Heintz, Inc., 17600 Broadway Yhio 

Jarry Hydraulics, 4364 St. Denis St is 
Quebec, Canada 

Kaiser Aircraft & Electronics, Div., Kaiser In r 
Corp., Toledo Electronics Piant, P Box 437 


Toledo 1, Ohio 
Lessells & Associates, Inc., 916 Commo 
Boston, Mass 
Lockheed Aircraft Corp 
Burbank, Calif 
Loewy-Hydropress Div Baldwin-L 
111 Fifth Ave., New York 3 
Mechanics Res. Div.. American Machine & F dry 
1104 S. Wabash Ave Chicago § 
Miehie-Dexter Supercharger Div., Chris 


nwealth Ave 
California Div., P Box 551 


ma-Hamilton Corp 


Fourth St., Racine, Wisc 

Miller Industries, 1525 Marion St Grand Haven 
Mich 

Missile Products Div Fruehauf Trailer Co 10940 
Harper Ave., Detroit 32, Mich 

Murphy & Miller, Inc., 618 W. Taylor St., Chicago 7 
i 

George L. Nankervis Co., 15300 Fullerton Ave., Detroit 
27, Mich 

National Frost Protection Co., Inc 2990 WN. San 
Fernando Bivd., Burbank, Calif 

Nat iona Research Corp., 70 Memoria Cambridge 
: lass 


NEW vORK TESTING Lasenareeess, — 37 West 
Street, New York 6 WN. Y SEE 0-198 
NORTH 9 nay AVIATION, INC ane Lakewood 

alif. SEE ADV. 0-166 
ORDCO DIV. ‘BERMITE POWDER CO., 11120 
ston St., North Hollywood, Calif. SEE ADV. B- “40 
Parameters, In 195 Herricks Rd. New Hyde Park 
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Gladden Products Corp., 635 West Colorado Bivd., 


Minneapolis-Honeywell Regulator Co., Industrial Prod- Metal & Thermit Corp., Rahway, N. J. 
ucts Group, Wayne & Windrim Aves., Philadelphia Pennsalt Chemicals Corp., Three Penn Center, Philadel- _ Glendale, Calif. 
44, Pa phia 2, Pa. Globe Industries, Inc., 1784 Stanley Ave., Dayton 4, 
Standard Thomson Corp., Clifford Mfg. Co. Div., 152 Pittsburgh Plate Glass Co., 632 Fort Duquesne Bivd., Ohio 
Grove St., Waltham 54, Mass Pittsburgh 22, Pa. Gordon Enterprises, 5362 North Cahuenga Bivd., North 
Stevens Mfg. Co., Inc., P. 0. Box 1007, Mansfield, Rafi & Swanson, Inc., 100 Eames St., Willmington, Hollywood, Calif. 
Mass Greenleaf Mfg. Co., 7814 Maplewood Industrial Court, 


0 
1 St. Louis 17, Mo. 





Telectro Industries Corp., 36-16 37th St., Long 
“sland City 1, N “Y E. Greiner Co., 22 N. Moore St., New York, N. Y 
m-O-Disc n 7 Crouse St., Mansfield, Ohio 4 Hamilton Watch Co., Allied Products Div., Columbia 
a ee Con 'als Martat 2 Newark 5, N. J. Thread (Cotton, Linen, Ave., Lancaster, Pa. . 
United Control Corp., 4540 Union Bay Pl., Seattle 5, A. W. HAYOON CO., THE, 232 North Elm St., 
Wash Nylon, etc.) St., Waterbury, Conn. SEE ADV. C-91 
nited Electric Controls Co., 85 School St., Water- Industrial Timer Corp., 1407 McCarter Hwy., Newark, 
town 72, Mass Bemis Bro. Bag Co., 408 Pine St., Box 110 St. N. J. 
Metallic 0 Ring Corp., Box 1035, Dayton 1, Lowis 2, Mo JORDAN ELECTRONICS, DIV. OF VICTOREEN INSTRU- 
Firestone Tire & Rubber Co., 1200 Firestone Pkwy. MENT CO., 3025 West Mission Rd., Alhambra, Calif 
utical Products Div., Vapor Heating Akron 17, Ohio SEE ADV. C-95 
Pp : st Jackson, Chicago 4, Ill Grieff Brothers, 506 Broadway, New York, N. Y. Kahn & Co., Inc., 541 Windsor St., Hartford, C 
White Ro dgers s Co., 1209 Cass Ave., St. Louis 6, Mo Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 
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Hyattsville, Md. . ondco on ussell St. Baltimore 30 . 
. . CDC Control! Services, Inc., 400 S. Warminster Rd. 0 DIV., BERMITE POWDER CO., 20 Cumpston 
Thermostats, Liquid System Hatboro, Pa St., North Hollywood ,Calif. SEE ‘ADV. "8-40 
Cook Electric Co., Inland Testing Laboratories Div., Ralph M. Parsons Co., The, Electronics Div., 151 S 
Barber-Colman Co., Rockford, Ili 6401 W. Oakton St., Morton Grove, | Delacey Ave Pasadena, Calif 
Belfab Corp., Municipal Airport, Daytona Beach, Fila. Dynametrics Corp., Northwest Industrial Park, Burl- Pomona Electronics 1126 West Fifth St., Pomona, 
Brandstrom Electric Co., Westport, Conn. ngton, Mass California 
The. P. 0. Box 1790-A. W., Waterbury Highland Engineering Co., 1732-42 Berkeley St., Santa Radex Corp., 2076 Elston Ave., Chicago 14, Il! 
Monica, Calif Radiation Instrument Development, 5737 South Halsted 
orporated, Ashiand, Mass Janke & Co., Inc., 3844 Railroad Ave., Hackensack, St., Chicago 21, Il! 
ro.. 1302 S. Third St., Maywood, I! N. J Ransom Research, P. 0. Box 269, San Pedro, Calif 
Co., 215 Bartholomew Ave., Hart- PacAero Engineering Cort 3021 Airport Ave., Santa Seaboard Electric Products Corp., 417-421 Canal St., 
Monica, Calif New York 13, N. Y 
R. Company Ltd., 300 Campbell Ave., Reliant Industries, 4935 Firestone Bivd., South Gate The Sparton Corp., Sparton Electronics Div., Jackson, 
9, Ontario, Canada Calif Mich 
s-Honeywel! Regulator Co., Industrial Prod- C P. 0. Box 505 Camden 1, N. J Standard Electric Time Co., 89 Logan St., Springfield 
p, Wayne & Windrim Aves., Philadelphia 0 75 Front St., Brooklyn, N. Y 2, Mass 
Vitro Core of America, P. 0. Box 481, Martinsburg Universal Winding Co., 1655 Elmwood Ave., Cranston 
-———~; Thomson Corp., Clifford Mfg. Co. Div., 152 R. I 
St.. Waltham 54, Mass THIOKOL CHEMICAL CORP., 780 N. Clinton, Trenton Vitro Corp. of America, 261 Madison Ave., New York 
UNITED AIRCRAFT PRODUCTS, INC., P. 0. Box 1035, SEE ADV. D- set 16, N. Y 
hio. SEE ADV. B-43 Vec h, Eng neering Contractors, Inc., P. 0. Box 35053, Walkirt 141 West Haze! St., Inglewood 3, Calif 
Corp., 4540 Union Bay Pl., Seattle 5, Dallas, Tex Walser Automatic Timer Corp., Graybar Bidg New 
Wells Industries Corp., 6880 Troost Ave., North York 17, N. Y 
c O Ring Corp., Box 1035, Dayton 1, Hollywood, Calif Waugh Engineering Co., 7842 Burnet Ave., Van Nuys, 
hb California 
tical Products Div., Vapor Heating Webcor, Inc.,—Military Sales, 816 North Kedzie Ave., 
Jackson, Chicago 4, I ’ H Chicago 51, I 
2 xckson, Chicago 4 Ill. Timers, Automatic Interval stan baie & tite. Comm. Oe. U.S. bk 
Co 7500 Thoms Bivd., Pitts- Inc Bidg. 344 Ss. ‘Geter Airport 
‘ ABRAMS a CO., 600-62 E. Shiawassee, Calif 
Lansing, Mich. SEE ADV. C- 93 Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 
The Advanced Products Co., 59 Broadway, North Haven, Hwy., Lynwood, Calif 
. conn WHEATON ENGINEERING CORP., 920 Manchester Rd 
Thermostats, Modulating nants 4333 Ravenswood Ave., Chicago 13, Ill. Wheaton, lll, SEE ADV. D-203 
Autonics >., 5440 Alhambra Ave., Los Angeles 32, 
AiResearch Indus. Div., The Garrett Corp., 9225 " - 4 . . . 7 
Aviation Bivd., Los Angeles 45, Calif. Distributors, 221 Greenwich St., New York ; + 
nate i hn N.Y ‘ Timers, Automatic Sequence 
Brandstrom Electric Co., Westport, Conn. Beckman Instr Berkeley Div., 2200 Wright 
Bristol! Co., The, P. 0. Box 1790-A. W., Waterbury Ave., Richmo ABRAMS INSTRUMENT CO., 600-62 E. Shiawassee, 
Conn Bendix Aviation riez Instrument Div., 1400 Lansing, Mich. SEE ADV. C-93 
F Syiphon Div., Robertshaw-Fulton Controls Co., Taylor Ave a The Advanced Products Co., 59 Broadway, North Haven, 
Pp Box 400 Knoxville 1, Tenn Bendix Aviation 2 a, N. Y. Conn 
Longstaffe, J. R., Company Ltd., 300 Campbell Ave., Bendix-Paci fic x Corp., 11600 Anglo Corp., 4333 Ravenswood Ave., Chicago 13, I!! 
Toronto 9. Ontario, Canada Sherman Way, N. Hollywood Autonics Corp., 5440 Alhambra Ave., Los Angeles 32, 
Minneapolis-Honeywel! Regulator Co Industrial Prod- Ge — n The, D, Oem “3 enwrany 3 a t t 
cts Group, Wayne & Windrim Aves., Philadelphia o, Same. ‘ ES oo B & B Distributors, 221 Greenwich St., New York 7, 
7 Pe Burroughs Corp Defense Sales Div., 6071 Second N.Y 
: Ta , Ave., Detroit 32, Mich Belock Inst. Corp., 112-03 14 Ave., College Point 56, 
oe Contry 4540 Union Gay Pl., Seattle 5, Canadian Applied Research Ltd., 1500 O'Connor Dr., ". Vv 
Wash Toronto 16, Ontario, Canada Bendix on Corp., Utica Div., Utica, N. Y 
nite feta C 0 t ix- Di i : Cor 1160 
ae Metallic C Ring Corp., Box 1035, Dayton 2, Cook Electric Co., 2700 Southport Ave., Chicago 24, —— +s . t. — By — on Corp., 11600 
2 bite! —s —™ ° = Bernco Engineering Corp., 2320 S. Tibbs Ave., P. 0. 
— oy ae Vap-Air Div., 80 E. Jackson St., Cook Elect C Inland Testing Laboratories Div., Box 41037, Indianapolis 41, Ind 
— . 6 W. Oakton St., Morton Grove, | Bristol! Co., The, P. 0. Box 1790-A. W., Waterbury 20, 
Cooper Development Corp., 2626 S. Peck Rd., Monrovia, vane 


- Calif Canadian Applied Research Ltd., 1500 O’Conmor Dr., 
Thimbles Cramer Controls Corp., Centerbrook, Conn. Toronto 16, Ontario, Canada 
Joe Davidson & Associates, P. 0. Box 108, South Cook Electric Co., 2700 Southport Ave., Chicago 14, Ill. 


Y Fitting Corp ustri . itt! A . *s 
Arnay tting Corp., 32 Industrial Ave., Little Ferry, Gate, Calif. Cook Electr Co Inland Testing Laboratories Div., 





N. J lw " ¢ , ' 
Defense Products Div., Fairchild Camera & Inst. Corp. 6401 W. Oakton St., Morton Grove, | 
t re Rope C r ~~ Off Rou aoe - Pus 
Be = " Je e Co., 6 Gregg St., O oute 17, Robbins Lane, Syosset, L. I., N. Y Cooper Development Corp., 2626 S. Peck Rd., Monrovia, 
a: ‘ i , t or Calif. 
Brewer Titchener Corp., The, 112-113 Port Watson DESIGNERS FOR INDUSTRY, 4241 Fulton Parkway, rf m ; 
St Cortiand, N. Y eveland 9, Ohio. SEE ADV. C-96 Cramer Controls Corp., Centerbrook, Conn 
Corbin Products Div., Ohison International Corp., DI-AN Controls, Inc., 40 Leon St., Boston 15, Mass. ar Davidson & Associates, P. 0. Box 108, South Gate, 
Crescent Plaza Bidg., Long Island City 1, N. Y Henry G. Dietz Co Inc., 12-16 Astoria Bivd., Long — 
Dominion Wire Rope, Ltd., 175 St. Joseph St., sland City 2, N. Sees Festete S v Fairchi d Camera & Inst. Corp., 
Lachine, Montreal 32, Quebec, Canada Dimco-Gray Company, 207 East Sixth St., Dayton 2, obbins Lane, Syosset, 1. I., N 
Aircraft Supply Inc., 5 Union Suqare, New hio DESIGNERS FOR INDUSTRY, 4241 Fulton Parkway, 
3, N.Y Eagle Signal Corp., 202 20 St., Moline, Ill cleveland 9, Ohio. SEE ADV. C-96 
Honti Engrg. & Mfg. Co., 1410 De La Torre Way, Electro-Tech Equipment Co., 308 Canal St., New York  !-AN Controls, Inc., 40 Leon St., Boston 15, Mass 
os Angeles 23, Calif. 13, N. Y. Henry G. Dietz Co., Inc., 12-16 Astoria Bivd., Long 
Walter K. Jaros Aircrafters, 48-00 Astoria Bivd., S., Electronic Specialty Co., 5121 San Fernando Rd., Los Island City 2, N. Y 
Astoria, N. Y. Angeles 39, Calif Eagle Signal Corp., 202 20 St., Moline, Ill. 
Electronics Corp. of America, One Memorial Dr., Cam- Electro-Tech Equipment Co., 308 Canal St., New York 
bridge 42, Mass 13, N 
Thinners E te cronics Div., Elgin National Watch Co., Elgin, Electronic Specialty Co., 5121 San Fernando Rd., Los 
Angeles 39, Calif 
Acro Chemical Products Corp., Cleveland Industrial Cen- Farmer Electric Products Co., Inc., 2300 Washington Elgin-Micronics Div., Elgin National Watch Co., Elgin, 
ter, Box 255, Long Valley, New Jersey St., Newton Lower Falls, Mass Til. 
Cooper Industries, Inc., 3722 West North Ave., Chi- General Electric Co., Apparatus Sis. Div., 1 River Rd., Farmer Electric Products Co., Inc., 2300 Washington 
cago 39, iil. Schenectady 5 ,N. Y St., Newton Lower Falls, Mass 
General Electric Co., Insulating Materials Sect., 24 General Sound Control, Inc., 6711 S. Sepulveda Bivd., General Electric Co., Apparatus Sls. Div., 1 River Rd., 
River Rd., Schenectady, N. Y. Los Angeles 45, Calif Schenectady 5, N. Y 
Internationa! Paints (Canada) Ltd., 6700 Park Ave., Gilfillan Brothers, Inc. 1815 Venice Bivd., Los Gilfillan Brothers, Inc., 1815 Venice Bivd., Los Angeles 
Montreal, Quebec, Canada Angeles 6, Calif. 6, Calif. 
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Hollywood, Calif 

Greenleaf Mfg. C 7814 Maplewood Industria! Court 


St. Louis 17 
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SEE ADV C- 95 
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P. R. Mallory & Co Inc., 50 South Gray St 
dGianapolis 6, Ind 

Mechanics Res. Div., American Machine & F dry 
1104 S. Wabash Ave., Chicago 5, | 

Corp., 24 Stone St., New York 4, N. Y 





Miller jResearc h Labs o v., Miller Metal Products 


221 . oe 30. Md 
oRDCO piv “BERWITE POWDER CO., 11120 
ton St orth Hollywood, Calif. SEE ADV B- 40 





Hal Co., The, Electronics [ 151 
Ave., Pasadena, Calif 
Electronics, 1126 West Fifth St Pomona 
a 
Industries, Atias Precision Pdts. Co. Div 
Kensington Aves., Philadelphia 24, Pa 
strument Deve opment 5737 S nn Stead 
St Chicago 21 
Rans Research, P Box 269 _Calit 


Seaboard Electr Products Corp 
New York 13, N.Y 


Sheffield Corp The b., Bendix Aviat C 721 
> gfield S Dayto Ohio 

Stanley Aviation Cors 2501 Dallas St., Denver, Colo 
n ding Co., 1655 mwood Ave., Cranstor 


New York 





Westerr Gear Corp., P Box 192, 2600 E. Imper 
Hwy Lynwood valif 

WHEATON ENGINEERING CORP.. 920 Manchester Rd 
Wheat SEE ADV. D-203 

Timers, Thermal 

8 : ~ Distributor 221 Greenwich St 


BECKMAN & WHITLEY, INC., MISSILE PRODUCTS 





DIV 985 Eas arios Ave ar arlos a 
SEE ADV 8-36 
Bri sto! Co.. The Box 1790-A. W Waterbury 20 
Thomas A disor dustries, Instrument Div.. 49 Lake 
side Ave., West Orange, N 
G-V Controls, In 28 ywood Plaza ange 
N. J 
Electro-Tech Eq ent C 308 Cana t New York 
N.Y 
K Huppert 6830 South Cottage Grove Ave 
ng0 37 0 
Industria! Time n 1407 M arter Hwy Newark 
\ 
Long + re | 30 2 e Ave 
Toronto 9 ta 
as-Rotax i: Box Station H, T n 3 





mtario, C 
ORDCO oiV. “SERMITE POWDER CO., 1112 $- 


St Hollywood, Calif SEE ADV B- 40" 
Telect Industries 36-16 37th 9 and 
ty 1, N.Y 
George Ulanet Market St Newark 5, WN. J 
> River Rd. River Grove 


Reynolds Electr C 3 


Timing Devices 


ABRAMS Shiawassee 


INSTRUMENT CO., 600-62 E 
h. SE 





Lansing E ADV. C-93 
The Advanced Products Co., 59 Broadway, North Haven 
Airpax Pro Ce., Fort Lauderda Fla 
Allegany C 1091 W M a Curr 
berland, Md 
. 4333 Ravenswood Ave., Chicago 13 





Ang 
Aut 


tonics Co 5440 Alhambra Ave., Los Angeles 32 
Calif 

Avie 58-15 Northe Bivd Woodside 77. N. Y 

6 & B Distributors, 221 Greenwich St., New York 7 
N.Y 

Beckman Instruments Berkeley Div., 2200 Wright 


Ave Richmond, Calif 
BECKMAN & WHITLEY, INC., a ~Y Snseuers 
DIV., 985 East Sa arlos Ave 

SEE ADV. B-36 
Belock Inst. Corp., 112-03 14 Ave., Co 
N y 


ege Point 56, 


1959 AVIATION WEEK/SPACE TECHNOLOGY 


BENDIX AVIATION CORP., BENDIX PRODUCTS DIV., 


401 N. Bendix Dr.. South Bend 2¢ 
A-47 
Bendix Aviation Corp 
Taylor Ave., Baltimore 4, Md 
Bendix Aviation Corp Utica Div tic 
Bendix-Pacific Div., Bendix Aviat 


Hollywoo La 








0. Box 1790-A. W 
Deve Labs ¢ 
side 77, N. Y 
f Research Ltd 
Toro lé ‘tario, Canada 
Canadian Research Ins te, 46 e 
tario, Vanada 
e onix 34 VUleande 
Cocoa, Fia 
8 220 Fifth Ave., New * 
rOk ectr C 2700 S rs A 
k e Cc and Tes g ab 
vw axt M tor ¥ 
Coope evelopment Corp., 2626 S eck 
Calif 
amer Contro p., Centerbrook 
Cutiler-Hammer 315 Nort 2 
Wisc 
Obm Research Corp oddard Bidg 
Cocoa Beach, Fila 
Joe Dav dson & Associates 


DESIGNERS “FoR INDUSTRY 
SE 


E ADV 6-96 





eveland 9 
DI-AN Controls, Inc., 40 Leon St 
Henry G Dietz Co Inc 12-16 Ast 
Island City 2, N. Y 
Dimco-Gray Company, 207 East Sixth 
Oh 
yname ore N we 
7 Mass 
agie Sig Corp., 202 20 S oline 
Electro-Te quipment Co 8 Cana 
3, N. Y 
e ates d., 4616 Yonge 
é C 5121 Sa e 
E A a ne Me 
g N 
J. W. Fecke nc 6592 Hailton Ave 
Pa 
sabb Special Product Winds 
Genera! Devices Box 
Gibbs Mfg. C 454 N. Ma ane: 
Gilfillan B ers, In 1815 Venice v 
6, Calif 
Gladder Products VCorp 635 We 
Glendale, Calif 
Gordon Ente 62 N > 
yw re] ‘ 
ee eaf Mf 7é Ma w 
ene ) é \ e ew 
m Vv A cs Prod 
A Ww. HAYDON CO “THE N 
Conn. SEE ADV 1 
Heinemann Elect 
New Jersey 
—_ al Timer Corp 


JORDAN acTReNSS Div 
co 
SEE hov C- 5 








2 pe 808 Wester ve e 
s-Rotax Ltd x > a 
vtar anada 
R. Mallory & 5 a 
a s 6, Ind 
Ma ect 2 € Cc 
eld, Manchester, N. H 
Ma evelopr® C any r 
avenport, lowa 
Me e 2 e New k 
Miller Lat v., M 
2 Russel! St., Balt M 


BERWITE POWDER co 
f. SEE 
Ra pr M Pa 205 T € cect 


Pasadena, Calif 


Hollywood a 


ORDCO DIV 
st St., No 





eLacey Ave 


Pomona e 112¢ e 
California 
Raven Ind e Sox 
Ss 
R ds Ele River Rd., ® 
Rhee vif C Gov. Prod ¥ 
ve whey, Calif 
Schaev gr Box 5 a 
>eaboa e ro] 
New York 13, N. Y 
anda e Time Co., 89 ] 
2, W 
Telect es 36-16 
City N. Y 
Townse gineere du 
S a Ana alif 


BUYERS’ GUIDE ISSUE 


ing 


VICTOREEN 


ADV. B-40 


TITANIUM SHEET 


Universal Wind ¢ nmwood Ave a 
9 
R ‘ 
Vacuum Tube Prods a 
side, Calif 
r . of America ¢ A Ave New x 
n 
\ 
Valk 14 We giewood alif 
Wa i ecisior » M 4 
er vy e Mv 
v » M a Si¢ ‘ eucie v 
ay 2 
Ne - ‘ 4 
Ww ° Mfg d e 
Sidg 44 GSarbera A > 
e €a x 19 2¢ eria 





WHEATON ENGINEERING CORP., 920 Manchester Rd 
EE ADV. 0-203 


Tin 


os i ¥ e ersey ‘ 
Amer x Ave., New k 
N y 
¢ elting & k d Be 
€ k 7 
- & 7 . Ww 
ead “ * k 6 N 


Airse 156 Rockaway 
New York 
t er-# ~ e ) 
atts 
- F nene : 
anada 
PacAe gine j Av 
Mor 
mege x tg ? xKege ew 
Downey » 
Aa . f 


e e Tire & R e 12 Fire Pkw 
Ak 
th and ige New York 4 
N.Y 
& x e a 
Ak ? 
Ak 3 
°] 4 e 
‘ ‘ R 
ye ernation Ay 
a Market Ak t 
Pa wk N N 
uw 
New # ? Rive New 
son ga 
berling R ms k 9, OF 
4 oa ? Bea 
Rud e ea 
New * N 


a k 
a 2 
Akro ? 
es R e “ 
ene 2 & x 2 ¥ 4 A“ 
k 9 h 
2000r Av ¥ f 
5 a : 
anada 
ody ‘ M 2 ‘ 
ke 
* R & 
New x \ 


Titanium Sheet, Alloys, etc. 


Alloy Meta! Sales Ltd 1g Fiee 


D-135 





TITANIUM SHEET 


Bram Metaillurgical-Chemical Co., 
Philadetphia 26, Pa 
Brooks & Perkins, Inc., 
16, Mich, 
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Wilbur B. Driver Co., 

N. J 
Electric Steel Foundry Co 
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356 South Elmwood, Buffalo 1, 


Ontario St., Chicago 11, 


can St., Buffalo 7, N.Y 


Tooling 


American Broach & Machine Co., Ann Arbor, Mich 

Associated Engineers, Inc., 1 Silver St., Agawam, Mass 

Auto-Air Industries, Inc., P. 0. Box 2166, Lansing, 
Mic 

The Barth Corp., 12650 Brookpark Rd., 


h 


Cleveland 30, 


Benne! 
N.Y 

Bristo! A —_ oo Ltd P. 0 Box 874 
Stevenson eld, peg, Manitoba, Canada 

BURNDY “CORP, OMATON DIV., Norwalk, Conn. SEE 
ADV 


Machine Co., 20 Grand Ave., Brooklyn 5, 


Canada : nois Tools, Ltd., 75 Scarsdale Rd., Don 
Mills, Ontario, Canada 
Aircraft Corp., 


C. 8. Christiansen Co., 
J 


Osceola, Wisc. 
164 Pennington St., 


Champion 
Newark 
s 


Continental Technical Service, Inc., Aircraft Div., 
29 W. Apple St., Dayton, Ohio 

Contour Co., 3162 North Rosemead Bivd., Rosemead, 
Calif 

The Cross Company, Park Grove Postal Station, Box 
3835, Detroit 5, Mich 

The Cyril Bath Co., Aurora & Solon Rds., Solon, 
Ohio 

de Lackner Helicopters, Inc., 
Vernon, Y. 

Federal Machine Co. Inc., 
ty 5, N. J 
Firth Sterling, Inc., 

30, Pa. 
G & L Hypro Div., 
Co., 142 Doty St., 
Genaire, Ltd., Municipal 
Ontario, Canada 
Giddings & Lewis Machine Tool Co., 
Too! Div., Fond du Lac, Wisc. 
Gordon Enterprises, 5362 North 
North Hollywood, Calif. 
Hardman Tool & Engineering Co., P. 0. Box 25825, 
1845 S. Bundy Drive, Los Angeles 25, Calif. 
Hayes Aircraft Corp., P. 0. Box 2287, Birmingham, 


Ala 


14 N. Bleeker St., Mt 
809 Garfield Ave., Jersey 
3113 Forbes Ave., Pittsburgh 
Giddings & Lewis Machine Too! 
Fond du Lac, Wisc. 


Airport, St. Catharines, 


Davis Boring 


Cahuenga Blvd., 


D-136 


Induction Heating Corp., 181 Wythe Ave., Brooklyn 
11, N. Y 

INDUSTRIAL TOOL MFG. CORP. SUB., PENDLETON 
TOOL INDUSTRIES, INC. 8150 Marbrisa Ave., 
Huntington Park, Calif. SEE ADV. D-196 

Jonco Aircraft Corp., Sub Fairchild Engine & 
Aircraft Corp., Box 541, Okla 

Jones & Lamson Machine Co., Clint ies 
vt 

Kaman Aircraft Corp., The, 
field, Conn 

Kelley Mfg. Co., P. 0. Box 17, Houston 1, Texas 

Kearns Manufacturing Corp 45-18 Court Sq., Long 
Island City 1, N. Y 

Metout Research Associates, 
cinnati 9, Ohio 

Nationa! Lead Co 111 Broadway, New York 6, N.Y 

0. K. Tool Company, Inc The, Milford, N. H 

Pesco Products Div., Borg-Warner Corp., 24700 North 
Miles Rd., Bedford, Ohio 

Piasecki Aircraft Corp Island Rd 
Airport, Philadeiphia 42, Pa 

Sesco Mfg., Inc., 4th & Prospect Sts., Bridgeport, Pa 

Sheffield Corp., The, Sub., Bendix Aviation Corp., 721 
Springfield St.. Dayton 1, Ohio 

Springfield Cast Products, 124 Switzer Ave., 
fete A. —_w 


P Box 
TEMPLET INDUSTRIES, INC., 701 
lyn 8, N. Y. SEE ADV. 0-204 
Therm-Electric Meters Co New York 
Twix Manufacturing Co Inc., 40- St., Long 
Isiand City 1, 
Wales-Strippit, | 
Wayne Foundry 
Ave., Detroit 
Wheland Company 
tanooga, Tenn 
S 8 Whistler Sons Inc., 753 
Buffalo 23, N 
Winslow Mfg. C 751 East 23rd St., Cleveland 14, 


ae 


Springfield, 


Old Windsor Rd., Bloom- 


3980 Rosslyn Dr., Cin- 


International 


Spring- 


6191, Dallas, Tex 
Atkins Ave., Brook- 


3100 Hubbard 
Mountain Blvd., Chat- 
Military Rd., 


York Gears t 82 Ca Rd 
nta 


Toronto 19 


Los Angeles 
Pittsburgh 


Fort 


4 
Ba 
Bro 


own & Sharpe Mfg 
dence 1, 


Scarsdale Rd., Don 


66 Swayne 


Roc 


Firth Sterling, Inc 11 ss Ave., 
Pa 


Pittsburgh 30, 


G & L Hypro Div., Giddings & Lewis Machine Too! Co., 
142 Doty St., Fond du Lac, Wisc 

General Electric Co Meta 
11107 E. Eight Mile Or 

Giddings & Lewis Machine Too! Co 
Too! Div., Fond du Lac, Wisc 

Guiton Industries, Inc, 212 Durham Ave., 


urgical Products Dept., 
Detroit 32, Mich 
Davis Boring 


Metachen, 

Haynes Stellite C Div., Carbide Corps., Gen- 
eral Office & “Works omo, Ind 

Ingersoll Milling Machine Co., 7 Fulton Ave., 
ford, I 


Rock- 


Kent-Moore Organization, 28635 Mound Road, 
Warren, Mich 

Metallurgical Products Dept., 
237, Roosevelt Park Annex, 

0. K. Too 

Onsrud Cutter Mfg. Co., Inc., 800 East 
Libertyville, Iii 

Severance Too! Industries, 48 lowa Rd., Sagi- 
naw, Mich 

Shearcut Tool Co., 7045 Darby Ave., Reseda, Calif. 

Ski! Corp., 5033 Elston Ave., Chicago 30, Il! 

Snap-on Tools Corp., 8020 28 Ave., Kenosha, Wisc 

Superior Pneumatic & Mfg. Inc., 4758 Warner Rd., 
Cleveland 25, Ohio 

Survival Equipment Co. Div., Victor Tool Co., Oley, 
Pa 

Technical Development Co., 
Glenolden, Pa 

Union Twist Drill Co., Athol, Mass 

Wetmore Too! & Engineering Co., 5320 East Wash- 
ington Bivd., Los Angeles 22, Calif 

J. H. Williams & Co., 400 Vulcar St., 
N. Y 

X-Acto, Inc., 
N.Y 


General Electric Co., Box 
Detroit 32, Mich 
Company, Inc., The, Milford, N. H 


Broadway, 


, 


305 South Chester Pike, 


Buffalo 7, 


48-20 Van Dam St., Long Island City 1, 


York Gears, Ltd., 825 Caledonia Rd., Toronto 19, 


Ontario, Canada 


Tools, Electrical 


Western Div.-Olin 
Cleveland 


Ramset Fasteners, Inc.-Winchester, 
Mathieson Chem. Corp., 12117 Berea Rd., 
11, Ohio 

Dumore Co., 1300 17 St., Racine, Wisc 

Thor Power Too! Co., State & Claims Sts., Aurora, II! 

Millers Falls Co., 57 Wells St., Greenfield, Mass. 

Berkley Vexter Lab., Inc., 50 Frankfort St., Fitchburg, 
Mass. 

Kent-Moore Organization, Inc., 
Warren, Mich 

U. S. Electrical Tool Co., 
cinnati 23, Ohio 

Snap-on Tools Corp., 8028 28 Ave., 

Vulcan Electric Co., 88 Holten St., 

Idea Industries, Inc., 1437 Park Ave., 

Wharton & Wilcocks of America, Inc 
New York 4, N. Y 

Skil Corp., 5033 Elston Ave., Chicago 30, | 

New Piastic Corp., 1026 North Sycamore Ave,, Los 
Angeles 38, Calif 

DeWalt, Inc., Lancaster, Pa 


28635 Mound Road, 


3640 Liewellyn St., Cin- 


Kenosha, Wisc 
Danvers, Mass 
Sycamore, 
17 Battery Pi., 


Tools, Finishing 


Metallurgical Products 
Box 237, Roosevelt Park Annex, 
Industries, Inc., 648 lowa Rd 


Dept., General Electric Co., 

Detroit 32, Mich 

Severance Too! Saginaw 
Mich 

Firth Sterling, Inc., 
Pa 

Skil Cors., 5033 Elston Ave., 

New Plastic Corp., 1026 
Los Angeles 38, Calif 

Buckeye Tools Corp., P. 0. Box 966, 5005 Spr 
Pikes, Dayton 1, Ohio 


3113 Forbes Ave., Pittsburgh 30, 
Chicago 30, I! 
North Sycamore 


ngboro 


Tools, Flaring 


Owatonna Too! Co., 450 North Cedar 
Minn 

Ramset Fasteners, Iinc.-Winchester 
Mathieson Chem. Corp., 12117 Berea Rd 
11, Ohio 

Parker-Hannifin Corporation 
land 12, Ohio 

F. C. Kent Corp., 135 Manchester P 

imperial Brass Mfg. Co., The, 6300 W 
Chicago 48 

Kent-Moore Organizatior Inc 
Warren, Mich 

Snap-on Tools Corp., 8020 28 Ave., Kenosha, Wisc 

Leonard Precision Products Co 9200 Bolsa Ave., 
Santa Ana, Calif 

J. H. Williams & Co., 400 Vi 
N. Y 


>t Owatonna, 


Western Div.-Olir 
Cleveland 


17325 Euclid Ave., Cleve 


Newark, N. J 
Howard 


28635 Mound Road 


Tools, Grooving 


American Broach & Machine Co., Anvr 

Canadian Flight Equipment Cobourg 
St., Cobox urg Ontario, Canada 

Firth Sterti Inc., 3113 Forbes Ave 
Pa 

Giddings & 


Swayne 
Pittsburgh 30 


Lewis Machine Tool Co Da Boring 
Tool Div., Fond du Lac, Wisc 

Kent-Moore Organization, Inc 
Warren, Mich 

Metallurgical Products Dept., Genera! Electric ° 
Box 237, Roosevelt Park Annex, Detroit 32, Mich 

New Hudson Mfg. Co., 56849 Grand River, New Hudson, 
Michigan 

Niagara Machine & Too 
Buffalo 11, N. Y 

Skil Corp., 5033 Elston Ave., Chicago 30 

& Mfg. Inc., 4758 Warner Rd 


28635 Mound Road 


Works, 683 Northiand Ave., 


Superior Pneumatic 
Cleveland 25, Ohio 

Waldes Kohinoor, Inc., 
City 1, N. Y 

Whitney Meta! Too 


47-16 Austell P Long Isiand 


724 Forbes St., Rockford, | 


Tools, Hand 


Aircraft Mechanics Inc., 3200 
Colorado Springs, Colo 
Apex Machine & Too! Co., 
Ohio 

Artos Engineering Co., 
waukee 46, Wisc 

Avionics Tool Co., 14117 
California 

The Beryllium Corp., P. 0. Box 1462 

Billings & Spencer Co., 1 Laurel St., 

Brown & Sharpe Mfg. Co., 235 
Providence 1, R. I 

Buffalo Metal Container Corp., 
11, N 

BURNDY CORP., OMATON DIV., 
ADV. D-159 

Canada Illinois Tools, Ltd., 75 
Mills, Ontario, Canada 

Capewell Mfg. Co., 60 Governor St., Hartford 2, Conn 

Champion De Arment Tool Co., Meadville, Pa 

Chicago, Hartford, Western Divs., Standard Screw Co., 
2701 Washington Bivd Bellwood, | 


North Nevada 


The, Box 952, Dayton 1, 
2757 South 28th St Mi 


Oxnard St., Van Nuys, 


Reading, Pa 
Hartford 1, Conn 
Promenade St., 
35 Roetzer St., Buffalo 
Norwalk, Conn. SEE 


Scarsdale Rd., Don 
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CONTINENTAL MOTORS CORP 
DIV., Muskegon, Mich. SEE 
Continenta 


AIRCRAFT ENGINE 
ADV. A-52 


Technica Service In Aircratt div 
St Dayton, Ohio 


29 W. Apple ’ 
DETROIT STAMPING CO., 350 Midland Ave 
13, Mich. SEE ADV. 0-198 


Detroit 


Elgin, I. 

INDUSTRIAL TOOL MFG., CORP 
TODL INDUSTRIES, INC 8150 Marbrisa 
Huntington Park lif. SEE ADV. D-196 

Jo-Line Tools n tis St 

Kent-Moore 


Warren 


, SUB., PENDLETON 
1! Ave 


puthgate 


Calif 
28635 Mound & 


Road 


h 
Mass 
East S 


Clevelar 
sreenfie 


d 


? 


BURNDY CORP., OMATON DIV., 
ADV. D-159 


Portable 


TA 


~ 
Th 


Kent-h roaniz toad 


Warren, Mich 
PIONEER-CENTRAL DIVISION, BENDIX AVIATION 


CORP 


Davenport, lowa 


SEE ADV 


Lafayette 


D-208 


New York 


Mfg. C 3 

& Sharpe W 

»rovidence 1, R. I 
Res. & Lab 
Woodside 77, N. Y 


romenade 5t., 


Deve 62-10 Woodside 


orp., 405 Lexingt Ave., New York 17, N. Y¥ 


Box 


mpany, Park Grove Postal Station, 


Ra o 


Wisc 
Ave., 


Ra ad 


Rockfor 


Highway, Royal 


120 Weston 


St., 
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* 


USTRIAL TOOL MFG 


OL INDUSTRIES 


INC 


CORP 


SEE 


SuB 


v 


PENDLETON 


19% 





TRACTORS 
Tractors 


Air Logistics Corp., 3600 East Foothill Bivd., Pasadena 
California * 

Aviquipo of Canada 
Montreal, Quebec, Canada 

Baker Industrial Trucks, Division of Otis 
8000 Baker Ave.. N. W., Cleveland 2, 

Caterpillar Tractor Co Engine Division 
li linois 

Clark Equipment Co., 
Battle Creek, Mich 

Four Wheel Drive Auto Co., Clintonville, Wisc 

Frank G. Hough Co., The, 976 Sunnyside Ave., Liberty- 
ville, Ii 

LeTourneau-Westinghouse Co. 
St., Peoria, Ill 

Marmon-Herrington Co 
Indianapolis 7, Ind 

Pettibone Mulliken Corp 
cago 51 I 


Ltd, 636 St. Paul St. W 
Elevator Co 
Ohio 

Peoria 
24 St., 


Industrial Truck D'v., 


2301 North Adams 


Inc., 1511 W. Washington St 


4710 W. Division St., Ch 


Trailers, Truck 


Air Logistics Corp 3600 East Footh Bivd 
Pasadena, California 

Albano Co., The, Aviation Div., 
New York, N 

Brooks & Perkins, Inc., 
16, Mich 

Butler Mfg. Co 
Mo. 

Cambridge Corp., Lowe 

Cemco Industries, Inc 


549-555 W. 54 St 


1950 West Fort St., Detroit 


7400 East 13 St., Kansas City 26 


industrial Park, Lowell, Mass 
Galion, Ohio 
Conmverto Mfg. Co., Cambridge City, Ind 
CRAIG SYSTEMS, INC., 360 Merrimack St 
Mass. SEE ADV. D-193 
Gramm Trailer Corp., P. 0. Box C, Lima, Ohio 
sremco, Inc., 3535 N. Sylvania St., Fort Worth, Texas 
Haveg Industries, Inc., 900 Greenbank Rd, W 
8, Del 
Liggett Supply & Equipment Co 
Elkhart, Ind 
Lockheed Aircraft Corp 
551, Burbank, Calif 
Lynn Coach & Truck Co 
Marmon-Herrington Co Inc 
St., Indianapolis 7, Ind 
Corporation 


Lawren 


mington 
2030 S. Main St 


California Div Box 
Oneonta, N. Y 
1511 W. Washington 
siana Ave 
Brooklyn 7 
vit Corp. of America 
Martinsburg, West Va 
31 & Robertson Aves., Cincinnati 9 


West Bend Equipment Corp., 16 Water St., West Bend 


Wis 


Trainers, Cockpit Procedure 


750 Third Ave., N. Y. 17, N. Y 
America Inc., 175 Fifth Ave 


ACF Industries, Inc 
Associated Prod. of 
New York 10, N. Y 
Aviquipo of Canada 
Montreal, Quebec 
Defense Products, Nuclear Products-Erco 
Industries, Inc Riverdale, Md 
Fairchild Guided Missiles Div., Fairchild Engine & Air 
plane Corp., Wyandanch, N. Y 
Farrand Optical Co., Inc East 
Bivd., New York 70, N. Y 
Genaire Ltd Municipa 
mtario, Canada 
Goodyear Aircraft Corp 
Ohio 
Link Aviation, Inc H 
Lockheed Aircraft Corp 
Branch, Marietta, Ga 
Lockheed Aircraft Service, Inc., 
Otis Elevator Co Electronic 
Brooklyn 5, N 
Rheem Mfg. Co., Gov 
Ave., Downey, Calif 
Sesco Mfg., Inc., 4th & Prospect Sts 
Stanley Aviation Corp., 2501 Dallas St., Denver, Colo 
Temco Aircraft Corp., P. 0. Box 6191, Dallas, Texas 
The Reflectome Corp., Post Rd., Stamford, Conn 
Thieblot Aircraft Co. Div., Vitro Corp. of America, 
P. 0. Box 481, Martinsburg, West Va 


Ltd 636 St. Pa 


Canada 


238th St. & Bronx 


Airport St Catharines 


1210 Massilon Rd., Akron 15 
Binghamton, N. Y 
Products 


crest 
Georgia Div., Specia 


Box 33, Ontario, Calif. 
Div., 35 Ryerson St 
Woodruff 


Products Div 11711 


Bridgeport, Pa 


Training Aids 


AC SPARK PLUG DIV., GENERAL 
1925 E. Kenilworth Place, Milwaukee 1 
ADV. D-167 

ACF Industries, Inc., 
N. Y 

Airline Products Co., 
wood, Calif 

Allegany Inst. Co., 
Cimberiand, Md 

Associated Prod. of America 
New York 10, N. Y 

Aviquipo of Canada 
Montreal, Quebec, 

Chaico Engr. Corp 
Calif. 


MOTORS CORP 
Wis. SEE 


750 Third Ave., New York 17, 


5536 Satsuma Ave., North Holly- 


Inc., 1091 Wills Mountain 


Inc., 175 Fifth Ave 


Ltd., Pau! St. W 
Canada 
15126 South Broadway 


636 St. 


Gardena 


D-138 


Dayton Tech Art Co 1329 Stanley Ave., Dayton 4, 
Ohio 

Defense Products Div., Fairchild Camera & Inst. Corp., 
Robbins Lane, Syosset, L. I1., N. Y 

Defense Products, Nuclear Products-Erco 
Industries, Inc., Riverdale, Md 

DEL MAR ENGINEERING LABORATORIES, Interna 
tional Airport, Los Angeles 45, Calif. SEE ADV 
B-42 

Electronics & X-Ray 
26-12 Borough Pi 

Emerson Electric Mfg. Co 
Louis, Mo 

Engrg. & Prod. Div., Dynamic Electronics-New 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y 

Fairchild Guided Missiles Div., Fairchild Engine & Air- 
plane Corp., Wyandanch, N. Y 

Farrand Optical Co., Inc East 
Bivd., New York 70, N. Y 

Flitton & Kissinger Engineering Corp., 1355 Westwood 
Bivd., Suite 202 Angeles 24, Calif 

Genaire Ltd Municipa Airport St 
Ontario, Canada 

Industries, Inc ect cs 


Div., ACF 


Div F-R Machine Works Inc., 
Woodside 77, N. Y 
8100 Florissant Ave St 


York 


238th St. & Bronx 


Los 
Catharines 


Div., 525 Main St 


First Ave., 8 


Bethpage, N. Y 
Karse 
P. oO. B 


ow Grove, Pa 
Milwaukee 


Dayton 2 


Link Aviatio In 
Lockheed Aircraft 
Branch, Marietta, Ga 
ockheed Airc 
Research Labs 

2215 Russel! St 

n Meta afts Sts 
Philadelphia 53, Pa 
hanisms . 21é 


Corp 


raft Serv 


O'Neil & Assocs 3033 Wilmington Ave., Dayto 
DIV., BERMITE POWDER CO 
North Hollywood alif. SE 


11120 Cumps 
E ADV. B-40 


35 Ryerson 


ton 3st 


19 
ORDCO 
Ave 


‘ 


Instrument 


North 


Henry 


Ave., New York 


4908 Hampden Lane, Washing- 


tandard amer ! 1 Allen Ave Glendale, 
mal if 

Dallas St, 

Highway 22 


Stanley Aviation 
Stavid Engineérir 


Adams 


Thompson-Ram 4 
45215, Airport Station, Los 
Transdyne Corp., 58-15 57th Dr 
C of America, 261 


78, N. Y 
New York 


Maspeth 
Madison Ave 


Vitro Corp 
16, N. Y 
Warner, Inc., 522 
WILDING PICTURE 
Argyle Ave., Ch 


cite York. Wt y 
INC., 1345 
ADV. D-200 


Ave., Ne 
PRODUCTION 
zy a9 SEE 


Transmissions, Fluid 


Lucas-Rotax Lt Box 115, Station H 
Ontario, Canada 

Sundstrand Aviation Div., Sundstrand Machine Too! Co., 
2421 llth St., Rockford, Il! 

Zurn Industries, Inc Mechanica 
Div., 1982 Pittsburgh Avenue 


Power Transmission 


Erie, Pa 


Transmissions, Mechanical 


Advance Gear & Mach 5851 Holmes Ave 


Los Angeles 1, Calif 
Aircraft, Sales Mfg 
Hartford, Conn 
Cleveland Worm & 
land 4, Ohio 
Falk Corp The 
Wisc 


Fenn Co., The, P. 0. Box 235 


Gear Co., 3300 East 80 St., Cleve- 


3001 Canal St., Milwaukee 1 


West 
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Hupp Aviation 6633 West 65 
38, lil 

The Lima Electric Motor Co., Findlay Rd., Lima, Oh 

Piasecki Aircraft Corp., Isiand Rd., Internationa! A 
port, Philadeiphia 42, Pa 

Precision Gear Products, Inc 132 lowa 
son 3, N. J 

Reliance Electric & 
Cleveland 17, Ohio 

Revco, Inc 1900 Lyndale 
Minn 

The Snow-Nabstedt 
Hamden, Conn 

Technical Products Div., Waste King Corp 
Bivd., Los Angeles 58, Calif 

Western Design & Mfg. Corp. Div nited 
Industries, Inc., Santa Barbara Airport, Goleta, Ca 

Western Gear Corp., P Box 192, 2600 E. Imper 
Hwy Lynwood, Calif 

Westinghouse Electr 
Box 868, Pittsburgh 30, Pa 

York Gears, Ltd., 825 Caledonia Rd Toronto 
Ontario, Canada 

Zurn Ir t Inc Mechanica 

Pittsburgh Avenue 


Company 


Ave 


24701 


Euclid Ave 
Ave. So 


Corp., Atlas & Welton Sts 


bea 


4600 Pacifi 


3 Gateway Center 


Vorp 


Trucks, Airport Crash 


Cardox 
Chicago 1 
Four Wheel Drive Auto 
Marmon-Herrington 
Indianapo|lis 
Oshkosh Motor T 
Wisc 
Pyrene Mfg 
Toronto 
Walter Mot 
N y 


Trucks, Fork Lift 


LeTourneau, 
Tex 
Lewis-Shepard P 


view 


town, Mass 
Engineering 
nN. Y 
Montgomery Engineer 
34, Michigar 
Pettibone Mulliken C 
Silent Hoist & Crane Co 
N y 
Yale & Towne Mfg. Co 
delphia 15, Pa 


Trucks, Fueling 


Air Products, Inc., P. 0. Box 
Bowser, Inc., Fort Wayne Div 
Butler Mfg. Co., 7400 East 13 
Mo 
Cambridge Corp., Lowell Indust 
emco Industries, In Galion 
abricated Steel Service 
Bivd., North Hollywood, Ca 
ut Wheel Drive Auto Co 
Hufford Corp 1700 
Calif 


The East 


Lapeer Mfg. Co., 1144 West 
Lewis-Shepard Products, Inc 
town, Mass 
Marmon-Herrington Co 
St., Indianapolis 7 
Truck 


Motor 


Ishkosh 


Wis 


Trucks, Industrial 


Allis-Chalmers Mfg. Co., P. 
Wisc 

American Pulley 
delphia 29, Pa 

Automatic Transportation Co. Div., Yale & T 
Co., 101 W. 87 St., Chicago 20, I! 


Co., 4200 Wissahicken 


BUYERS’ GUIDE ISSUE 


cago 


5 


Pater- 


Minneapolis 5 


>tates 





Baker Industrial 1 ks, Division of Otis evat 
8000 Baker Ave., N. W., Cleveland 2, Ohio 

William Bail Corp., 2 Johnson St., Newark 5, N. J 

Dayton T. Brown, Inc 1305 Strong Ave., Copiague 
Ll. 1, N.Y 

Clark Equipment ( Industria! Truck D 24 
Battle Creek, Mich 

Colson Corp., Jonesboro, Ark 

Cromer Mfg. & Eng 
Angeles, Calif 

Fabricated Stee ervice, | 
Bivd., North Hollywood, Calif 

Fairbanks Co., The, 393 Lafayette St 


Frank G ough Co The, 976 Sunr 


Lamson Mob 
Oregon 
Lewis-Shepard 


Tube Assemblies, Ignition 
Cross 


Tubing, Capillary 
(Instrument) 


e American Brass Co Waterbury, Conn 


rican Silver C Ir , 36-07 Pr 


N. Y 
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TUBING, NONMETALLIC 


A. B. MURRAY CO., I 
SEE ADV. A-56 


SERVICE STEEL DIV., VAN PELT CORP., 
2, Detroit 32 h. SEE ADV. D-200 


WOODSIDE ENGINEERING CO. 92 w ‘ 
k k SEE ADV. 0-198 


4 


Tubing, Nonmetallic 


AMERICAN SUPER-TEMPERATURE WIRES 
, t ‘ t. SEE ADV 


ARROWHEAD PRODUCTS 
SEE ADV. 0-187. 


CONTINENTAL-DIAMOND FIBRE CORP 
t., Newark, De SEE ADV. A-48 





TUBING, NONMETALLIC 


Hitemp Wires Inc., 1200 Shames Dr., Westbury, N. Y sages California Corp., 941 E. Marylind, Claremont, J. A. Bozung Co., 9401 Whitmore St., Rosemead, Calif. 
Johns-Manville, 22 East 40 St., New York 16, N.Y Cal Carmac Aviation, 8414 San Fernando Road, Sun Valley, 
Louthan Mfg. Co., P. 0. Box 781, East Liverpool, ARROWHEAD PRODUCTS, 2350 Curry St., Long Beach, California 
nio Calif. SEE ADV. 0-187 Champion Aircraft Corp., Osceola, Wisc 
Market Service Dept., Ren Plastics, Inc., 5144 S Babcock & Wilcox Co., The, Tubular Products Div., Cc. 8. Christiansen Co., 164 Pennington St., Newark 5, 
Cedar Ave. Lansing 9, Mich Beaver Falls, Pa N. J 
Mechanical Rubber Products Co., Warwick, N. Y. Baker Stee! & Tube Co., 1540 Calzona St., P. 0. Box Colonial Aircraft Corp Sanford, Maine 
I ator Minnesota & Mfg. Co., 23416, Sta. Lugo, Los Angeles 23, Calif Cook Electric Co., Inland Testing Laboratories Div., 
henectady 1, N J. Bishop & Co. Platinum Works, Malvern, Pa 6401 W. Oakton St., Morton Grove, [Il 
P. 0. Box 223, W. Hanover, Bowstee! Dist. Canada, Ltd., 7001 Cote des Neiges Rd Cromer Mfg. & Eng. Co., Inc., 2138 E. 88 St., Los 
Montreal, Quebec, Canada Angeles, Calif 
canized Fibre Co., P. 0. Box 311, Wilming- Bram Metallurgicai-Chemica > 820 65th Ave Curtiss-Wright Corp., Wood-Ridge, N. J 
. Philadelphia 26, Pa. Curtiss-Wright Corp., Metals Processing Div., Buffalo, 
ll Randolph Ave., Woodbridge, N. J Centrifugaliy Cast Products Div., The Shenango Furnace N. Y 
Div General Motors Corp., Warren, Co., Dover, Ohio D-K Mfg. Co., 5059 So. Kedzie, Chicago 


Chase Brass & Copper Co., 236 Grand St., Waterbury Darco Industries, Inc 2151 E. Rosecrans Ave 
yorocarbon Company, Inc., 1115 Worth Conn Segundo, Calif 
Philadelphia 4, Pennsylvania Copperweld Stee! Co., Ohio Seamless Tube Div., Shelby, Drayer-Hanson Div National- S. Radiator Cor 
The, Reading, Pa Ohio P. 0 ‘ nal Annex, Los Angeles 
Rio Grande, N. J Crucible Stee! Co. of America, Henry W. Oliver Bidg., 
Roseland, WN. J Mellon Sq., Pittsburgh 30, Pa u r x North 


Island Ave., Satavia 
C 21 a1 Northwest 25 Ave., 


e, 2680 Lake St., Melrose Park, I!! Curtiss-Wright Corp., Wood-Ridge, N. J 
Roberts & Co., Danbury Rd., Wilton, Conn Curtiss-Wright Corp., Metals Processing Div., Buffalo 
Snyder & Son, Inc., 24.3 No. Jasper St., Phila- N.Y 
delphia 25, Pa Drummond, McCall & Co., Ltd., 930 Wellington St., apolis 
Southern Plastics Co., 408 Pendleton St., Columbia, P. 0. Box 219, Montreal, Quebec, Canada Ex-Cell-O Corp 
S.C Electric Steel Foundry Co., 2141 Northwest 25 Ave., London, Ontaric 
Stevens Products, Inc., 86-88 Main St., East Orange, Portiand 10, Oregon Flexonic 
N.J Garlock Packing Co., The, Palymra, N. Y Formes 
Superior Steatite & Ceramic Corp., 83-19 W. Forest International Nickel Co., Inc., The, 67 Wa t Gar 
Ave., Englewood, N. J York 5, N. Y Griscom-Russe 
Synthane Corp., Oaks, Pa F. C. Kent Corp., 135 1c t Newark, N. J Equip, Corp Mass 
S. Gasket Co. Div., Garlock Packing Co., The, 608 Mackenzie Walton Corp g ’ cket Ave., Paw- Hardman Tool & Engineer ~- 
N. Tenth St., Camden 1, N. J tucket, L 1845 ’ Drive Los 
Varfiex Corp., 507 West Court St., Rome, New York Mallory Sharon Metals Corp s, Ohic Huber 
Westi nghou sse Electric Corp., 3 Gateway Center, P. 0. Michigan Seamless Tube 
Box 868, Pittsburgh 30, Pa Midcontinent Tube Servic ] Lee , Evanston, 
Westline Products Div., Western Lithograph Co., 600 tT 
E. Second St., Los Angeles 54, Calif A. B. MURRAY CO., INC., 
Wilmington Fibre Specialty Co., New Castle, Del N. J. SEE ADV. A-56 
Yardiey Plastics Co., 142 Parsons Ave., Columbus, Ohio National Tube Div., U. S 
Young Development Laboratories, Inc P. 0. Box A, Penn Piace, Pittsburgh 30 
Ro N Pacific Tube Co., 5710 Smithwa t., Los Angeles 22 
Sub., Minnesota Mining & Mfg Calif 
West 135 St., Gardena, Calif Phelps Dodge Copper Products Corp 300 Park Ave., 
Zippertubing Co., The, 752 S. San Pedre St., Los New York 22, N. Y LAVELLE AIRCRAFT corP 
Angeles 14, Calif Precision Tube Co., Inc., Wissahickon Ave. & Church Pa SEE ADV. A- _ 
Rd., North Wales, Pa edkote > 
Revere Copper & Brass, | 230 Park Ave., New 


Tubing, Rubber noone’ tia \ Company, 6601 West Broad Street, 


Richmond 18, Virginia 
Actionflex Div., Orchard Industries, Inc., 912 West SERVICE STEEL DIV., VAN PELT CORP., P. 0. Box 
State St., Hastings, Mich 532, Detroit 32 ch. SEE ADV. 0-200 
A nductors, 367 a a oe “Us Calif. uperior 30 1 N stown, Pa 
Auburn Mfg. Co leto m n 6 
ARROWHEAD ‘PRODUCTS "DIVISION FEDERAL-MO- taniurr a . " a, 233 Broadway, 
GUL-BOWER BEARINGS, INC., 2300 Curry Street, 
ong Beach 5, Calif. SEE ADV. D-187 


407 


Hard Rubber Co., The, 407 East St., New 


hio 


Garden City 
1200 Firestone Pkwy., Tube Methods 
Montgomery 
Huntington Park, Tube Reducing Co 520 WN Ave., Wallingto 
Uniform Tubes, Inc., | Collegeville 2, Pa 
. 9 Co 


Broadway, Denver J. S orp am Penn Pl., Pittsburgh 


Chemical & Metal- : tee 208 S. La 
ie ; ic 
of The B. F co Court St., Rome, New Yo 
ron 18, Ohio stl r $ t L thogr aph Co "600 
Kitchener, Ontario, Resistoflex Corp., Roseland 
Pittsburgh _— _ Ce Gov Products 


alif 


ROHR AIRCRAFT CORP., Foot of H. 
Fie 


Blvd 


ch Ind. Prods. Co., South Main St., Akron 


Co., 22 N. Moore St., New York, N. Y. Calif. SEE ADV. D-168 
eld, San 


L Sons Ltd., 341 Er St Stratford . ° Ryan Aeronautical Co., Lindber 
tas * St, Statfors Tybular Fabrications call . 

cha & Rubber, Ltd, 114 O'Hara Ave., ° Safway Stee! Products, Inc., 6228 W. State St 
ee S Otte, MY & Assemblies waukee 13, Wis. : 


t-Robins, Inc., Glenbrook P. 0., Stamford, Conn. ( Special Products Dept., Dresser Mfg. Co 
Rubber Co., Brea, Calif To Specifications) Ave., Bradford, Pa 
al Rubber Products Co., Warwick, N. Y ‘ Stainless Steel Prods., Inc., 2980 San 
“ dvanced ectronics, Inc n ' Wwe Burbank, Calif 
Toledo 2, Ohio Conn Tube Reducing Corp., 520 Main Ave., Wa 
Passaic, eroqu nac B7 £ gelan . nt Turbo Products, Inc., 12177 Montague 
2 
Danbury Rd., Wilton, Conn <A - _— = — ee 4. ~— 4 Ty 3 -~ 
Co., 4143 Monroe St., Toledo etna £ na C ] Aetna t n Nuys WEATHERHEAD CO., THE, 300 l 
alif 4 8, Ohio. SEE ADV. A-43, D- ise 
2413 No. Jasper St., Phila- rconducto 7 East rdena C Westholt Mfg r 925 W. Harry, Wichita 
N r ’ Westinghouse c C 3 Gateway Center 
Marilyn Ave., Culver City, ss - . . Box 868 Pj ttsb surgh 30, Pa . 
y - eo a Ave., North Holly- WOODSIDE ENGINEERING Cco., W. Gra 
nited States Rubber Co., 123C Ave. of the Americas, > 2 Franklin Park s See. ADV D- 198. 
New York 20, N. Y Produ ; ns Ave., Waukesha, Woolf Aircraft ‘ 3441 Filbert St 
Products Div., Western Lithograph G@o., 600 S Box 270, Wayne a a 
ond St., Los An 54, Calif minum meric 50] - ¢ 7 
> p s geles 5 a inu of erica Alcoa Bidg., Pitts- oung Development La es, Inc., P. 0. Box A, 
tics Co b., Minnesota Mining & Mfg. r Rocky H N. J > 
West 135 St., Gardena, Calif. ne ) 


ett St 


Ave 


Haven 


ice ‘ ‘ » 
a an Arnolt Corp., Warsaw, Ind Tungsten, (Rod, Wire & 
g, ARROWHEAD PRODUCTS DIVISION FEDERAL- MO- 
GUL-BOWER BEARINGS, INC 0 r t Sheet) 

Airconductors, 367 East Olive, Gardena, Calif. Long Beach 5, Calif. SEE ADV. D- 87 
Allegheny Ludium Steel Corp., Oliver Bidg., Pitts- The Barth Corp., 12650 Brookpark Rd., Bram Metallurgica 

burgh 22, Pa Cleveland 30, Ohio Philadelphia, 26, Pa 
Alloy Metal Sales Ltd., 181 Fleet Street East, Toronto Bell Aircraft Corp., Niagara Falls Bivd., Niagara Falls Corbin Products Div Ohison International Corp., 

2, Ontario, Canada N. Y Crescent Plaza Bidg., Long Isiand City 1, N. Y 
The American Brass Co., Waterbury, Conn Bernco Engineering Corp., 23 Tibbs Ave., P. O Eisler Engineering, 760 S. 13th St., Newark, N. J 
Ampco Metal, Inc., 1745 South 38th, Milwaukee 46, Box 41037, Indianapolis 41, Ind Fansteel Metallurgical Corp., 2200 Sheridan Rd., 
Wisc. J. Bishop & Co. Platinur Malvern, Pa. North Chicago, Illinois 
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Hamiiltor ied Products Div., Columbia 
Ave., Lancaster 

A. 0. Mackay, Inc., 198 Broadway, New York 38, N. Y. 

Mallory Sharon Metals Corp., Niles, Ohio 

Metals & Controls Corp., General Plate Div., 
St., Attlebor Mass 

Sylvania Electric Products Inc., 1740 Broadway, New 
York 19 " Y 

Westinghouse § tric Corp 3 Gateway Center, P. O 
Box 868, Pittsbur gh 30, Pa. 


41 Forest 


Turnbuckles 
Inc., Woodland Ave., Twin Cities 
t bor, Mich 
ar rcraft Products Inc 
Highway, Harbor City, Calif 
n 1205 38th Street 


1311 West Pacifi 
Brooklyr 


dustrial Ave Little Ferry 


stries, 116 Nei! St Memphis 
orp Boyertown, Pa 
Bethiehem, Pa 
The, Precision Threaded Products 
Hartford 6, Conn 
1839 Blake Ave., Los Angeles 39 


13 Port Watson St 
nison International Corp 
"9 Island ty 1, N. Y 
175 St. Joseph St.. Lachine 

Canada 
1401 Freeman Ave 


Rapistan Bidg 


dated Western Stee 
Angele 


Upholstery (See Also 
Specific Materials) 


de! Leather WN 34 on Ave Newark 5 

Text ileather Tire & Rubber Co., 607 
fadison A Ohio 

J. H. Thorp & C Inc., 425 East 53rd St., New York 
a =. Vv 


Vacuum Caps, Rubber 


Acushnet Process P. 0. Box 916, 


$s 


New Bedford, 
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Colonial Rubber 
Firestone Tire 
Akron 17, Ohio 
Gutta Percha & 
Toronto 3, Ontari 
Mechanical Rubber 
Minnesota Rubbe 


Vacuum Systems & Controls 
(See Also Specific Parts) 


heste 


GUAROITE “C6., " AMERICAN-MARIETTA 
Box 88, Whee 3 


SEE ADV 0-206 


RANDALL ENGINEERING corP ? “ 
¢ f SEE ADV D-203 


Valves, Accumulator- 
Charging 


nterstate £ 
Anahein 
Kenyon Instrument Co., Brewster, N 
PROTOTYPE RESEARCH, INC 1 Rayme 
Nort Hollywood, Calif. SEE ADV. 0-201 
RANDALL es CORP... 59 
An SEE ADV D- 20 3 


470 Vanderbilt Ave., 8 


BUYERS’ GUIDE ISSUE 


VALVES, AIR 


€ hroede t dab M. i Mines 


SOLAR AIRCRAFT ‘CO 
my ADV A- 58. 


WATERMAN ENGINEERING CO 


AIRCRAFT 
ADV 0-204 ‘. 


HYDRO-AIRE 
SEE ADV 


PROTOTYPE RESEARCH, INC 13148 Ray 
SEE ADV — 
RANDALL ENGINEERING CORP. 5933 y 
f. SEE — 0- 203" 
SOLAR “AIRCRAFT co ; Hwy 
f. SEE ADV. A-58 
& Ww 


UNITED AIRCRAFT PRODUCTS, INC 
SEE ADV. B-43 


rg-War 


WHITTAKER CONTROLS DIV TELECOMPUTING 
CORP N. Cit ve, Los Angeles 


SEE Apv ”B-4l 


Valves, Air 





VALVES, AIR 


Champion Aircraft Corp. sceola, Wisc 
ry Dynamics, 408 Ju..yero, San Gabriel 
0 Div., Reed Roller Bit Co. P. 0. Box 
Houston, Texas 
Com. Air Products Div., A. S. R. Products Corp., 
Rio Vista Ave Los Angeles 23, Calif 
CORNELIUS CO., THE., 550 39 Ave, WN. E 
apolis 21, Minn. SEE ADV. 0-188 
Crane Company, 836 S. Michigan, Chicago 
ar Industries In Val-Aero Div 2151 
Ave., El Segundo, Calif 
Co., The, Phillips Ave., 
Co., 13457 
185, Norwalk ~—_? 
Aviation Assocs 1 Freeman 
087, Long Beach = Calif 
rcraft Products Corp., Sub. of The Weather- 
229-251 River St., Orange, N. J 
1425 First St.. San Fernando, Calif 
Kingston, N. Y 
38 Neponset Ave 
West Broadway 
Robertshaw-Fulton 
Knoxville 1, Tenn 
171 N. Chico 


Calif 
2119, 


1201 


Minne- 


Toledo 1, 
Excelsior Dr 


Ave., P 


Foxboro, Mass 


Glendale 4, Calif 


Controls Co 


Monte 


x. 


Inc., 190 Henry St., Stamford, 


Controls Ceo 801 Allen Ave Glendale 1 


Brothers, Ir 1815 Venice Bivd., Los Angeles 
f 


West Colorado 
Minneapo 
o Bivd 


s St., Oakland 


348, Coraopolis 


C Connect 


ngford 
hrey Products Div., General Gas Light C 202- 
Kalamazoo, Mich 
Huyck & Sons, Waldorf Instrument 
. _ © 
Research 
Burbank, Calif 
HYDRO-AIRE, INC., 3000 
SEE ADV. D-175 
Hydrodyne Corp., Skinner Seal Div 
anyon Ave., North Hollywood, Calif 
sabes Inc., 70 Okner Pkwy., Livingston, N 
East Vermont Ave 


& Mio 2835 N 
Winona Ave., Bu 


7350 Coldwater 


ate Engineering Corp., 600 
aatisien Calif 
Aircraft Div., Surface 
Co 
+ 


Janitr Combustion Corp., 4200 
Surface Rd mbus 4, Ohio 
Kenyon Instrument Co., Brewster, N. Y 
Walter Kidde & Co., Inc., 256 Main St 
N. J 


Belleville 


Walter & Co. of Canada, Ltd., 5500 Royalmount 
M 9, Quebec, Canada 
Products Co., Inc. Sub 
Dayton 4 


ontreal 
Aircraft 
Machine Co ace ad St 
Kohler Co Kohle 
KOONTZ WAGNER ELECTRIC CO., INC., 516 N. Mich 
Ave., South Bend 1, Ind. SEE ADV. D-191 
ng f 310 Euclid Ave., San Diego 12, Calif 
ear, In 3171 S. Bundy Dr., Santa Monica, Ca 
Ledeen Manufacturing Co., Gilman Rd. & Garvey Ave 


te. Calif 


New Britain 
Ohio 


¢ 


Leonard Inc., 373 South Fair Oaks, Pasa- 
‘ 
Glen Head, N 


Corp., Y 
Clifford St 


rcraft, Inc 140 Newark 5 


118 Indianwood Rd., Lake Orion, Mich 
Corp., Boonton Ave., Boonton, N. J 
114 North Knox Ave., 


College Point 


Welding Equipment Fremont St 
ncisco, Calif 

Canada) Ltd., 1425 The Queensway 
Toronto 14, Ontario, Canada 
Products Corp 01-32 101 St 

16, N.Y 
Parker Aircraft Co., 5728 West Century Bivd 
Angeles 45, Calif 
Bros. Ltd., P. 0. Box 1040 


Etobi- 


Meta 


Montreal, Quebec, 


Corp., 43-22 Tenth Ave., Long Island City 


Borg-Warner Corp., 24700 North 


Ahi 


Products Div 
Rd., Bedford 
sion Development 
Segundo, Calif 
PROTOTYPE RESEARCH, INC., 13148 Raymer St 
North Hollywood, Calif. SEE ADV. D-201 
RANDALL ENGINEERING CORP., 5933 Bowcroft St 
Los Angeles 16, Calif. SEE ADV. D-203 
Mfg. Co., 15655 Brookpark Rd., Cleveland 35, 


Labs., 1120 El Segundo Bivd., 


Repub 
Nh *) 

Robbins Aviation, Inc., 2350 East 38 St., Los Angeles 
58, Calif 

J. R. Robhins Co., 
Calif 

Robertshaw-Fulton 
strument Div., 
Anaheim, Calif 


9046 Sunset Bivd., Los Angeles 46, 


Aeronautical & In 


Ana Freeway at Euclid Ave 


Controls Co., 
Santa 


D-142 


Rotex Punch Co., Inc., 2350 Alvarado St., San Leandro, 
Calif 

Santa Anita Engineering 
Pasadena 8, Ca 

Sargent Engineering Corp 

A. Schrader’s Sons, 470 


2451 E. Colorado 


Calif 
Brooklyn 


Huntington Park 
Vanderbilt Ave 


N.Y 
SCHULZ TOOL & MFG. CO., 425 S. Pine St., 
Gabriel, Calif. SEE ADV. A-2 
Sierra-Schroeder Controls Div Idaho Maryland Mines 
2919 E. Victoria, Compton, Calif 


Skyvaive Inc 831 West Fayette St Syracuse 4 
y 


Sterer Engineering & Mfg. Co Owen St., 
North Hollywood, Calif 
Stone & Co, In 23 W. 60 St.. New York 
N.Y 
TACTAIR VALVE DIV 
125 Church Rd., Bridgeport 
>, The, Newbury Park 
RSSUeTS INC 
SEE ADV. D-170 
UNITED “AIRCRAFT PRODUCTS, INC., P. ¢ 
Dayton, Ohio SEE ADV B- = 
United Meta n 
Ohio 


— oes co 

P ADV. 0-176 
Talley C om 
ss enera 


Offices, Cleve- 


Ave., Van 


u New Hyde Park, N. Y 
Westinghouse r trial Products Div 
p merdira 


Box 36 9, Pa 
WHITTAKER CONTROLS DIV 
CORP.. 915 WN trus Ave 

SEE ADV. 8-41 


Zep Aero, 113 Sheidon 


Yascoururns 


ngeles 38, Ca 


Valves, Automatic Shutoff 
(Hydraulic) 


Accessory Products Co ¥ f Text 
W. Whittier Bivd., Whittier, California 
Actuation 0 4 Slendale Ave 


Div Genera 


Burbank, Calif 
ll W Main St Corry, Pa 


Metals 


Calif 
AiResearch | 
tion Bivd 
AiResearch Mig. 
St Phoenix 
AiResearch Mfg 


veda Siva 


Arkwir 
Barksdale 
The Bastian-Blessing 
Chicago -46, Ill 
Bendix-Pacific Div 


Sherman Way 


Vaives, 51 


Sertea Prod 


la 


Brandstron 
Bridgeport-T 
Co 185 
Costa Mesa 


New York 3, N. Y 
Gabrie Calif 


3781 East 


77th 


] Freeman Ave., P. ( 
Long Beach 4 f 
1425 First St., San Fernando, Calif 
I Kingstor 

ight Refueling I 

port, P. 0. Box 

sid Regulators 

hio 
Gar Precision 
Conn 


Parts, Inc 190 Henry St., 


General Controls Co., 801 Allen Ave., Glendale 1, 


Gladden Products Corp 635 West colorado Bivd 
Glendale, Calif 
Great Lakes Mfg 


and 21, h 


Corp., 4223 Monticello Bivd., Cleve- 
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International rport 


Hydraulics » me St 
30, N.Y 
P. 0. Box 417, Wa 


Greer 
Jamaica 
The Houston Co., 
cut 
F. C. Huyck & Sons, 
ington, N. Y 
Hydra Power Corp., Pine 
Hydraulic Research & Mfg 
Burbank, Calif. 
HYDRO-AIRE, INC., 3000 
SEE ADV. D-175 
Hydrodyne Corp., Skinner 
Canyon Ave., North Ho 
Hydromat 7 
Interstate 
Anaheim 
Janitro! Aircr 
Surface Rd 
Jarry Hydrau 
Quebe 
Kenyo str 
Koehier Air 
Machine 


ngford, Connect 


Waldorf Instrument Co., Hur 


St Dayton 4, Ohio 
KOONTZ W GNER ELECTRIC CO., INC., 516 N. M 
Ave., South Bend 1, Ind. SEE ADV. D-191 

> l Ave., San Diego 12 2 

Station H., Toronto 


Indianwood Rd., Lake Or Mict 
Marotta Vaive Cort Boonton Ave or 
Mercury Rad C l 5 129 
N.Y 
National Water t 0 Cleveland 
Industries Inc m Ave 
Mich 
Ozone 
Park N 
Parker Aircraft Co 
Angeles 45, Calif 
—_ Products Div., Borg-Warner 
Miles Bedford 
PROTOTYPE RESEARCH, “INC 13148 Rayme 
North Hollywoo Calif. SEE ADV eee 
RANDALL ENGINEERING CORP., 5933 B t 
Los Angeles 16, Calif. SEE ADV D-203 


Mfg. Co., 15655 Brookpark Rd eve 


Pneumat 


5728 West 


Bivd 


Ro 3 
Pasadena, Calif 
Roylyn, In 1706 S$ 
argent Engineer ng 
erra-Schroeder Contro 


Corp 


TACTAIR VALVE ~ 
Church Rd. Br port, Pa 
THIOKOL CHEMICAL CORP 780 N 
SEE ADV. 0-181 
uNiTeD AIRCRAFT PRODUCTS, INC., P 
Daytor SEE ADV _S- 43 
un ted Meta 


AIRCRAFT PRODUCTS CO 
SEE ADV. D-176 


Calif 
WATERMAN ENGINEERING CO _ AIRCRAFT divi 
SION, P : Ave : 

I SEE 
Webda, Inc 1 
7“ ae Sky 
WHITTAKER — DIV TELECOMPUTING 
RP. 915 Ave L Angeles 38 ‘ 


co 
SEE ADV. B- ‘a 


Valves, Autopilot Control 


Accessory Products Co vis 
W. Whittier Bivd., Whittier 

Ade! Precision Products Div 
10777 Vanowen St Burbank 

American Standard J 
Hartford, Conn 


Bertea Products C 
Calif 
Brandstr 
Cadilla 
eveliand 


Gage Co., 
Pneumat 
Cleveland 5 

Aviation Assocs 


Neponset Ave xt 
Waldorf Instrument 


Hydra Power Co , Pin “ourt New Roche 
ee ~ au Research & 2835 N. Naor 
urbank, Calif 
HYDRO: AIRE, INC., 3000 Wir 
SEE ADV. D-175 
Lear, Ir 3171 S 


ona Ave Burbank 


Bundy Dr., San 

Romeo Div., Lear, Inc., Elyria, Ohio 

Mechanics Res. Div., American Mechine & Foundry Co 
1104 S. Wabash Ave., Chicago 5 


Lear 
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VALVES 


National Wat Lift Co div., Cleveland Pneuma t Meta ilic Ring re Box 
Industries, Inc 2220 Palmer Ave Kalamaz 
Mich WEATHERHEAD CO., THE, 300 & 
Parker Aircraft Co., 5728 West Century Bivd., Le and 8, Ohio SEE aay ~ 43, o- 186 
- Weba, Inc F th Ave.. New Hyde Park, N 
3690 W. £ Mil ‘ WHITTAKER - “CONTROLS” ‘DIV TELECOMBUTING 
CORP., 915 N t ve., L Angeles 38 alif 
anders Associates, Inc., 95 Canal St as SEE ADV. 8-41 
argent Engineering 


Sterer Engineering & Mfg "11423 Va en St., ORDCO DIV., ‘BERMITE POWDER co 


TACTAIR VALVE DIV aircrart prooucts co, Walves, Building wero 
12 dgeport, Pa. SEE ADV. 0-176 Angele 
Weba 1301 Fourth Ave. New Hyde Park, N. Y Acce F 


_ SEE “ADV. B-4 


Redford 


Valves, Bleeder ny aw Ty Page Bg tH PROTOTYPE RESEARCH, INC 
RANDALL ENGINEERING . 


Div 


SEE ADV 0-203 


SCHULZ TOOL & MFG co 3 
SEE ADV. A-2 


Ostrand T t :* * 
alif 
TACTAIR VALVE DIV AIRCRAFT PRODUCTS co. 
SEE ADV. 0-17 
THOMPSON PRODUCTS, ene fF 
S ADV. D-170 
THIOKOL CHEMICAL CORP 
SEE ADV. 0-18) 


UNITED AIRCRAFT PRODUCTS, INC 
ayt Y SEE ADV. 8-43 


WHITTAKER CONTROLS DI TELECOMPUTING 
CORP. 9 ’ Ang 


BELL AIRCRAFT CORP. Nias vd., Niag SEE ADV. B-41 
SEE ADV. A-46 


Valves, Check & Check-Relief 


HYDRO-AIRE, INC.” 3000 Winona Ave., Burt ¢ The J. te 671 West 17 Glendale 6, Calif 
SEE ADV. 0-175 el Pre 


CONTINENTAL MOTORS CORP. AIRCRAFT ENGINE ‘ 
DIV Musk SEE ADV. A- s Rese 
836 Michigan 3 f 
WATERMAN ENGINEERING co 
oee ADV D-204 


PROTOTYPE RESEARCH, INC. 13140 Raymer St 2 
th Hollyw SEE ADV. D- HYDRO-AIRE, INC 

RANDALL ENGINEERING CORP., 5933 Bowcroft St SEE ADV. 0-175 
Angeles 16 SEE ADV 4ydrodyne 


he 


THIOK HEMICA RP., 780 lint , t ‘ 
a tbe Sadie KOONTZ WAGNER ELECTRIC CO., INC., 51 
: Ave d 1 SEE'ADV. D-191 


Ww 


> Le 


Titanium Fabricator Inc 3906 Cohasset, Burbank 
a ¢ 

UNITED AIRCRAFT PRODUCTS, INC., P. 0. Box 1035 
Dayton, Ohio. SEE ADV. 8-43 
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VALVES 


Bobrick Mfg. Corp. 
Calif 

Bragdstrom Electric Co., Westport, Conn 

Bridgeport-Thermostat Div., Robertshaw-Fulton Con- 
trols Co., 155 Hill St., Milford, Conn. 

BRUNING CO., THE, 601 South Ninth St. 
Neb. SEE ADV. 0-183 

Carleton Aviation Co. Inc., East Aurora, New York 

Carma Mfg. Co., 1879 Millin Ave., Torrance, Calif. 

Carruthers & Fernandez, Inc., 1501 Colorado Ave., 
Santa Monica, Calif. 

The J. C. Carter Co., 671 West 17 St., 
Calif 

Century Controls Corp., 80 €E. 
Lindenhurst, N. Y. 

Clary Dynamics, 408 Juripero, San Gabiel, Calif 

Cleveland Pneumatic Industries, Inc., 3781 East 77th 
Street, Cleveland 5, Ohio 

Consolidated Controls Corp., 

CORNELIUS CO., THE, 550 39 Ave 
olis 21, Minn. SEE ADV. 0-188 

Crane Company, 836 S. Michigan, Chicago, Ill. 

Darco Industries Inc., Val-Aero Div., 2151 E. Rose- 
crams Ave., E! Segundo, Calif 

Dill Mfg. Co., 700 East 82 St., 

Dowty Equipment of Canada Ltd., Ajax, 
Canada 

Dumont Aviation Assocs., 1401 Freeman Ave., 
Box 4087, Long Beach 4, Calif 

Dynametrics Corp., Northwest Industrial Park 
ngton, Mass 

Dynex, Inc., 777 Dynex Dr., Pewaukee, Wisc 

Eastern Aircraft Products Corp., Sub. of The Weather- 
head Co., 229-251 River St., Orange, WN. J. 

Eckel Valve Co., 1425 First St.. San Fernando Calif 

Inc., Kingston, N. Y. 
ngineered Products Co The, 
Smith St Flint, Mich 

Essex Mfc. Co., Inc., 8213 Gravois Ave., St. 


Fairbanks Co., The 
N. Y 


1839 Blake Ave., Los Angeles 39, 


Lincoln, 


Costa Mesa, 


Montauk Highway, 


Bethel, Conn 


N. E., Minneap- 


Cleveland 3, Ohio 
Ontario, 


P. O. 


Bur!- 


Electro 
P. 0. Box 118-129 
Louis 23 


393 Lafayette St.. New York 3, 

Friendship International Air- 
Baltimore, Md 

44 Haas Rd Rex 


Flight Refueling, Inc 
port, P. 0. Box 1701 
ght Refuelling (Canada) Ltd., 
dale, Ontario, Cana 
ne Regulators Corp., 313 Gillette St., Painesville, 

Monte, Calif 

Stamford, 


1717 N. Chico St., El 
190 Henry St., 


+ Corp 
Precision Parts, Inc., 

Conn 

Garron Aircraft Supply, 
a. & V¥ 

silfillan Brothers, Inc 
6, Calif 

Gladden Products Corp., 635 
Glendale, Calif. 

Great Lakes Mfg 
and 21, Ohio 

Greer Hydraulics, Inc., N. Y. 
Jamaica 30, WN. Y 

Grove Valve & ee Co., 
land 8, Calif 

8. H. Hadley, Inc 

Hoof Products Co 
38 


Int. 5 Union Square, New York 
1815 Venice Bivd., Los Angeles 
West Colorado Bivd., 
Corp., 4223 Monticello Bivd., Cleve- 
International Airport 
6529 Hollis St., Oak- 


Pomona, Calif 
Laramie Ave., Chicago 


1427 Garey Ave. 
6543 So 


P. 0. Box 417, Wallingford, Conn 
Aircraft Div., Florence & Teale Sts 
Waidorf Instrument Co., Hunting 
N 
HYDRO- AIRE INC., 3000 Winona Ave., Burbank, Calif 
SEE ADV. 0-175 
Hydrodyne Corp., Skinner Seal Div., 7350 
Canyon Ave., North Hollywood, Calif 
Interstate Engineering Corp., 600 East Vermont Ave 
Anaheim, Calif 
James, Pond & Clark, Inc 
Pasadena, Calif 
Aircraft Div 
rface Rd 
Jarry Hydrau lic 
Quebec 
Kenyon Scaremeens Co 
Walter Kidde & Co., Inc 
N 


Coldwater 


2181 East Foothill Bivd., 

Janitro Surface Combustion Corp., 4200 

Columbus 4, Ohio 
4384 St. Denis St., Montreal 18 

Brewster, N. Y. 
256 Main St., Belleville 9, 

j 

Walter & Co. of Canada, itd., 5500 Royalmount 

Montreal 9, Quebec, Canada 

Koehler Aircraft Products Co., Inc. Sub, New Britain 
Machine Co., 409 Leo St., Dayton, 4 Ohio 

Kohler Co Kohler, Wisc 

Ladish Co., 5418 South Packard Ave 

Langley Corp., 310 Euclid Ave 

Lear, Romeo Div., Lear, Inc., 

Wallace 0. Leonard Inc 
dena, Calif 

H. W. Loud Machine Works, Inc., 969 E 
Pomona, Calif 


Cudahy, Wisc 
San Diego 12, Calif 
Elyria, Ohio 

373 South Fair Oaks, Pasa- 


Second St 


cas-Rotax Ltd., Box 115 Toronto 13 
Ontario, Canada 

M. C. Mfg. Co., 118 Indianwood Rd., Lake Orion, Mich 

Marman Div., Aeroquip Corp., 11214 Exposition Bivd 
Los Angeles 64, Calif 

Valve Corp., Boonton Ave, Boonton, N. J 

15-35 129 St. College Point, N. Y 


Michigan 


Station H., 


Marotta 

Mercury Rad Corp 

Mueller Brass Company, Port Huron, 

National Welding Equipment Co., 218 Fremont St., 
San Francisco, Calif 

Normalair (Canada) Ltd., 1425 The Queensway, 
coke, Toronto 14, Ontario, Canada 

ORDCO DIV., BERMITE POWDER CO., 
St., North Hollywood, Calif. SEE 


5728 West Century Bivd Los 


Etobi- 
11120 Cumpston 
DV. B-40 


Parker Aircraft Co., 
Angeles 45, Calif 


D-144 


Peacock Bros. Ltd, P. 0. Box 1040, Montreal, 
Quebec, Canada 

Peacock Engineering & Mfg. Co., 1673 East 82 Pi., 
Los Angeles 1, Calif 

Pesco —— Div., — ——_ Corp., 24700 North 
Miles Rd. Bedford, 

PIONEER-CENTRAL ‘DIVISION, BENDIX AVIATION 
CORP. lowa. SEE ADV. D-208 

PROTOTYPE. INC., 13148 Raymer St., 
North Hollywood, C SEE ADV. D-201 

RANDALL ENGINEERING CORP., 5933 Bowcroft St., 
Los Angeles 16, Calif. SEE ADV. D-203 

Republic Mfg. Co., 15655 Brookpark Rd 
35, Ohio 

J. R. Robbins Co., 
46, Calif 

Robertshaw-Fulton Controls Co., Aeronautical & Instru- 
ment Div., Santa Ana Freeway at Euclid Ave. 
Anaheim, Calif 

Ronson Hydraulic 
Pasadena, Calif 

Roylyn, Inc., 1706 Standard Ave 

Santa Anita Engineering Co., 2451 E 
Pasadena ° Calif 

Sargent Engineering Corp Huntington Park, Calif 

SCHULZ TOOL & MFG. CO., 425 S. Pine St.. San 
Gabriel, Calif. SEE ADV. A-2 

Sealo!l Corp., Warwick Industrial Park 
rR. I 


Cleveland 


9046 Sunset Bivd., Los Angeles 


1313 Lincoln Ave 


Glendale 1, Calif 
Colorado St 


Units Corp 


Providence 5 


Sierra-Schroeder Controls Div., Idaho Maryland Mines 
Corp., 2919 E. Victoria, Compton, Calif 

Skyvaive Inc., 831 West Fayette St., Syracuse 4, N. Y 

Sterer Engineering & Mfg. Co., 11423 Van Owen St 
North Hollywood, Calif 

A. U. Stone & Co., Inc., 
N.Y 


23 W. 60 St., New York, 


Sundstrand Turbo, 10445 Glenoaks Bivd Pacoima 
call 

Sweeney Engineering Corp 
Angeles 45, Calif 

TACTAIR VALVE DIV., AIRCRAFT PRODUCTS CO., 
125 Church Rd., Bridgeport, Pa. SEE ADV. D-176 

Technical Development 305 South Chester Pike 
Glenolden, Pa 

The Therm Corp reenwich, Conn 

a ee CHEMICAL CORP 780 N. Clinton 

E ADV. 0-181 

THOMPSON PRODUCTS, INC., Genera 
and 17, Ohio. SEE ADV. C-170 

— ym Fabricators, Inc 3906 

lif 

UNITED AIRCRAFT og INC., P. 0 
Dayton, Ohio. SEE A B-43 

United Metallic 0 Rir = ys. Box 1035 


5858 Centinella Ave., Los 


Trenton 
Offices, Cleve- 


Cohasset, Burbank 


Box 1035 


Dayton 1, 


v ckers Inc. Div., Sperry Ran Administrative 
ngrg. Center, Detroit 32 
VICTOR EQUIPMENT COMPANY "B44 Folsom St., San 
Francisco 7, Calif. SEE ADV. D- 185 


V = Mfg. Co., Inc., 8044 Woodley Ave., Van Nuys 


WATERMAN pn gaa pre CO., AIRCRAFT ox 
0. Box 391, 725 Custer Ave., Evanston, Il!. SEE 

ADV 0-204 

WEATHERHEAD CO., THE, 300 E£. 131 St., Cleveland 
8, Ohio. SEE ADV. A-43, D-186 

Weba, Inc., 1301 Fourth Ave., New Hyde Park 

Western Sky Industries, 21301 Cloud Way 
Calif 

West nghouse Air Brake 
P. 0. Box 36, Wilmerd 

WHITTAKER CONTROLS DIV TELECOMPUTING CORP 
915 N Los Angeles 38, Calif. SEE ADV 
B-41 

Z & W Mfg. Corp., Electronics Div 
Bivd., Wickliff, Ohio 

Zep Aero, 113 Sheldon St., € 


N.Y 
Hayward 


ndustria! Products Div 


Citrus Ave 
30240 Lakeland 


Segundo, Calif 


Valves, Check- aeead Gas 


Accessory Products Co ) 
W. Whittier Bivd Whitt 
Actuation Research Corp 
dale 6, Calif 
Adel Precision Products Div 
10777 Vanowen St., Burbank, Calif 
Aero Supply Mfg. Co., 611 W. Main St., Corry 
Airaterra, 620 Paula Ave., Glendale 
Airborne Research & Development 
Fernando Rd., Sun Valley, Calif 
Air-Ex Inc., Montreal Airport, Dorval, Quebec, Canada 
AiResearch Indus. Div., The Garrett Corp., 9225 Avia 
tion Bivd., Los Angeles 45, Calif 
AiResearch Mfg. Div., The Garrett Corp 
Phoenix, Ariz 
AiResearch Mfg. Div., The Garrett Corp 
veda Bivd., Los Angeles 45, Calif 
Allied Ordnance Corp., 15 Wright Ave 
J 


Glendale Ave 


General Metals 


402 S. 36 St., 
9851 Sepul- 
Jersey City 

Altair, Inc., 50 St Vernon, 
N.Y 

Altitude, Inc., 113 Sheldon St., E! Segundo, Calif. 


American Standard Prods., Inc., 3030 Main St., Hart- 
ford, Conn 


McQuesten Parkway, Mt 


Aqualite Corp., 1660 Tenth St., Santa Monica, Calif 

Arkwin Industries, Inc., 648 Main St., Westbury, N. Y 

BELL AIRCRAFT CORP., Niagara Falls Bivd., Niagara 
Falls, N. ¥. SEE ADV. A-46 

Bendix Aviation Corp Utica Div., 

Bendix-Pacific Div Bendix 
Sherman Way, N. Hollywood, Calif 

Bertea Products Co., 1450 N. Lake St., 
Calif 


N. Y 
11600 


Utica 
Aviation Corp., 


Pasadena 6, 
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Bobrick Mfg. Corp., 1839 Biake Ave., Los Angeles 
39, Calif 

Brandstrom Electric Co., 

Bridgeport- Thermostat Div. 
Co., 155 Hill St Milford, Conn, 

BRUNING CO., THE, 601 South Ninth St., Lincoln 
Neb. SEE ADV. 0-183 

Caditiac Gage Co., P. 0. Box 3806, Detroit 5, Mich 

Chaico Engr. Corp., 15126 South Broadway, Gardena, 
Calif 

Clary Dynamics, 408 Junipero, San Gabriel, Calif 

Cleveland Pneumatic Industries, Inc., 3781 East 77th 
Street, Cleveland 5, Ohio 

Com, Air Products Div., A. S. R. Products Corp 
Rio Vista Ave., Los Angeles 23, Calif 

CORNELIUS CO., THE, 550 39 Ave. N 
olis 21, Minn. SEE ADV. 0-188 

Darco Industries Inc., Val-Aero Div., 2151 E. Rose- 
crams Ave., E! Segundo, Calif 

Dumont Aviation Assocs., 1401 Freeman Ave., P. 0 
Box 4087, Long Beach 4, Calif 

Dynametrics Corp., Northwest Industria! Park, Burling- 
ton, Mass 

Eastern Aircraft Products Corp., Sub. of The Weather 
head Co., 229-251 River St., Orange, N. J 

Electrol, Inc., Kingston, N. Y 

Essex Mfg. Co., Inc., 8213 Gravois Ave., St. Louis 23, 
Mo 

Flight Refueling, Inc 
P. 0. Box 1701, 

Fluid Regulators Corp 
Ohio 

Futurecraft Corp 

Gar Precision Parts, Inc 
Conn 

Gladden Products Corp 
Glendule, Calif 

Great Lakes Mfg. Corp 
and 21, Ohio 

Greer Hydraulics, Inc > ¥ 
Jamaica 30, N. Y 

B. H. Hadley, Inc., 1427 Garey Ave., Pomona 

Hoof Products Co., 6543 So. Laramie Ave 
38, I 

F. C. Huyck & Sons 
ton, N. Y 

HYDRO-AIRE, INC 
SEE ADV. 0-175 

Hydrodyne Corp., Skinner Seal Div 
Canyon Ave., North Hollywood, Calif 

Interstate Engineering Corp., 600 East 
Anaheim, Calif 

James, Pond & Clark 
Pasadena, Calif 

Janitro! Aircraft Div., Surface Combust 
Surface Rd., Columbus 4, Ohio 

Jarry Hydraulics, 4384 St. Denis St 
Quebec, Canada 

Kenyon Instrument 

Walter Kidde & Co., Inc 
N. J 

Koehler Aircraft Products Co., Inc. Sub. New Britain 
Machine Co., 409 Leo St., Dayton 4, Ohio 

Kohier Co., Kohler, Wisc 

Ladish Co., 5418 South Packard Ave., Cudahy, Wisc 

Romeo Div., Lear, Inc., Elyria, Ohio 

Wallace 0. Leonard Inc., 373 South Fair Oaks, Pasa 
dena, Calif 

M. C. Mfg. Co 118 
Mich 

Marotta Valve Corp., Boonton Ave., Boont 

Martin-Decker Corp., 3431 Cherry Ave 
Calif 


Westport, Conn 
Robertshaw-Fulton Controls 


1201 


Minneap- 


Friendship Internationa! Airport 
Baltimore, Md 

313 Gillette St., Painesville, 
1717 N. Chico St., El Monte, Calif 
190 Henry St Stamford 


635 West Colorado Bivd 
4223 Monticello Bivd 


Internationa 


Waldorf Instrument Co 


3000 Winona Ave 


2181 East 


Montrea 


Co., Brewster, N. Y 
256 Main St., Bellev 


Indianwood Rd Lake 


Ca 
Mercury Rad. Corp., 15-35 129 St 
N. Y 
Mueller Brass Company, Port Huron, Michigan 
ORDCO DIV., BERMITE POWDER CO., 11120 Cump- 
ston St., North Hollywood, Calif. SEE ADV. B-40 
Parker Aircraft Co., 5728 West Century Bivd., | 
Angeles 45, Cali 
Peacock Bros. Ltd 
Canada 
Pesco Products Div., Borg-Warner ( 
Miles Rd., Bedford, Ohio 
vases vee RESEARCH, INC., 13148 Ray 
Nor ollywood, Calif. SEE ADV. D-201 
RANDALL ENGINEERING CORP., 5933 Bowcroft St., 
Los Angeles 16, Calif. SEE ADV. 0-203 
Republic Mfg. Co., 15655 Brookpark Rd., C 
Ohio 
J R aah ms Co., 9046 Sunset Bivd 
ROHR "AIRCRAFT CORP., Foot of H. St., Chula 
lif. SEE ADV 0-162 
ouied Hydrau Units orp 1313 
Pasadena, Calif 
I 1706 Standard Ave 


Roylyn, Inc 
Sealo! Corp Industrial Park 
R. 1 


P. 0. Box 1040 


eveland 


s Angeles 


Glendale 
Warwick Provider 
Maryland 
Compton, Calif 


Sierra-Schroeder Controls Div., Idaho 
Corp., 2919 E. Victoria 

Engineering Co 123 East 
Sierra Madre, Calif 

Skyvalve Inc., 831 
N.Y 

Sterer Engineering & Mfg. Co 
North Hollywood, Calif 

A. U. Stone & Co., Inc 
N.Y 

Sundstrand Turbo, 
Cali 

Sweeney Engineering Corp., 
Angeles 45, Calif 

TACTAIR VALVE DIV. 
125 Church Rd., Bridgeport, Pa 


Sierra Monte 


West Fayette St 

11423 Van Owen 
23 W. 60 St New Y 
10445 Glenoaks Bivd Pacoima, 
5858 Centinelia Ave., Los 


AIRCRAFT PRODUCTS CO., 
SEE ADV. 0-176 
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Visio Fabricators, Inc., 3906 Cohasset, Burbank, 
UNITED AIRCRAFT PRODUCTS, * om P. 0. Box 1035, 
Dayton, Ohio. SEE ADV. B-4 
United Metallic 0 Ring Corp., ‘on 1035, Dayton 1, 
Ohio 
— ty Div., Sperry Rand Corp., 
Center, Detroit 32, Mich. 
vicToR® EQUIPMENT COMPANY, 844 Folsom St., San 
Francisco 7, Calif. SEE ADV. D-185 
Vinson Mfg. Co., Inc., 8044 Woodley Ave., 


Calif. 

WATERMAN ENGINEERING CO., AIRCRAFT DIVISION, 
P. 0. Box 391, 725 Custer Ave., Evanston, Ill. SEE 
ADV. 0-204 

Weba, Inc., 1301 Four 


Administrative 


Van Nuys, 


th Ave., New Hyde Park, N. Y 
Western Sky Industries, 21301 Cloud Way, Hayward 


Calif 

WHITTAKER CONTROLS ODIV., TELECOMPUTING 
CORP., 915 N Citrus Ave., Los Angeles 38, Calif 
SEE ADV. B-41 

Wise Aerodraulics, Inc., 13801 Triskett Rd., 
11, Ohio 

Z & W Mfg. Corp., Electronics Div., 30240 Lakeland 
Bivd., Wickliff, Ohio 

Zep Aero, 113 Sheldon St., 


Cleveland 


El Segundo, Calif. 


Valves, Control 


Division of Textron Inc., 616 
Whittier, Calif 
416 N. Glendale Ave., Glen- 


Accessory Products Co 
W. Whittier Bivd 
Actuation Research Corp., 
dale 6, Calif 
Adel Precision Products Div., General Metals Corp., 
10777 Vanowen St.. Burbank, Calif. 
Aero Supply Mfg. Co., 611 W. Main St., 

The Aerotec Corp., Greenwich, Conn 
Airborne Research & Development Corp 
Fernando 8d., Sun Valley, Calif 
ir-Ex Inc., Montreal Airport, Dorval 
Research Indus. Div., The Garrett Corp., 
tion Bivd., Los Angeles 45, Calif 
Research Mfg. Div., The Garrett Corp 

St., Phoenix, Ariz 
Ss 


Corry, Pa. 
7530 San 


Quebec, Canada 
9225 Avia- 
, 402 S. 36 
Research Mfg 
veda Bivd., 
Altair, Inc., 
N.Y 
Amer. Measurement & 
Waltham, Mass 
American Standard Prods., Inc., 3030 
Conn 
Greenwood & Co, 
aire, Tex 
The Angle Computer Co., 1709 Standard Ave., 
1, Calif 
Aqualite Corp., 1660 Tenth St., Santa Monica 
Arkwin Industries, Inc 648 Main St. 
N.Y 
Automatic Switch Co., Hanover Rd., Florham Pk 
Barksdale Valves, 5125 Alcoa, Los Angeles, Calif 
The Bastian-Blessing Co., 4201 W. Peterson Ave, 
Chicago 46, II! 
BELL AIRCRAFT CORP., Niagara Falls Bivd., 
Falls, N. ¥Y. SEE ADV. A-46 
Bendix Aviation Corp., Utica Div., ca 
Bendix-Pacific Div., Bendix Aviation Corp 
man Way, N. Hollywood, Calif 
Bertea Products Co., 1450 N. Lake St., 
Calif 


v., The Garrett Corp., 9851 Sepul- 
Angeles 45, Calif 


50 St. McQuesten Parkway, Mt. Vernon, 


Control, Inc., 240 Calvary St., 
Main St., Hart- 
1400 North Rice St., 


Glendale 


Niagara 


N.Y 
11600 Sher- 


Pasadena 6, 


Bobrick Mfg. Corp., 1839 Blake Ave., Los Angeles 39, 


Ca 
Brandstrom Electric Co., Westport, Conn 
Bridgeport-Thermostat Div., Robertshaw-Fu 
Co., 155 Hill St., Milford, Conn. 


The, P. 0. Box 1790-A. W., Waterbury 20, 


ton Controls 


Bristo! Co 
Conn 
BRUNING CO., THE, 601 
Neb. SEE ADV. D-183 
Cadillac Gage Co., P. 0. Box 3806, Detroit 5, Mich. 
Carleton Aviation Co. Inc., East Avrora, New York 
Carma Mfg. Co., 1879 M Torrance, Calif. 
The J. C. Carter Co., 671 West 17 St., Costa Mesa, 
Calif 

Century Controls Corp., 
Lindenhurst, N. Y. 

Clary Dynamics, 408 Junipero, 

Cleveland Pneumatic Industries, Inc., 
Street, Cleveland 5, Ohio 

fom. Air Products Div., A. S. R. Products Corp., 1201 
Rio Vista Ave., Los Angeles 23, Calif 

Consolidated Controls Corp., Bethel, Conn. 

Dalmo Victor Co. Div., Textron, Int., 1515 Industrial 
Way, Belmont, Calif 

Darco Industries Inc., Val-Aero Div., 
crans Ave., El Segundo, Calif 

Dowty Equipment of Canada Ltd., 
Canada 

Dragon Engineering Co., 13457 Excelsior Dr., P. 0. 
Box 185, Norwalk, Calif 

Dumont Aviation Assocs., 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif. 

Oyna-Empire Inc., 1075 Stewart Ave., 
N.Y. 


outh Ninth St., 


Lincoln, 


lin Ave., 


80 E. Montauk Highway, 


San Gabriel, Calif. 
3781 East 77th 


2151 E. Rose- 


Ajax, Ontario, 


Garden City, 


Pewaukee, Wisc. 
100 Skiff St., 


Dynex, Inc., 777 Dynex DOr., 
EASTERN INDUSTRIES, INC., 
14, Conn. SEE ADV. D-177 
1425 First St., 
Kingston, N. Y. 


Hamden 


Eckel Valve Co., San Fernando, Calif. 


Electrol, Inc., 


Fischer & Porter Co., 790 Warminster Rd., Hatboro, 
Pa. 

Fluid Regulators Corp., 313 Gillette St., 
Ohio 

The Foxboro Co., 38 Neponset Ave., Foxboro, Mass. 

Fulton Syliphon Div., Robertshaw-Fulton Controls Co., 
P. 0. Box 400, Knoxville 1, Tenn 

Futurecraft Corp., 1717 W. Chico St., El 
Calif 

Genera! 
Cali 

Gladden Products Corp., 
Glendale, Calif 

Great Lakes Mfg. Corp., 4223 Monticello Bivd., 
and 21, Ohio 

Greer Hydraulics be G F 
Jamaica 30, N 

B. H. Hadley, Inc., 

Homestead Valve Mfg. Co 
Pa 

Hoof Products 


i 


Painesville, 


Monte, 


Controls Co., 801 Allen Ave., Glendale 1, 


635 West Colorado Bivd., 
Cleve- 


International Airport, 
1427 Garey Ave., Pomona, Calif 
P. 0. Box 348, Coraopolis, 
Chicago 38, 


Co., 6543 So. Laramie Ave., 


Humphrey Products Div., General Gas Light Co., 202- 
226 N. Park St., Kalamazoo, Mich 
F. C. Huyck & Sons, Waldorf Instru 
ington, N. Y 
Hyair Corp., P. 0. Box 3428, Glendale 1 
Hydel, Inc., 99 First St., Cambridge 41, Mass. 
Hydra Power Corp Pine Court, New Roche! le, 
Hydraulic Products Co., Providence, R. | 
HYDRO-AIRE, INC., 3000 Winona Ave 
SEE ADV. 0-175 
Hydrodyne Corp Skinner Seal Div 
Canyon Ave., North Hollywood, Calif 
Hydromatics, Inc., 70 Okner Pkwy., Livingston, N. J 
Interstate Engineering Corp., 600 East Vermont 
Anaheim, Calif 
Janitro! Aircraft Div., Surface Combust 
Surface Rd., Columbus 4, Ohio 
Jarry Hydraulics, 4384 St. Denis St 
Quebec, Canada 
Walter Kidde & Co., Inc., 
N. J 
Koehler Aircraft Products Co., Inc 
~~ hine Ge 409 — St., Dayton 4 


ment Co., 


N.Y. 
‘Burbank, Calif. 


7350 


Coldwater 


256 Main St 


KOONTZ “WAGNER ELECTRIC co., 5 
Ave., South Bend 1, Ind ‘ste. ADV. pal. 
Industries, 20 West 46 St., New York 36, 

Ladish Co., 5418 South Packard Ave., Cudahy, Wisc 

Langley Corp 310 Euclid Ave., San Diego 12, Calif 

Ledeen Manufacturing Co., Rd. & Garvey Ave., 

E Monte, Calif 

Wallace 0. Leonard Inc., 

dena, Calif 

H. W. Loud Machine Works, Inc., 969 


373 South Fair Oaks, Pasa- 


Second 


Glen Head, N. Y 


Inc., 140 Clifford St., Newark 5, 


118 Indianwood Rd., Lake Orion 
Boonton, N. J 
ege Point, 


Boonton Ave., 
129 St 


rotta Valve Corp., 
Mercury Rad Corp 15-35 
N.Y 


s-Honeywell Regulator Co Industrial Prod- 


oup, Wayne & Windrim Aves adelphia 


up 
Proner rport, East Aurora, 
n, Michigan 
leveland Pneumatic 
Kalamazoo, Mich. 
waukee 46, 


Company, Port Hur 
Lift Co. Div 
Inc., 2220 Palmer ‘Ave 

and-Henning Mfg. Co., M 
Canada) Ltd., 1425 The Queensway, Etobi- 
to 14, Ontario, Canada 
Corp., 101-32 101 St., Ozone 
Parker Aircraft Co., 5728 West Centur 
Angeles 45, Calif 
Pesco Products Div., Borg-Warner Corp., 
Miles Rd., Bedford, Ohio 
Propulsion Development Labs., 
E! Segundo, Calif 
PROTOTYPE RESEARCH, INC., 13148 Raymer St., 
North Hollywood, Calif. SEE ADV. D-201 
RANDALL ENGINEERING CORP., 5933 Bowcroft St., 
Los Angeles 16, Calif. SEE ADV. D-203 
Repi . c Mfg. Co., 15655 Brookpark Rd., Cleveland 35, 


1120 E! Segun 


J. R " Robbins Co., 9046 Sunset Bivd., Los Angeles 
46, Calif 
Ronson Hydra Corp., 1313 Lincoln Ave., 

Pasadena, Ca 
Saginaw Div., 
Detroit, Mich 
Sargent Engineering Corp., Huntington Park, Calif. 


A. Schrader’s Sons, 470 Vanderbilt Ave., Brooklyn 17, 
N.Y 


uli 


9771 French Rd., 


f 
Eaton Mfg. Co., 


SCHULZ TOOL & MFG. CO., 425 S. Pine St., San 
Gabriel, Calif. SEE ADV. A-2 

Sierra-Schroeder Controls Div.. Maho M 
Corp., 2919 E. Victoria, Compton a 

Skyvaive Inc., 831 West Fayette St., Syracuse 4, N. Y. 

Standard Thomson Corp., Clifford Mf o. Div., 152 
Grove St., Waltham 54, Mass 

Sterer Engineering & Mfg. Co., 
North Hollywood, Calif. 


ryland Mines 
‘ 


11423 Van Owen St., 
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VALVES, DUMP 


TACTAIR VALVE DIV., AIRCRAFT PRODUCTS CO., 
125 Church Rd., Bridgeport, Pa. SEE ADV. 0-176 

Talley Corp., The, Newbury Park, Calif 

THIOKOL CHEMICAL CORP., 780 N. Clinton 

N. J. SEE ADV. 0-181 

THOMPSON PRODUCTS, INC., General Offices, 
and 17, Ohio. SEE ADV. C-170 

Titanium Fabricators, Inc., 3906 Cohasset, 

if 

UNITED AIRCRAFT PRODUCTS, INC., P. 0. Box 1035, 
Dayton, Ohio. SEE ADV 8-43 

United Contro! Corp., 4540 Union Day PI., 

Wash 

ted Metallic 0 n rp., 1035, 
hio 

¢ Engineering C C Kenilworth, 

N. J 

kers, Inc. D Sperr Corp., Administrative 

& Engrg n oit 3 

Vinson ae c., 80 , Van Nuys, 


Trenton 
Cleve- 


Burbank, 


Seattle 5, 


Dayton 1, 


v 


WATERMAN ENGINEERING co., AIRCRAFT oI — 
0 ? A E SE 


anst 


0 . New Hyde Park, N. Y. 
Western Sky Indus : 130 Cloud Way, Hayward, 
Calif 
West nghouse Air Brake Industrial Prod. 
P. 0. Box 36, Wilmerding, Pa 
Weston Hydraulics, Ltd - Borg -Warner 
10918 Burbank Bivd., Ne Hollywood f 
WHITTAKER CONTROLS DIV. TELECOMPUTING CORP., 
915 N. Citrus Ave., Los Angeles 38, Calif. SEE ADV. 
B-41 


cts Div., 
Corp., 


Valves, Dump 


Accessory Products Textron Inc., 61¢ 
W. Whittier Bivd 
Actuation Research 
slendale 6, Calif 
Products 
Vanowen St 
Supply Mfg 
c Corp., Greenw 
620 Paula Ave 
Controls Co 0 
, Stamford 
Indus 


Glendale Ave., 


General Metals Corp., 


AiResearch Mfg 
St., Phoenix, Ariz 
AiResearch Mfg 
epulveda Bivd 
Alloy Meta Sales 


nto 2? 


Ontario 


IRCRAFT CORP. Niagara 
N. Y. SEE ADV. A-46 
dix Aviat rp tica Div 
Bendix-Pacific Div Aviat 


herman Way 


Box 874, 


anada 


Stever- 


son Field, Winnipeg 
BRUNING CO., THE, 60 

Neb. SEE ADV. 5-1 183 
Carma Mfg. Co l 


5. & € C 


The arter 5 47 
malié 
Century Controls C 
ndenhurst N y 
ary Dynam 408 
Cleveland Pneumatic 
Street, Cleveland 5 
Com “4 Products 
1201 o Vista Ave. L Angeles 
CORNELIUS CO., THE, 550 39 Ave 


Mion. SEE ADV D-188 


Gladden Products 
Glendale, Calif 
H. Hadley, Inc 


1427 


Garey Ave., Pomon 


omestead Valve Mfg P. 0. Box 348 
Pa 
of Products C 6543 So 


38 


Laramie Ave 


Houston 
necticut 
mphrey Products Div 
26 N. Park St., Kalamazo 
Huyvck & Sons, Wald 
y 


ngton, N 





VALVES, DUMP 


3000 Winona Ave., Burbank, Calif 
SEE ADV. 0-175 


Hydromatics, Inc., 70 Okner Pkwy., Livingston, N. J 
Interstate Engineering Corp., 600 East Vermont Ave 
Anaheim, Calif 
Janitro! Aircraft Div., Surface Combustion Corp., 4200 
Surface Rd., Columbus 4, Ohio 
Kenyon Instrument Co., Brewster, N. Y 
Koehler Aircraft Products Co., Inc. Sub., New Britain 
Machine Co., 409 Leo St., Dayton 4, Ohio 
Kohler Co., Kohler, Wisc 
Wallace 0. Leonard Inc., 
dena, Calif 
cas-Rotax Ltd., Box 115, 
Canada 
118 Indianwood Rd., Lake Orion, Mich 
Marotta Valve Corp., Boonton Ave., Boonton, N. J 
Normalair Canada) Ltd 1425 The Queensway, 
Etobicoke, Toronto 14, Ontario, Canada 
Parker Aircraft Co 5728 West Century 
Angeles 45, Calif 
Pesco Products Div., Borg-Warner Corp 
Miles Rd.. Bedford, Ohio 
RANDALL ENGINEERING CORP., 5933 Bowcroft St 
Los Angeles 16, Calif. SEE ADV. D-203 
15655 Brookpark Rd., Cleveland 35 


HYDRO-AIRE INC., 


373 South Fair Oaks, Pasa- 


Station H., Toronto 13, 


Bivd Los 


24700 North 


Repub 
Ohio 
J. R. Robbins Co 
46, Calif 
Robbins Aviation, Inc 
58, Calif 
Ronson Hydraulic 
+ Calif 
nm, inc 706 Standard Ave 
SCHULZ TOOL & MFG. CO., 425 
Gabriel, Calif. SEE ADV. A-2 
Sier a-Schroeder Controls Div., Idaho Maryland Mines 
Corp., 2919 E. Victoria, Compton, Calif 
Skyvalve inc 831 West Syracuse 4 
N.Y 
Sterer Engineering & a Co., 11423 Van 
North Hollywood 
TACTAIR VALVE DIV, * AIRCRAFT PRODUCTS CO., 
125 Church Rd., Bridgeport, Pa. SEE ADV. D-176 
THIOKOL CHEMICAL CORP.. 780 N. Clinton, Trenton 
SEE ADV. 


Mfg. Co 


9046 Sunset Bivd., Los Angeles 


2350 East 38 St., Los Angeles 


Units Corp 1313 Lincoln Ave., 
Glendale 1, Ca 
S. Pine St., San 


Fayette St 


Owen St 


D-i81 

Tits m “Fabe cators, Inc 3906 Cohasset, Burbank, 
Calif 

UNITED AIRCRAFT PRODUCTS, INC., P. 0 
Dayton, Ohio. SEE ADV. 8-43 

United Metallic 0 Ring Corp., Box 1935 
Ohio 

Vaicor 


Box 1035 
Dayton 1, 


Engineering Corp Carnegie Ave., Kenilworth 


Vinson Mfg. Co Inc 8044 Woodley Ave Van 
Nuys, Calif 
WATESEAS ENGINEERING CO., AIRCRAFT DIVISION, 
0. Box 391, 725 Custer Ave., Evanston, I!linois 
SEE ADV. 0-204 
Webda, Inc., 1301 Fourth Ave., 
Westinghouse Air Brake Co., — 
P. 0. Box 36, Wilmerdi 
WHITTAKER CONTROLS wv. TELECOMPUTING 
CORP., 915 N. Citrus Ave., Los Angeles 38, Calif 


SEE ADV. B-41 


New Hyde Park, N.Y 
Products Div., 


Valves, Electric Solenoid 


Accessory Products Co., Div. of Textron Inc., 
Whittier Bivd., Whittier, California 
Ade! Precision Products Div., General 
10777 Vanowen St., Burbank, Calif 
Aero Supply Mfg. Co., 611 W. Main St., Corry, Pa 
Airborne Research & Development Corp, 7530 San 
Fernando Rd., Sun Valley, Calif 
Air-Ex Inc., Montreal Airport, Dorval 

AiResearch Mfg. Div., The Garrett Corp 

St., Phoenix, Ariz 
AiResearch Mfg. Div., The Garrett Corp 
A 


616 W 


Metals Corp., 


Quebec, Canada 
402 S. 3% 


9851 
Sepulveda Bivd., Los Angeles 45, Calif 
co Valve Co Aircraft Div., 865 Kingsland Ave., 
Louis 5, Mo 
Control Co. Inc., 2 East End Ave 
N.Y 
Ordnance Corp., 


New York 


15 Wright Ave., Jersey City, 


oy Metal Sales Ltd 181 Fleet 
Toronto 2, Ontario, Canada 
Inc 50 St. McQuesten 
N.Y 
Am Measurement & Control, Inc 
Waltham, Mass 
American Standard Prods., Inc 
ford, Conn 
The Angie Computor Co 
dale 1, Calif 
Aqualite Corp., 


Street East, 
Parkway, Mt. Ver- 

240 Calvary St., 
3030 Main St., Hart- 


1709 Standard Ave., Glen- 


1660 Tenth St., Santa Monica, Calif 

Arkwin Industries, Inc., 648 Main St., Westbury, N. Y 

Automatic Switch Co., Hanover Rd., Florham Pk., N. J 

Barksdale Valves, 5125 Alcoa, Los Angeles, Calif 

BELL AIRCRAFT CORP, Niagara Falls Bivd., Niagara 
Falls, N. Y. SEE ADV. A-46 

Bendix-Pacific Div., Bendix Aviation Corp., 
Sherman Way, N. Hollywood, Calif 

Bertea Products Co., 1450 N. Lake St., 
Calif 

Bobrick Mfg. Corp., 1839 Blake Ave., 
Calif 

Brandstrom Electric Co., Westport, Conn 

Bridgeport-Thermostat Div., Robertshaw-Fulton Con- 
trols Co., 155 Hill St., Milford, Conn 

Caltron Products Co 3518 West Pico Bivd., Los 
Angeles 19, Calif 


11600 
Pasadena 6, 


Los Angeles 39, 


D-146 


Torrance, Calif 
Colorado Ave., 


1879 Millin Ave., 


Carma Mfg. Co., 
Inc., 1501 


Carruthers & Fernandez 
Santa Monica, Calif 

Century Controls Corp 
denhurst, N. Y 

Clary Dynamics, 408 Junipero 

Cleveland Pneumatic Industries, Inc 
Street, Cleveland 5, Ohio 

Com. Air Products Div., A. S. R. Products Corp 
Rio Vista Ave., Los Angeles 23, Calif 

Darco Industries Inc Val-Aero Div., 2151 E. Rose 
crans Ave., El! Segundo, Calif 

Equipment of Canada Ltd Ajax, Ontario 

Canada 

Dumont Aviation Assocs 1 Freeman Ave., P 
Box 4087, Long Beach 4, Calif 

Dynex, Inc., 777 Dynex Dr., Pewaukee, Wisc 

Eastern Aircraft Products Corp., Sub. of The Weather- 
head Co., 229-251 River St Drange, N 

Ecke! Valve Co., 1425 First St., San Fernando, Calif 

Electrol, Inc Kingston, N. Y 

Regulators Corp 313 G 


80 E. Montauk Highway, Lin- 
San Gabriel, Calif 
3781 East 77th 


1201 


Fluid ette St., Painesville 
Ohio 
Frebank Co., 711 West Broadway, Glendale 4, Calif 
Fulton Sylphon Div., Robertshaw-Fultom Controls Co 
P. 0. Box 400 Knoxville 1, Tenn 
Futurecraft Corp., 1717 N. Chico St., El Monte, Calif 
General Controls Co., 801 Allen Ave., Glendale 1, Calif 
Gladden Products Corp 635 West Colorado Bivd 
Glendale, Calif 
Great Lakes Cc 
—s 21 Ohio 
B Inc 427 Garey Ave., Pomona, Calif 
HOOVER ELecTRIC CO 2100 South Stoner Ave 
Los Angeles 25, Calif., Eastern Sis. & Serv., Hangar 
Columbus Airport, Columbus 19, Ohio. SEE 


Monticello Blvd 


orp 4223 


Hughes T o., Aricraft Div., Florence & Teale Sts., 
Culver City, Calif 

Humphrey Products Div 
202-226 N. Park St 

F Cc Huyck & Sons Waldorf 
Huntington, N. Y 

Hydra Power Corp., Pine Court 

——_ ic X--y & Mfg 


Genera Gas Light Co 
Kalamazoo, Mich 
Instrument Co 


New Rochelle, N. Y 

2835 N. Naom! St., 

HYDRO. AIRE. “INC. 3000 Winona Ave., Burbank, Calif 
SEE ADV. D-175 

Hydrodyne Corp Skinner Seal Div 7350 
Canyon Ave., North Hollywood, Calif 

Interstate Engineering Corp., 600 East Vermont Ave., 
Anaheim, Calif 

Janitro! Aircraft Div., Surface Combustion Corp., 
Surface Rd., Columbus 4, Ohio 

Kenyon Instrument Co., Brewster, N. Y 

Walter Kidde & Co., Inc., 256 Main St., 
N.J 

Kidde, Walter & Co. of Canada, Ltd., 5500 Royal- 
mount Ave., Montreal 9, Quebec, Canada 

Koehler Aircraft Products Inc. Sub., New Britair 
Machine Co., 409 Leo St., Dayton 4, Ohio 

KOONTZ WAGNER ELECTRIC CO., INC., 51 
Michigan Ave., South Bend 1, Ind. SEE ADV D- 191 

Langley Corp., 310 Euclid Ave., San Diego 12, Calif 

Wallace 0. Leonard Inc., 373 South Fair Oaks, Pasa- 
dena, Calif 

H. W. Loud Mach 
Pomona, Calif 

Lucas-Rotax Ltd., Box 115 tation Toronto 13 
Ontario, Canada 

Lyndon Aircraft, Inc 14 


Coldwater 


4200 


Belleville 9 


ne Works 969 E. Second St 


Newark 5 
N.J 

M. C. Mfg. Ce 118 
Mich 

Marotta Valve Cor Boonton Ave., Boonton, N. J 

JAS. P. MARSH CORPORATION 3501 Howard St 
Skokie, Illinois. SEE ADV. A-53 

Mc — Norris Mfg. Co., 2320 Marconi St., St 


Lake Orior 


Louis 

m2, ‘Rad Corp 15-35 12 St College Point 
N.Y 

Minneapolis-Honeywell Regulator Industria! Prod- 
cts Group, Wayne & Windrim Philadelphia 
44, Pa 

Nationa 
Industries, Inc 

Nopak Div., Galland-Henn 
Wisc 

Oi!-Rite Corp., 2318 Waldo Bivd., Manitowoc, Wis 

Ozone Metal Products Corp 101-32 101 St., Ozone 
Park 16, N. Y 

Parker Aircraft Co 
Angeles 45, Calif 

Peacock Engineering & Mfg. C 1673 East 82 Pl., 
Los Angeles 1, Calif 

Propulsion Development Labs 120 E 
E! Segundo, Calif 

PROTOTYPE RESEARCH, INC 13148 Raymer St 
North Hollywood, Calif. SEE ADV. 201 

RANDALL ENGINEERING CORP., 5933 Bowcroft St 
Los Angeles 16, Calif. SEE ADV. D-203 

J. R. Robbins Co., 9046 Sunset Bivd., Los Angeles 
46, Calif 

Ronson Hydraulic 
Pasadena, Ca’if 

A. Schrader’s Sons, 47 
17, N 

SCHULZ TOOL & MFG CO., 425 S 
Gabriel, Calif. SEE ADV. A-2 

Sierra-Schroeder Controls Div., Idaho Maryland Mines 
Corp., 2919 E. Victoria, Compton, Calif 

Skyvalve Inc., 831 West Fayette St.. Syracuse 4, N. Y 

Sterer Engineering & Mfg. Co., 11423 Van Owen St., 
North Hollywood, Calif 

Michael W. Stolimack, 67 
N. J 


Water Lift Co. D 
2220 Palmer 


ng Mfg waukee 46 


5728 t Century Bivd Los 


Segundo Bivd., 


Units Corp 1313 Lincoin Ave., 


Vanderbilt Ave Brooklyn 


Pine St., San 


Dorchester Rd., Emerson, 


Sweeney Engineering Corp., 5858 Centinella Ave., 

Los Angeles 45, Calif 

TACTAIR VALVE DIV., AIRCRAFT *RODUCTS CO., 125 
Church Rd. Bridgeport, Pa. SEE ADV. D-176 

Talley Corp., The, Newbury Park, Calif 

THOMPSON PRODUCTS, INC., General Offices, Cleveland 
17, Ohio SEE ADV. D-170 

Titanium Fabricators, Inc., 3906 Cohasset, Burbank, 

UNITED AIRCRAFT paeeeers, ao Pp 
Dayton, Ohio EA 8-4 

United Metallic 0 _— ba ™ 1035 


Box 1035 
Dayton 1, 


Engineering Corp Carnegie Ave Kenilworth 


Vapor Heating Corp., Vap-Air Div., 80 E. Jackson St., 
Chicago 4, Il! 

Vickers, Inc. Div 
& Engrg. Center, 

— Mfg. Co., Inc 


WATERMAN ENGINEERING CO., AIRCRAFT DIVISION 
P.O. Box 391, 725 Custer Ave., Evanston, Illinois 
SEE ADV. 0-204 

Weba, Inc., 1301 Fourth Ave 

Weston Hydraulics, Ltd. Sub Borg-Warner Corp 
10918 Burbank Bivd., North Hollywood, Calif 

WHITTAKER CONTROLS DIV TELECOMPUTING 
CORP., 915 N_ Citrus Ave., Los Angeles 38, Calif 

SEE ADV. 8-41 


Sperry Rand Corp Administrative 
Cetroit 32, Mich 
8044 Woodley Ave., Var Nuys 


New Hyde Park, N. Y 


Valves, Engine Inlet 


Accessory Products Co., Div. of Text 
Whittier Bivd., Whittier, California 

AiResearch Mfg. Div., The Garrett 
St., Phoenix, Ariz 

AiResearch Mfg. Div The Garrett 
Sepulveda Bivd., Los Angeles 45, C 

American Standard Prods Inc 
Hartford, Conn 

Andrew Parts Manufacturing Co 32 
Island City 6, New York 

Brandstro Electric Co Westport 

F M Huyck & Sons, Waldorf Instrument 

ton, N. Y 

HYDRO. AIRE, INC., 3000 Winona Ave 
SEE ADV. D- 175 

Lund Aviation, Inc 230 Park Ave New Yor 
N. Y 

Parker “7 rcraft > 
Angeles 45, C 

PROTOTYPE RESEARCH, INC., 13148 Raymer 

th Ho f. SEE ADV. D-201 

RANDALL ENGINEER! NG CORP., 5933 Bowcroft 
Los Angeles 16, Calif. SEE ADV. 0-203 

Sewer Engineering & Mfg. Co., 11423 Van 

orth Hollywood, Calif 

THOMPSON PRODUCTS INC., General Offices 

17, Ohio. SEE ADV. 0-170 


—— Fabricators, Inc 3906 


UNITED AIRCRAFT gags INC., 0. Box 1035, 
Dayton, Ohio. SEE A B-43 
United Meta ) Ring i. Box 1035, Dayton 1, 


Ohio 
Weba, Inc., 1301 Fourth Ave. New Hyde Park 
WHITTAKER | “CONTROLS OIv TELECOMPUTING 
915 Cit Ave Los Angeles 38 alif 


CoRP 
SEE ADV. B- a 


Burbank 


5728 West Century Bivd 


Cleveland 


Cohasset, Burbank, 


Valves, Engine Exhaust 


Accessory Products Co., Div. of Textror 


Whittier Bivd Whittier, California 
AiResearch Mfg. Div The Garrett Core 
St Phoenix, Ar 
AiResearch Mfg Div The Garrett 
Sepulveda Bivd., Los Angeles 45 2 
Ailied Ordnance Corp 15 Wright Ave 
N. J 
American Standard Prods 
Hartford, Conn 
ee Parts ee ring Co 0 1 St., Long 


York 
BELL "AIRCRAFT CORP. 


Niagara 
Falls, N. Y. SEE ADV. A-46 
Brandstrom Electric Co 
e 


Westport 
Huyck & Sons, Waldorf Instrument 
Y 


ington, N 

HYDRO-AIRE, INC 
SEE ADV. D-175 

Langley Corp 310 Euclid Ave., San Diego 12 

Lund Aviation, Inc 230 Park Ave New Yor 
N.Y 

Parker Aircraft Co 
Angeles 45, Calif 

PROTOTYPE RESEARCH, INC., 13148 Raymer 
North Hollywood, Calif. SEE ADV. 0-201 

Sterer Engineering & Mfg. Co 
North Hollywood, Calif 

THOMPSON PRODUCTS, INC., Genera! Offices 
17, Ohio. SEE ADV. D-170 

Titar.ium 3906 
Calif 

UNITED AIRCRAFT gags INC, P.O 
Dayton, Ohio. SEE ADV. B-43 

United Metallic 0 Ring Corp., Box 
Ohio 

Weba, Inc., 1301 Fourth Ave., New Hyde Park, N. Y. 

WHITTAKER CONTROLS DIV TELECOMPUTING 
CORP., 915 N. Citrus Ave., Los Angeles 38, Calif 
SEE ADV. 8-41 


z 


Niagara 


3000 Winona Ave., Burbank 


5728 West 


11423 Van Owen St., 
Cleveland 
Fabricators, Inc Cohasset, Burbank, 
Box 1035 


1035, Dayton 1, 
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VALVES 


Valves, Exhaust 


t 


CONTINENTAL MOTORS CORP.. AIRCRAFT ENGINE 

IV keg SEE ADV. A-52 
HYDRO-AIRE, INC 
SEE ADV. 0-175 


PROTOTYPE RESEARCH INC 13148 R 
North Hollywood alif., SEE ADV. D-201 


THOMPSON PRODUCTS, IN ¢ fice BELL AIRCRAFT CORP., N 
17 SEE ADV. 0-170 SEE ADV. A-46 


UNITED AIRCRAFT PRODUCTS, INC 
yt , E ADV. 68-43 


WHITTAKER CONTROLS DIV... TELECOMPUTING fo " OL CHEMICAL 
CORP., 915 N Ave Ang ' f ; EE ADV 
SEE ADV. B-41 


NITED AIRCRAFT PR 
Valves, Float 
CORNELIUS Ct 


Valves, Hydraulic System 


HYDRO-AIRE, INC 
SEE ADV. D-175 


aif 


PROTOTYPE RESEARCH, INC 
North # A f. SEE ADV 
RANDALL ENGINEERING CORP 233 6 
Ang SEE ADV. 0-20 


SCHULZ TOOL & MFG. CO ‘ 
SEE ACV. A-2 


vew 


TELECOMPUTING 


WHITTAKER CONTROLS DIV 
cCorRP 2 N Ave 
SEE ADV. 8-41 


Valves, High-Pressure .Gas 


A 
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VALVES 


BRUNING CO. THE, 601 
SEE ADV. 0-183 


EASTERN INDUSTRIES, INC 
SEE ADV. D-177 


‘ 
: 


ira 


KEARFOTT CO., INC., SUB. OF GENERAL PRECISION 
EQUIPMENT CORP., 1378 Main Ave., Clift N 
SEF ADV. C-83 

KELLOGG DIV., AMERICAN BRAKE SHOE CO 

t Rock i. ¥. SEE ADV. 0-189 


, k Wis 
KOONTZ WARNER ELECTRIC CO., INC., 516 } 
; Ave th Bend 1 i SEE ADV. D- 


} 


MARSH CORPORATION 
SEE ADV. A-53 


HOOVER ELECTRIC CO 
os Angeles 25 f. SEE ADV. C-97 

Miles R HYDRO-AIRE, INC 

PROTOTYPE " R ‘ SEE ADV. 0-175 

. SEE ).20) Hydrodyne Org 7 

CORP ) o~ 

E 


RESEARCH, INC 
RANDALL ENGINEERING C 
Ang l f SE 


SUB. OF GENERAL PRECISION 


“ 


vew 


TACTAIR VALVE DIV., AIRCRAFT PRODUCTS C 


SEE ADV. D-176 
INC - ff 


Uv 


THOMPSON PRODUCTS 
and 17 SE 


UNITED AIRCRAFT PRODUCTS, INC 
SEE ADV. 8-4 


WATERMAN ENGINEERING AIRCRAFT DIVISION 

; . = 
SEE ADV. 0-204 NITED AIRCRAFT PRODUCT ‘ 
VEATHERHEAD C t UNITED Al ane — * ne 
SEE AD E AD 


” WHITTAKER 
CORP 


SEE ADV. 8-41 


CONTROLS 
WHITTAKER CONTROLS 
CORP. 9 


SEE ADV. B-41 


Valves, Needle 


Valves, Motor-Operated 
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HYDRO-AIRE INC 
SEE ADV. 0-175 


MARSH CORPORATION 5 
SEE ADV. A-53 


RANDALL ENGINEERING CORP. 59 
Angeles 1¢ SEE ADV. D-203 


UNITED AIRCRAFT PROD INC 


L CTS 
SEE ADV. B-43 


BENDIX AVIATION CORP 


Pa 


HYDRO-AIRE INC 
SEE ADV. 0-175 


1959 AVIATION WEEK/SPACE TECHNOLOGY 


RESEARCH 


SIMMONDS AEROCESSORIES 
EE 


NITED AIRCRAFT PRODUCTS 
SEE ADV. B-4 


WHITTAKER CONTROLS D 
“ORP 


COR ] . 
SEE ADV. B-41 


Valves, Pneumatic 


CORNELIUS CO. THE 


SEE ADV. D-1 


BUYERS’ GUIDE ISSUE 


VALVES 





VALVES 


831 West F 
Ae 
SOLAR AIRCRAFT CO., 22 
SEE ADV. A-58 
9 & Mfg 


TACTAIR VALVE DIV. AIRCRAFT PRODUCTS CO 
R . Pa. SEE ADV. D-176 
THOMPSON PRODUCTS, tue Genera 
EE ADV. D-170 


T t tor 390¢ 


UNITED AIRCRAFT PRODUCTS, INC 
t SEE ADV. 8-43 


Box 


10918 Burbank ‘6 vd., North Ho 

WHITTAKER CONTROLS ow TELECOMPUTING 
corP s Angeles 38 
SEE ADV 8-41 


Valves, Pressure-Relief 


Angeles 45 
rhe 
Angeles 4 Calif 
15 Wright Ave Jersey City 


Queston Parkway, Mt. Vernon 


Power Jet Co ‘* 2 Ave., Ridgefield 
Standard Prods c 3030 Main St 


400 North Rice St 


1709 Standard Ave 


Tenth St., Santa Monica, Calif 
648 Main St Westbury 


Aircraft Div., Bryan, Ohio 
Canada Ltd P. 0. Box 515 
Canada 
Hanover Rd Florham Pk 


Canada Ltd 636 St. Pauwi St. W., 
Quebec, Canada 

Co., Rorkford, Il! 

“ A cs Machinery & Chemical Co., 


BEL AIRCRAFT. Cone. Niagara Falls Bivd., Niagara 
N. Y. SEE ADV. A-46 
Bendix Aviation Corp., Utica Div., Utica, N. Y 
Bendix-Pacific Div., Bendix Aviation Corp., 11600 
Sherman Way, N. Hollywood, Calif 
Bertea Products Co., 1450 N. Lake St., Pasadena 6 
Calif 
Bobrick Mfg. Corp., 1839 Blake Ave., Los Angeles 
39, Calif 
Brandstrom Electric Co., Westport, Conn 
Bridgepert-Thermostat Div., Robertshaw-Fulton Controls 
Co 155 Hill St., Milford, Conn 
Bristo! Co., The, P. 0. Box 1790-A. W., Waterbury 
20, Conn. 
BRUNING CO., THE, 601 South Ninth St., Lincoln 
Neb. SEE ADV. 0-183 
Carleton Aviation Co. Inc., East Aurora, New York 
Carma Mfg. Co., 1879 Millin Ave., Torrance, Calif 
The J. C. Carter Co., 671 West 17 St., Costa Mesa, 
Calif 
sentury Controls Corp., 80 E. Montauk Highway, 
indenhurst, N. Y 
ary Dynamics, 408 Junipero, San Gabriel, Calif 
Cleveland Pneumatic Industries, Inc., 3781 East 77th 
St Cleveland 5, Ohig 
r Products Div., A. S. R. Products Corp., 
Rio Vista Ave., Los Angeles 23, Calif 


CONTINENTAL MOTORS CORP. AIRCRAFT ENGINE 
SE c ADV. A-52 
CORNELIUS CO THE y N. f q 
SEE ADV. D-188 


SCHULZ TOOL & MFG. CO., 42: 
e f SEE ADV. A-2 


THO MPSON. PRODUCTS INC ene 
SEE ADV. 0-170 


ta m Fab 


if 
UNITED AIRCRAFT PRODUCTS, INC 
ayt SEE ADV. 8-43 


ed Meta 


VICTOR — COMPANY 
f SEE ADV 0-185 


WATERMAN ENGINEERING CO. 
SEE ADV. 0-204 : 
oe Co.. THE 
ADV. A- 43 D-186 
HYDRO-AIRE, INC ‘ —— 
WHITTAKER CONTROLS DIV. TELECOMPUTING 
SEE ADV. 0-175 fom ons Pere 
a > hs SEE ADV. 8-41 

Z& W ] 


vd wekitt 


Valves, Regulator 
Constant Flow 


Research Indus. Div 
tion Bivd Los Angele 45 
Research Mfg. Div., The G 
veda Bivd., Los Angeles 4 
ed Ordnance Corp 
Newark 5 oy Meta Sales Ltd 
Ontario, Canada 
dianwood Rd., Lake Orio American Standard 
Hartfor a Conn 
Boontor The Angle mputor 
dale 1, Calif 
qualite Corp 
Arkwin Industries 
Michiga Aro Equipment Corp 
eveland Pneumat Automatic Switch 
Ave Kalamazoo N. J 
The Bastian-Bless 
2 7 - Chicago 46, I! 
Welding Equipment Co., 218 Fremont St. get AIRCRAFT CORP., Niagara 
a ancisco , Falls, N. Y. SEE ADV. A- 46 
A. Norgren Co., 0 th E St., Englewood, Bendix Aviation Corp a 
Colo Bendix-Pacific Div., Ber dix Av at 
Normalair (Canada) Lt 1425 The Queensway, Etobi man Way, N. Hollywood 
oke, Toronto 14, Ontario anada Bertea Products Co., 14 e St., Pasade 
" Riese Calif 
— a a POWDER OO, 2828 Comes. Bestobel! (Canada) Ltd., 4 Bestobell Rd., Toront 
> orth Notlywood, Ca Ontario, Canada 
Parker Aircraft Co 5728 West Century Bivd., Los Brandstrom Electric Co Westport, Corn 
Angeles 45, Calif Br - tat Div Robertshaw-Fulto 
Pesco Products Div., Borg-Warner Corp., 24700 North trol ‘ it St., Milford, Conn 
Miles Rd., Bedford, Ohio Br 1 Co., ox 1790-A. W 
PIONEER-CENTRAL DIVISION, BENDIX AVIATION 
CORP., Davenport, Iowa. SEE ADV. 0-208 The J. C. Carter 
PROTOTYPE RESEARCH, INC., 13148 Raymer St., calif 
North Hollywood, Calif. SEE ADV. D-201 Carma Mfg. Co., 1879 M 
RANDALL ENGINEERING CORP., 5933 Bowcroft St Century Controls Corp 80 
Los Angeles 16, Calif. SEE ADV. D-203 Lindenhurst, N. Y 
Republic Mfg. Co., 15655 Brookpark Rd. Cleveland Clary Oynamics, 408 Junipero, San 
35, Ohio Com. Air Troducts Div. A. S. R 
J. R. Robbins C 4 Sunset lvd., Los Angeles 1201 to Vista Ave., Los Angeles 
46, Calif CORNELIUS CO., THE, 550 39 Ave 
& Kunzi, Inc., Marshall, C apolis 21, Minn. SEE ADV. 0-188 


College 


) 
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Valves, Relief & 


‘Burbank, Calif 
HYDRO-AIRE INC 
SEE ADV. D-175 


AIRCRAFT CORP 
SEE ADV. A-4¢ 


PIONEER-CENTRAL DIVISION BENDI 
CORP SEE ADV. [ 


PROTOTYPE RESEARCH, INC 
Nort SEE ADV. D-2 

RANDALL ENGINEERING CORP 
SEE ADV. D-2 


TACTAIR VALVE DIV AIRCRA 


THIOKOL CHEMICAL CORP 
77. SEE ADV. 0-181 
THOMPSON PRODUCTS, INC 
SEE ADV. D-170 
UNITED AIRCRAFT PRODUCTS, INC 
SEE ADV. B-43 


VICTOR EQUIPMENT COMPANY, sq § 
f. SEE ADV.’ D-185 

“Ae ee HYDRO-AIRE INC 

SEE ADV. D-175 


WATERMAN ENGINEERING CO., AIRCRAFT DIVISION 


SEE ADV. D-204_ 


918 Burbank vd North # wood. Calif 


WHITTAKER CONTROLS DIV TELECOMPUTING 
core 915 N t Ave Ange ; f 
SEE ADV. 8-41 
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Valves, Restrictor 


VALVES 





VALVES 


CORNELIUS CO 


THE 
SE 


Gladden Products 

Glemiale aif 

Great Lakes Mfg Co 422 
eveland 2] h 


B. H. Hadley, 


Montice Bivd., 
“‘Inc., 1427 


Garey Ave., Pomona, Calif. 
6543 So 5 | 


Laramie Ave., Chicago 


ment Co Hunt- 


F - yc Sons, Waldorf Instr 

Hydra Power Corp, Pine Court 

Hydraulic Research & Mfg. Co., 
Burbank, Calif 

HYDRO-AIRE, INC. 3000 Winona Ave 
SEE ADV O- 175 

4ydrodyne f Skinne Seal Div 735 

North Ho yw od Ca f 


Engineering Corp 600 East 


New Rochelle, N. Y. 

2835 N. Naomi St., 

Burbank, Calif 

duater 
Canyon Ave 

Interstate 
Anaheim, Calif 

ames, Pond & Cia Inc 2181 


Pasadena 


Vermont Ave., 


East Footh Bivd., 
Janitro Aircraft D rface Combustion Corp., 4200 
Surface Rd 
Hydra 
Quebec 
Kenyo Inst t Brewster, N. Y 
256 Main St., 


Montreal 18, 
Belleville 9, 


H., Toronto 13, 


. liege ro) ‘ 
Cc eve and “Preumatic 


24700 North 
Oh 
PROTOTYPE RESEARCH Nc 3148 Rayme 
3 SEE ADV - 201 
RANDALL ENGINEERING CORP. 5933 WW 
i 16, Calif. SEE ADV D- 203 
Co 15655 Brookpart Rd 


Cleveland 


s Angeles 46 


Mfg. Co 11423 Van Owen 


A. U. Stone & 23 W. ¢ t., N.Y 
TACTAIR VALVE DIV AIRCRAFT PRODUCTS CO 
125 Church Rd., Bridgeport, Pa. SEE ADV D- 176 
UNITED AIRCRAFT PRODUCTS, INC., x 
ayt 4 SEE ADV &- 43 
nited Meta 3 


WATERMAN ENGI NEERING co AIRCRAFT DIVISION 
J Ii tinois 
Ps ADV. 0-204 


Ave., Evanston, I 
Yew Hyde Park, WN 
Weste ky “Ind tries, 21301 Cloud Way, Hayward, 
Calif 
WHITTAKER CONTROLS 
CORP 


SEE Aov. B-4] 


DIV 


Ave Los 


TELECOMPUTING 
Angeles 38, Ca 


- + 


Bivd., Wickliff 


Valves, Rocket Propellant 


Vv > Textr 
Bivd.. Whittier, Calif 


nN 


16 N. Glendale Ave., Glen- 
dale 6 Calif. 

Aer pply Mfg 11 W. Main St Corry 
borne Resear ooment Corr 7530 
Fernando Rd A, Valley, Calif. 

Research rd The G orp 9225 
tion Bivd., Los _ Angeles es 45, “Calif 

Research Mf Corp., 9851 
veda Bivd les y+ es . 4s, Calif 

merica tandard Prods., Ir 3030 
ford, Conn 

Aqualite Corp., 1660 Santa Monica, 

Arkwir , 648 Main St., 

BELL AIRCRAFT CORP. Niagara Falls 
Falls, N. Y. SEE ADV. A-46 


Products Co., 1450 N 


Sepul- 


Main St., Hart- 


Tenth St., Calif. 
Westbury, N. Y 
Bivd., 


ndustries, Inc 


Niagare 


Bertea 


Calif 


) Lake St., Pasadena 6, 


Corp., 1839 Blake Ave., Los Angeles 39, 


HYD20-AIRE, INC 
SEE ADV. 0-175 


RANDALL “ENGINEERING CORP 233 Bow 
Angele alif SEE —. D-203 


: nesea 
Burbank, Calif 
HYDRO-AIRE, INC 

SEE ADV. D-175 
Hydrodyne C Skinner Se [ ; Col ter : der Cont 

anyc Ave Nort 4 ' 
H wy nat . 7 ™ kwy vif to N J terer ¢ pineer 
Walt ter Kidde & C Inc ’ t., Belleville 9 

N TACTAIR VALVE ow. 
Koehler A aft Products Cx New Britain Pa ADV. 0-176 

Mac hio UNITED Aincart PRODUCTS INC., P Box 
KOONTZ. “WAGNER. ELecTRIC C0 NC Slé N Dayton SEE ADV. B-43 

Ave, Souta Bend 1, In SEE ADV. 0-191 t ed Ring 8 


A & — 


"AIRCRAFT PRODUCTS CO 
SEE 


org 
uitg 
Calif 
Mict . New Hyde Park, N 
ORDCO DIV BERMITE os co WHITTAKER. “CONTROLS. DIV TELECOMPUTING 
CORP., 915 t . Angele 8 f 
SEE ADV. B- 4i 


H : SEE ADV. B-40 
PIONEER- CENTRAL “DIVISION BENDIX AVIATION 
CorP vent “ SEE ADV. 0-208 
Deve lopment b egundo Bivd 
PROTOTYPE RESEARCH INC y 
f. SEE ADV ‘D- 201 
RANDALL ENGINEERING CORP ? 
A 16, Calif SEE ADV 


Valves, Sanitary 
(Gallery & Lavatory) 


0-203 


New 


} ~ v 4 “ 
ywood, Calif 

WHITTAKER CONTROLS DIV 

coRP 


SEE ADV 


THIOKOL CHEMICAL "CORP 

SEE ADV. 0-181 

UNI TED AIRCRAFT PRODUCTS, INC 
SEE ADV. 8-43 


TELECOMPUTING 


B-41 


Valves, Selector 


WATERMAN ENGINEERING co 
SION, P 
SEE ‘ADV D-204 


AIRCRAFT ODIVI- 


N 


TELEC SOMPUTING 


ge bes 


WHITTAKER CONTROLS ~ BIV 


SEE * iov B-41 


Valves, Rotary 


. u 
Arkw 


BELL AIRCRAFT CORP., Niaga 
N. Y. SEE ADV. A-46 
Bendix-Pacific Div Bendix A 


Way 


at I East 77th 
cleveland 5, 
Air Products v 

ta Ave., Los jane eles 


Darco Industries In Val-Aer 


ans Ave El Segundo alif 

owty Equipment of Canad td Aja ntar io 3 

v * Aviation Assoc . Freeman Ave., P 

Box 4087, Long Bea 4 alif 

"A rcraft Products Corp., Sub 
229-251 


casterr 


head 


of The Weather- 
range, N 


Genera Controis Co., 801 Allen Ave 


ud if 
adde 
endale, Calif 


Products C , 635 West 
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Greer ‘ N Y Inte atio A 
ary N 

E H a In 427 arey Ave P 3 
Calif 

Hoof Prod 6543 5S ara Avy Cr 9 

F Huyck & Waldorf e 9 
t N. Y 

Hydra Powe t, New Roct N 

Hydra ~ & Mfg 2835 N. Na t 
Burbank, Calif 


HYDRO-AIRE, INC. 3 Ww ~ Ave., Burbank 
— ADV 0- at 4 





Hydr Seal Div 7 wa 
Ave N ywood f 
tate ginee 3 ¢ ast f. 
Anaheim, Calif 
Hydra 64 t Den > Vv 1 6 
Quebec Conada 
Keny ee ewste 
Walter k 8 256 M v 
9 W. J 
® de Wa id 
A M eal 9, Quebe anad 
Koehler A afe 2 b N 
Machine > Le ayton 4 
Kohle C Kohler Wisc 
Lundy Mf er N 
Lyndon Aircraft, Inc 140 Clifford Newark 5 
. 
uw. Cc. Mf 8 we R 
Mich 
t 2 8 N 
y Rad C 15-35 29 St College Point 
Nation » 
industrie 22 
Mich 
zone Meta! Products Corp 1 32 
Park 16, WN. Y 
Parker A aft S 
Ange ies 
Peacock Engineering & Mfg. Co 1673 East 82 P 
L Angeles Calif 
Pesc 0 Product Borg-Warne 247 N 
Rd dford. Ohio 


= l R 
EE ADV. 'D-2 
RANDALL. ENGINEERING CORP. 5933 Be oft 
s Angele SEE ADV. D- 203 


PROTOTYPE RESEARCH 





Reput Mfg 15655 Brookpark Rd 
35, Ohio 
R. Robb 904¢ nse vd Ang 
4¢ Calif 
Rons Hyd ts Corg 1313 Lincoin Ave 
Pasadena, Calif 
argent Engineering f Huntingt 
Sierra-Schroeder Cont v.. Idaho Mary A 
2919 ctoria, Compton, Calif 
Sterer he = y & , C 11423 Van Owen St 


AIRCRAFT PRODUCTS CO 
dgepor EE ADV 0-176 


TACTAIR “VALVE ‘bv 


THOMPSON PROOUCTS INC Cleve 
SEE ADV 4 170 
UNITED AIRCRAFT PRODUC INC 
S ADV B- , a 
Vickers n € R 
& Engrg en et 397 M 
Vinson Mfg. Co 8044 Woodley Ave v N 
Calif 
Weba, In th Ave , 
Weston Hydraulics Ltd Sub Borg Warne Corp 


10918 Burt th Hollyw f 

WHITTAKER CONTROLS DIV., TELECOMPUTING 
CORP. 91 ve Los Ange f 
SEE ADV. B6- 41 


Valves, Sequence 





A ry a Divisior f Tex 
6 W Whit 6.vd Whitt rer alif 
Adel Precision F seneral Metals 
777 Vanowen Burbank ‘ 
Aero Supply Mfg. C 611 W. Ma t 
A x In M e Airg Dorval, Queb Canac 
AiResearch Mfg Th parret Cc 02 
3% St Phoenix, Ariz 
Aqualite 0 ¢ > a 
Amer a St 3 5 3 Va 
Har a Conn 
Arkw t 648 Ma 
N. Y. 
Atlant Aviat Boyertow Pa 
BELL AIRCRAFT CORP., Niagara Falls Bivd., Niaga 
Falls, N. Y. SEE ADV. A-46 
Bendix f Bendix Aviat i 11600 
Sherman Way N Hollywood, Calif 
Bertea N ake S Pasadena 6 
Calif 
d Westport 
Bridgeport-The ¥ Robertshaw C 
C 15 4 t., Milford, Co 
veland Pur Just lr 3781 as 77t 
eet, Cleveland 5 hio 
iv A Product \ ~ Product 
201 Rio Sta Av Angeles 23, Calif 
Dar Industries Inc Val-Aero Div., 2151 E. Rose 
ams Ave t Segundo, Calif 
Dowty Equig t anada Ltd., Ajax Ontar 
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x ) 
j Reg 
- i . 
sa '€ a t 
ington 'N Y 
HYDRO0-AIRE, INC 
SEE ADV. D-175 
interstate < jinee 9 VOre C i e - 


Anaheim Calif 


Instrument Co., Brewster, N. Y 


PROTOTYPE RESEARCH, “INC 
E ADV. 0-201 

RANDALL ‘ENGINEERING CORP ’ 

SEE aw D-203 


lé alif 


SCHULZ TOOL & —y co., 4 f 
SEE ADV. A-2 


& 


TACTAIR- val VE DIV. AIRCRAFT PRODULTS CO 
SEE ADV. D-17¢ 
UNI TED Al RCRAFT PRODUCTS INC x 
SEE ADV. B-43 
v Mfg. Co., Inc., 8044 Woodley Ave Van Nuys 
Calif. 


CONTROLS "DIV. TELECOMPUTING 
B-4l — 


WHITTAKER 


SEE *KOV. 


Valves, Shuttle 


Ade! Precis Prod 
x A Airp t, D Que a : 
N.Y 
American Standard Prods 
“os 
BELL AIRCRAFT o Niaga 
N SEE ADV. A 46 
err va ? Hollywood alit 
Berte 
Ca 
1201 Rio Vista Ave., Los Angele 
CORNELIUS CO., THE 39 Ave 
Mion. SEE ADV. 0-188 
sn A egund Calif 
wty x 
t A Ass 
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HYDRO-AIRE INC 
SEE ADV. D-175 


ide ‘ 
Pomona alif 
40 . a 


PROTOTYPE RESEARC H. INC 


VALVES 


SEE ADV. D-201 
RANDALL ENGI NEERING CORF ? 
SEE ADV. 0-203 
35. Ohio 
Ca f 
Pasacena f 


SCHULZ TOOL. & MFG. CO 
ab SEE ADV. A- 


TACTAIR VALVE DIV., AIRCRAF 


UNITED AIRCRAFT PRODUCTS, INC 


SEE ADV. 8-43 


Nuys alif 
Weba 
Westin 
WHITTAKER CONTR 
CORP. 9 N Ave 


SEE ADV. 8-41 


Valves, Strainer 


4 Pp 

Acce 
” Whittier B 
vv vh ¥ 

Ae mf 

A e 
‘ 


CORNELIUS CO., THE 7A 
A SEE A ] 


Angeles 38 


Calif 
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t rewster Y 
rod ie Sub, New Brit 
409 Leo Ohio 
ompany, Port Huron, Mich 
5655 Brookpark Rd. Cleveland 
Los Angeles 


9040 unset Sive 


SCHULZ TOOL & MFG. CO., 425 Pine 
abrie a SEE ADV. A- 2 


Engl neer in ho Co 


UNITED AIRCRAFT PRODUCTS INC., P 
Dayto o. SEE ADV. B-43 


Ring Corp Box 1035 


e & 


Stere 
Dayton 
N 


TELECOMPUTING 
Angeles 


Ave.. New 
WHITTAKER “CONTROLS. DIV., 
RP 71 Ave 


co 
SEE ADV "gal 


Valves, Suction—Regulating 


CORNELIUS CO., THE, : 
mM SEE ADV. 0-188 


‘ 


PIONEER CENTRAL DIVISION BENDIX AVIATION 
CORPORATI( A SEE ADV 0-208 

PROTOTYPE RESEARCH INC 3148 Raymer St 
r SEE ADV. D-20 

ENGI NEERING CORP., 59 


RANDALL 
: SEE ADV 


0-203 


SCHULZ TOOL & MFG. CO $2 
f. SEE ADV A-2 


AIRCRAFT PRODUCTS, INC 


SEE ADV. 8-43 


NITED 


Ww l F th Ave Park, N 
WHITTAKER CONTROLS T LECOMPUT! NG 
CORP ‘ Ave Ange 


SEE Kov. B-41 


Hyde 


Valves, Surge 


santa Monica 


Hanover Rd Florham Pk 


HYDRO-AIRE INC 
SEE ADV. 0-175 


Hydrodyne 


nt 
PROTO oT TYPE RESEARCH, 
RANDALL ENGINEERING 


Angele SEE ADV 


SCHULZ TOOL “& MFG. CO., 4 
SEE ADV. A-2 
er gi neer ~ on 
UNITED AIRCRAFT PRODU CTS 
SEE ADV. 8-43 


¥ 


WHITTAKER "CONTROLS DIV. 


SEE Apv B 4) 


Valves, Thermostatic 


ENGINEERING 


“ 


ENGINEERING 
SEE 


WHITTAKER 
CORP 
SEE ADV 


CONTROLS 


Valves, Transfer 


1959 AVIATI 


NC. 1314 
SEE ADV. 
CORP 733 


ng Bea h 
Huntington, N 'Y 
Hydra Corp 
tyGra Resear 
Surbdank Calif 
HYDRO-AIRE INC 
Rayme 3t SEE ADV. 0-175 
D- 201 Hydrodyne rE 


D-203 


Power 


North 


w Hyde Park, N. Y 
TELECOMPUTING 


PROTOTYPE RESEARCH, INC 1314 
SEE AD 0 
corRP 

SEE AN 0 


RANDALL ENGINEE RING 


argent gineering Cor H 
SCHULZ TOOL & MFG. CO 
: f. SEE AD 


e 


WHITTAKER CONTROLS 


cCoRP 


SEE ADV. 8-41 


Valves, Vacuum Selector 
& Check 
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WASHERS 
F.C Wuyck & Som, Walder! inet Vises & Clamps 
HYDRO-AIRE iNC 
SEE ADV. D-175 


cyne 


ao oe ee " Warning Units, Temperature 


duct v., Borg-V € 6 24 N 

PROTOTYPE RESEARCH, INC., 13148 Ray 

Yorth Hollyw alif. SEE ADV. 0-201 

RANDALL ENGINEERING CORP ’ . 
Angeles 1 f. SEE ADV. D-203 


kpark & 
r 


Sy, agree Visors, Sun 
SCHULZ TOOL & MFG. CO : 
. f SEE ADV. A-2 


tnginee 5 & Mfg 9 ] “ 
w . 7 RDAN ELE VICTORE 
E 

TACTAIR VALVE DIV., AIRCRAFT PRODUCTS CO Ef 

125 Re J E ADV. 0-17¢ 
UNITED AIRCRAFT PRODUCTS, INC., F x1 

Dayton, OF SEE ADV. 8-43 

Warning Units, Cabin 
BER ER 
- Pressure EE ADV. B-4 


>. 

WHITTAKER CONTROLS DIV TELECOMPUTING 
core ’ t Ave Ang f 
SEE ADV. 6-4] 


Vapor Blast Equipment Washers, Metallic 


“DAN ELECTRONICS DIV VICTOREEN INSTR 
CO 


i Biast Mfg 2 We Atk Av MENT 
Milwaukee 9, W SEE ADV. C-95 
MONTROSE DIV BENDIX AVIATION RP 
$ SEE ADV. C-9 


Vaporizers, Liquid Oxygen 


ORDCO DIV., BERMITE POWDER 
% ‘ 


Warning Units, Fuel Pressure 


ass 
ad 
HOFMAN LABORATORIES, INC “ 
de, N SEE ADV. D-193 
§ Rach Ave 
PIONEER-CENTRAL DIVISION, BENDIX AVIATION 
CORP vens wa. SEE ADV. D-208 é ee 
s DA ELECTRONICS , 
SEE A V , 
ROSE . SENDIX A 
SEE ADV 
Veneers Pa 


Warning Units, Oil Pressure 
Vents, Vacuum System 


Vibrators, Instrument Panel 


MONTROSE DIV BENDIX AVIATION RF 
SEE ADV. C-% 
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WASHERS 
we Weatherstripping 


Welding & Welding 
Assemblies 
(To Specifications) 


Webbing, Elastic & 
Nonelastic 


Welders, Electric 


THE BUDD COMPANY, DEFENSE DIVISION 


SEE ADV. A-4 


HARNISCHFEGER CORP 


. 


MOTOR GENERATOR CORP. (HOBART BROS. AFF 
SEE ADV. F-1 


Welders, Spot 


INDUSTRIAL TOOL MFG. CORP. SUB 
TOOL INDUSTRIES, INC 3 


Park alif. SEE ADV. D-19€ 


Wax, Finishing 


f+ 


LAVELLE AIRCRAFT CORP 
: SEE ADV. A-44 
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LYCOMING DIV AVCO MANUFACTURING CORP 
tford SEE ADV. 3RD COVER 


x 4666 


MOTOR GENERATOR CORP 


VICTOR EQUIPMENT COMPANY 
Fra f. SEE ADV. 0-185 


x B, Pitt gh 30, Pa 


Wheel Balancing & 
Alignment Machines 


Rd. Ana Wheels, Abrasive 
SOLAR AIRCRAFT CO F 
l alif SEE ADV. A-58 
SMITHCRAFT FABRICATION DIVISION, A. L. SMIT 
IRON COMPANY t 
SEE ADV. D-199 


Wire, Aluminum 


Wicks 


UNITED AIRCRAFT PRODUCTS. INC 
r SEE ADV. D-43 


Winches 


F bs HOOVER ELECTRIC co 
Welding Equipment & a 
Supplies ae oe 


A 


SS _— she Wire, Antenna 
HARNISCHFEGER CORP, 4400 West National Ave e ° 
Milwaukee 46, Wisc.” SEE ADV. D-182 Wind Tunnel Equipment 


(Continued on page D-190 
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Chance Vought Regulus !! Missile . . . wired for high temperature and “‘better than Mach 2" flight with Auto-Lite 350 Wire 


AUTO-LITE F577 WIRE 
Gives top performance from 400°F. to -80°F. 


The Chance Vought Regulus II employs a Mach- 
meter signal to control altitude, calling for climb 
until cruise level is reached. Service ceiling is 
listed “over 60,000 feet.”” High Mach number 
and altitude requirements make Auto-Lite 350 
Silicone-rubber-insulated wire ideal for the job. 


Flexible at —80°F., Auto-Lite 350 Wire also has 


e Flexible at temperatures below —80°F. 
e Smokeless 


Resistant to modern aircraft hydraulic fluids, 
lubricants, and fuels for reciprocating and 
jet-type engines 


temperatures 


e Resistant to most missile propellants 
¢ No discoloration at maximum operating cable 


¢ Flame-resistant 
Easy printing of circuits with conventional 
marking machines 


high resistance to flame, abrasion, most missile 
chemicals, and lubricants. In any installation 
where extreme temperature demands or chemicals 
are serious problems, consider Auto-Lite 350 Wire. 
Many missile manufacturers find that Auto-Lite 350 
Wire also reduces over-all production costs com- 
pared with other types of high-temperature wire. 


* Meets Spec. MIL-W-8777A 


© Free stripping 
« Manufactured in sizes 22 thru 2/0 


For complete information on Auto-Lite Aircraft Wire, including specifications and samples, write to . . . 
The Electric Auto-Lite Company, Wire and Cable Division, Port Huron, Michigan or Hazleton, Pennsylvania 


GENERAL PURPOSE 
HIGH-TEMPERATURE 
AIRCRAFT WIRE 


AUTO-LITE. F757 
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yw Connectors 


Components 


1s & sae | Compression Tooling 
Bua _ sy be Sa asa os ut Smee SS 


PLUG and RECEPTACLE CONNECTORS 





HYFEN —Crimp-type connectors 
permit the design of lighter, 
more compact equipment. Con- 
tacts can be removed, re-inserted 
or replaced. Designed to replace, 
or mate with virtually all exist- 
ing connectors, the HYFEN meets 
or exceeds MIL specs. Reliability- 
tested crimping saves time and 
ends the high rejection rate 
inherent with solder. 





With Crimp-type, Snap-Locked Contacts 


SS a SS OS SS SE OP EO EP a ee ee Se ee ee ee eee ee ee 


TAPER PIN PANELS j|JCOMPRESSION SHEATH CONNECTORS 


For Shielded or Coaxial Cable 


. . 
STAPIN—Solid shank UNIRING — One-piece HYRINGs—Two-piece 
taper-pin contacts and connector for ground- inner and outer fer- 
panels for missiles, : - ing, joining or termi- rules, color-coded, 
control equipment, etc. : } nating. Inner ring The small HYRING is 
Especially valuable / if slides under shielded slipped under 
where circuit testing is ; braid while tap wire braided shield and t 
required. Contacts are f is held between braid larger, HYRING 
high-quality copper and outer ring. Accom- slipped over the sh 
alloy and plated as . modates single or and ground leads 
required. An impact-type multiple taps. Avail- single mp co 
insertion tube installs able with nylon insula- pletes the 
contacts into the panel. tion or uninsulated. 


"aa 


INSULUG—Color- SEALINK—Nylon HYLUG'& HYLINK~ Compact, one- UNILOK*Single or MoDULOK— ° Terminal PANELOK — Pressure- 
coded, nylon insu- insulated, water- piece, pure electrolytic copper. gang disconnect, pres- with snap-in tight. molded panels 
fated tugs. Also sealed, one-piece  Electro-tin plated to prevent corro- sure r non-pressure spr oaded nta with nylon insulated or 
spade or fork-tongue splice for single or sion. With or without insulation grip. applications. Seamless, and separable modules uninsulated. silver- 
design, or banded multi-cable. Ano- Inspection holes for simple. check crimp- type removable Either quick-dis onnes plated HYP N* ¢s 
for automatic dized aluminum of wire insertion. contacts with maximum permanent block. 30 Connect disconnect from 
machines. sealing rings. Takes mec nan cal, electrical Odt or 4 tier rs de of bulkhead 
AN 26 thru 10. efficiency. er ft. thout removing panel 


by 


TOOLING -— over 100 different hand, hydraulic, pneumatic 
semi-automatic teels and machines available fer installation of connectors, 
splices, and contacts. Choice usually depends en installation quantity or 
current assembly methods 





TAO y 
BURCAP=-Nylon- WYLOCLIPMold- FINGRIP—— 'Inex- LIMITERS— Pro- 
insulated, crimped ed nyion, light- pensive, reliable tect aircraft sys- | vioNce 
splice for wide weight, cable quick-disconnect tems against high | banemcien —_ 
range of wire hanger. Resists terminals. Male, overloads, shorts. } coabadananin’ 
combinations. temperatures female, right Visual or mechan- \| —_ — 
Electrolytic cop- from -60° to angie variations. indicating END 
per for maximum 250°F. 17 sizes _ install with auto- type. 400 c, 115/ Depth-of-indent- YD series 
conductivity. for cable, bundies matic machine or 208 v AC, DC up control ed hand Cartriage-fed, 
Ye” to over 2”. simple hand tools. to 30 v semi-automatic 
: : c D. Bergman, Sales Manag BG [ HYFEN plug & C) BURCAP “‘pig- 
comico 1 OLAATON DIVISION, BURNDY, Norwalk, Connect. ~~ - A = » A yr 
LIP nylon 
( STAPIN taper-pin cable hangers. 
am (2 FINGRIP quick- ' 
CD UNIRING /HYRING ae : 
tap connectors. - > i imiTER aircraft 
( HYDENT fuses. 


terminals, lugs, 
& splices (C0 BANDOLUG 


ALINK- automatic termi- 
- es water- nating machine. i 
sealed splices, (1) BURNDY com- 
C) UNILOK gang- ression instal- 
disconnect plugs. ation tooling. | 
(C) MODULOK snap- 
7 in terminal (CO HAVE Your | 
City. lo t blocks. REPRESENTATIVE 
C2 PANELOK pres- CALLFORAN Oo 
58-1} (Note: Please attach te company letterhead.) *Trade Mark surized panels. APPOINTMENT. 
mee ee ee PL ST eT lL Te 
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“@ Research Labs Keep Pace With Giant 
Stride Of Americas Air Industry / 


CUSTOMER PROBLEM: : 

see test rig for measuring full scale air- 
craft turbine bearings. Test rig must simulate 
actual operating conditions. 


SOLUTION: 

N/D engineering, in cooperation with cus- 
tomer under the direction of a defense agency, 
developed the aircraft turbine bearing testing 
equipment shown above. The Test Rig Control 
Console, shown on the left, initiates and con- 
trols tests, and completely records all operating 
performance characteristics. The test stand 
itself, above right, simulates the actual condi- 


tions to which the bearings are subjected in 
flight. It develops radial loads of up to 25,000 
lbs. . . . and thrust loads reaching a maximum 
75,000 Ibs. Bearings up to 110mm bore are 
tested at speeds as high as 20,000 r.p.m., in 
temperatures ranging up to 1200° F. Research 
facilities such as this are your assurance that 
New Departure stands ready to work closely 
with you on your bearing research problems. 
For information on New Departure precision 
Aircraft and Instrument ball bearings, or re- 
search facilities, call the New Departure Sales 
Engineer in your area or write Dept. G-12. 


Rez 


DIVISION OF GENERAL/MOTORS, BRISTOL, CONN. 


NOTHING AOLLS L/KE A BALL 


EPARTURE 
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Air Start Cart 


Significant advance in 
efficiency, economy, safety: 


NEW SPACE UNIVERSAL AIR START CART 
provides low or high pressure jet engine start- 
ing, landing gear and strut servicing — at a 
fraction of the initial cost, operating and 
maintenance expense of comparable facilities. 
A single compact unit (less than 88” wide 

easily stored and transported, its storage 
capacity is adequate for eight normal engine 
starts. Air is controlled to 450° and delivered 
to the engine, in uncontaminated condition. 


Elimination of blower-type exhausts prevents 
all possibility of injury caused by burns. 


Standard commercial components, capable of 
withstanding ambient conditions from —65° F 
to +160°F, are used throughout. Equipped 
with pneumatic tires and springs, covered by 
a canopy of heavy gauge metal, this SPACE 
cart can be truck mounted with compressor 
driven from power take off, or supplied with 
either gasoline or electrically driven air 
compressor. 





ENGINEERS 


Logic, skill and vision find a special place 
with SPACE. Write today about the opportu 
nities that may await you. Your letter will 
receive the personal attention of top man 
agement. Address it directly to the Vice 
President of Industrial Relations, Box 5175, 
Dallas 22, Texas 








Mission accomplished: 


TITAN erector actuators 
BOMARC flight simulators 
ATLAS weight and thrust measuring systems 


altitude simulation chambers permanent 


semi-portable and mobile test cells Diock 
house instrumentation missile liquid level 
propeliant detection systems abin leakage 
testers 


your fun 

suppe rt! 
irbojets, turb« 
or rockets co 


skill to speed the solution to 


SPACE 
FIRE CONTROL UNIT 


Now, 
ciently, and at 

type of conventi 

today! Easily 

operation, and 

SPACE Fire ( ld 
volumes of dry chemical plus 
foam at high pressures, when 
SPACE Fire Control 
meets the highest standards set by indus- 
trialists and airfield safety experts 


if necessary, this SPACE unit 


chemical 


ane 


wherever needed 


as a pumper with capacit 
2900 gallons ot water a 


Available skid, trailer or truck mounted 
to sult your particular requirements. 


- -):{ =| —iellen-n-s 
Specialized Propulsion and Control! Equipment 


SHILOH ROAD AND FAIRDALE + GARLAND, TEXAS 
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why 


Hyatr 


is America’s 
-NO. 1 
SOURCE 
of jet engine 
rolier bearings: 


HYATT offers two decisive advantages: 


1 Years of experience in cooperating with 
aircraft engineers to develop solutions to 
jet-age bearing problems. 

2 The skills and facilities to maintain 
prototype quality throughout on-time 
quantity production. 





For size ranges and load ratings of standard 
HYATT Aircraft Bearings, request 

Catalog A-56. For expert engineering and 
production help in or special bearing 
problems, contact Hyatt Bearings Division, 
General Motors Corporation, Harrison, N. J. 


FACILITIES: This high speed test ma- 
chine is part of a completely equipped 
metallurgical laboratory with modern test 
equipment, for research and development 
in the fields of Higher Temperatures « 
Higher Speeds « Heavier Loads in smaller 
areas, to meet aircraft requirements. 


MEN: A highly-trained force of 
expert Metaliurgists « Chemists 
e Designers « Engineers « Tech- 
nicians « Production Craftsmen 











—- ~~ 


- oot : ' 


CRE ae we. 
tay tt? ee 


ee 


MACHINES: Millions of dollars worth of equipment for 
Machining « Heat Treating « Grinding *« Assembling and 
Inspecting bearings with micro-inch precision 


THE RECOGNIZED | {£ADEP| IN CYLINDRICAL BEARINGS 
— 


Piy-ROLL BEARINGS 
FOR AIRCRAFT IA DUSTRY 
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““career-curve”’ 


of a 
man named 


Carter 


Charlie Carter started out like a ball of 
fire. First ten years — terrific! Then he 
seemed to slow down. Other men — 
younger newcomers — passed him by. 
Why? 

What happened to Charlie? Nothing. 
It's what has been happening to industry. 
Business has become so big and busy, it 
moves too fast for men who seem satis- 
fied with the status quo. Never have 
management ranks been so wide open 
for “get-up-and-go” men. 

Look ahead, read ahead, get ahead. 
Know your job inside out. Be an “au- 
thority”. But don’t stop here. Be a grow- 
equally knowing on the 
functions 


ing man... 
cross-currents of other job 
within your company — well-informed 
on the working inter-relationship of all 
operations — the big picture. 

How can you do this comfortably? 
With the business publication you have 
in your hand right now. Its editors know 


‘ 
| 
37 


37 


your field. They work in it — right at 
your side. They are your eyes and ears. 
They go to the places you would go if 
you had the time. They look, listen, 
question for you. They review, analyze, 
edit . . . deliver all that is important to 
you. They eliminate the non-essential 
and the time-wasting. They do this fast 
and accurately. And because they write 
about that which is as close to you as 
your own family — your future ... 
you will find your favorite McGraw. 
Hill publication more and more a pleas- 
ure as well as a profit to read. 

The big benefit to you is simply this: 
The greater time you put into reading 
this magazine, the greater your gain in 
“time saved”. You handle your present 
job faster and with far greater effective- 
ness. And you yourself with 
bonus hours of new opportunity to look 
up and do something about thar bigger 
job ahead. 


reward 


McGRAW-HILL SPECIALIZED PUBLICATIONS 


The most interesting reading for the man 


most interested in moving ahead 

















MEMBER 


MACWHYTE WIRE ROPE COMPANY, 

2905 Fourteenth Avenue, Kenosha, Wisconsin 

Cable ¢ Terminals « Assemblies « Tie Rods 

Manufacturers of Internally Lubricated PREformed Wire Rope; 
Braided Wire Rope Slings; Aircraft Cables and Assemblies; 
Monel Metal, Stainless Steel, Plastic-Coated and Nylon-Coated 
Wire Rope; and Wire Rope Assemblies. Special catalogs available. 


MILL DEPOTS: New York 4, 35 Water St. « Pittsburgh 
36, P. 0. Box 10916, 353 Curry Hollow Road ¢ Detroit 3, 75 
Oakman Bivd. ¢ Chicage 6, 228 S. Desplaines St. ¢ St. Paul 
14, 2356 Hampden Ave. « Ft. Worth 1, P. 0. Box 605 « Port- 
land 9, 1603 N. W. 14th Ave. ¢ Seattle 8, 87 Holgate St. « 
San Francisco 7, 188 King St. ¢ Los Angeles 33, 185 S. Myers St. 
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EQUIPPED WITH 
MACWHYTE CONTROL CABLES 


Douglas’ sleek new DC-8 packs four turbojet engines, cruis« t 
speeds up to 590 MPH and will span the United States in just 
4 hours, 37 minutes on regularly scheduled flights! These fine air 
craft will soon be delivered to major airlines, including Pan Ameri- 
can World Airways, who will use them to span the Pacific in 10'% 
hours and the Atlantic in 61% hours. 

Up to 176 passengers can enjoy the DC-8’s comfort and quiet 
flying “over the weather” in sea-level atmosphere at altitudes up 
to 23,000 feet. With a wing span of 1399" and a total length 
of 1506”, the DC-8 will carry a full payload 5000 miles non-sto; 

Every inch of the DC-8 has been thoroughly tested, undergoing 
structural-fatigue punishment simulating over 100 years of air serv- 
ice. And every component was selected to give maximum servic: 

Macwhyte aircraft cable is an important element in the DC-8’s 
control system. 

Macwhyte “Hi-Fatigue®” Aircraft Cable is made in a complet 
line of sizes and types. Macwhyte “Safe-Lock” Cable termina 
of stainless steel are available loose or in complete assembli 
ready for installation. Macwhyte Aircraft Cables, Terminals, and 
Assemblies meet the requirements of aircraft manufacturers, airlines 


and military specifications. Aircraft Catalog A-3 free on request 
432 


MACWHYTE WIRE RUPE 


We build GSE* for the big ones 


*Ground Support Equipment— unsung hero of the launching pad 


We have built a substantial part of the Ground Support Equipment for Jupi- 
ter, Atlas and Thor—as well as the GSE for our own GAM-77, a new air-to- 
surface missile for Boeing’s B-52. We’ve designed and built GSE for rocket, 
ramjet, and turbojet craft for 12 years... proved its reliability in thou- 
sands of actual test firings. 

Consoles, actuators, stands, dollies, platforms, trailers, power supplies, 
engine servicers, starters, erectors etc., etc. You name it... we've built it 

Whether it’s a crash program or a long range project ...single piece of 
hardware or complete ground support system... we'll build it to your prints 
or do the whole package from R&D through manufacturing. 

Also, our experience has taught us how to organize as well as execute. 
We call it systems-management capability. Businesslike. On schedule. It 
means time and money saved for you. 

Write or call: Special Products Manager, Missile Division, 12214 Lake- 
wood Boulevard, Downey, California. A 


MISSILE DIVISION aE 


NORTH AMERICAN AVIATION, INC. 
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WBAALT* specifies HSR-86** 
AC Aircraft Spark Plugs original equipment 
on NEW Cessno 310 and L-27A Light Twins! 


aS Eee 8 


*“\World’s Best All Around Light Twins” sparked by 
**World’s Best Aircraft Spark Plugs! 


They took the limit off the sky when Cessna engineered the new 
310 and the, military version, L-27A. Only the finest materials, 
components and workmanship go into these “advance design” 
planes. And, of course, these rigid specifications include factory 
installation of AC Spark Plugs! 


AC Aircraft Spark Plugs give longer service life with fewer 
unscheduled removals. They heat up fast to burn away fouling 
combustion deposits as soon as they form. ACs stay clean longer 
because of the efficient scavenging action. They deliver the hig! 
incendivity spark needed for peak performance and reliability 


In addition to the Light Twins, Cessna specifies AC's S-88 for the 
Picture above shows AC type HSR-86 entire 180 Series, including the luxurious Skylane! The militar 
installed in 0470 Continental engine. L-19 uses the HSR-87 as original equipment. 


You'll find AC Aircraft Spark Plugs best for the planes you fly! 


Aircraft Core storts with ;:; 
, .¢ vs 
AC SPARK PLUG QB THE ELECTRONICS DIVISION OF GENERAL MOTORS f (ee: SPARK PLUGS 


ONSTRIBUTED BY: Airwork Corporation: Millville, New Jersey; Miomi Springs, Florida; Nework. New Jersey; Ationto. Georgio, Alexandria. ¥ 
Pecific Airmotive Corporation: Burbank, California; Seattle, Washington; Ookland, California; Kansas City, Kansas, Denver. Colorado, Lind 
Sovthwest Airmotive Company: Dollos. Texas; Kansas City. Kansas; Denver, Colorodo. Stenderd Aero Engine Ud.: Winnipeg, Monitobo; Vancou 
Ven Dusen Aircroft Supplies, inc.: Chicago. Iilinois; Minneapolis. Minnesota; Teterboro, New Jersey; East Boston. Massachusetts; Alexandria, Virgins 
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Engineering aircraft components 
to meet the needs of modern speeds 


More strength and efficiency with less weight . .. that’s the story of the ever-increasing demands 
in today’s and tomorrow’s aircraft performance requirements. 


Through vigorous design research, and constant developments in structural concepts and materials, Rohr 
engineers are keeping up with . . . and ahead of these demands in the production of aircraft components. 


It’s another reason for Rohr’s position as leader in the design and production of major components for flight. 


MAIN PLANT AND HEACQUARTERS: CHULA VISTA, CALIF.; PLANT: RIVERSIDE, CALIF.; ASSEMBLY PLANTS: WINDER, GA.; AUBURN, WASH 
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LOCKHEED ELEC 


are dependably 
actuated with less 
power, weight ana Space 


ny SAGINAW SCREWS 


6 DECISIVE ADVANTAGES FOR 
AIRCRAFT AND MISSILE ENGINEERS 


PRECISE POSITIONING. Sagi- 


T POWER SAVINGS. Operating 
new b/b Screws will position 


with over 90% efficiency, 


Seginew b/b Screws 

much smaller motors with for 
less drain on electrical systems, 
and also simplify circuitry. 


SPACE SAVINGS. Saginaw b/b 
Screws themselves core com- 
pect. They permit smaller 
motors and gear boxes and 





7 a al 
required by hydrouvlics. 


DEPENDABLE PERFORMANCE. 
Seginew b/b Screws cre fer 
more reliable then hydraulics 
cr pneumetics. Gothic-erch 
grooves, yoke deflectors and 
e circuits provide added 
essurance of dependability. 


6 


components fer more precisely 
then hydroulics or pneumatics; 
tolerances on position can be 
held to .0006 in./ft. of trevel. 


TEMPERATURE TOLERANCE. 
Normal operating temperature 
for Seginaew b/b Screws is from 
75%. to +275 °F. But in 
selected materials, they will 
function efficiently et tempera- 
tures as high es + 900 F. 


LUBRICATION. if lubricetion 
fells the Seginew b/b Screw 
will still function with remerk- 
able efficiency. Units heve 
been bwilt end qualified for 
operation without lubrication. 


More and more progressive designers are switching to Saginaw Screws to 
actuate flaps, speed brakes, afterburners, guidance controls and similar 
critical components with efficiency and precision no other method can equal 
Available from 1 inches to 40 feet long, 6 to 10 inch diameter. If you are 
not familiar with the almost limitless possibilities of this remarkable device, 


SEND TODAY FOR ENGINEERING DATA BOOK 


Address: Ball Bearing Screw 
and Spline Operation, Sagi- 
new Steering Gear Division, 
Genera! Motors Corporation, 
Saginaw, Michigan. 


aAqinau 
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WORLD'S MOST EFFICIENT ACTUATION DEVICE (Bhoring CrYreaAaV 
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Elevator loads freight into one rocket, while another makes radio-controlled 
parachute landing. Soon, giant unmanned missiles may carry: freight to 
Europe and South America—in minutes. Thompson Products has the 
experience and skill to help design and build important components for 


such radical new spacecraft. 


Want to build a 


freight rocket? 



































Thompson Products can help you handle the job 


One of these days, a future-minded 
manufacturer may launch a rocket 
freight service, and reap a sky-full 
of profits. 

This company could well turn to 
Thompson Products for aid in design- 
ing and building components for these 
huge, freight-carrying missiles. Ever 
since the earliest days of flight, 
Thompson has displayed remarkable 
ingenuity in developing advanced new 
aviation products. 


Today, Thompson supplies precision- 
made parts not only for piston-powered 
planes, but for all American jets. And 
Thompson scientists, designers and 
engineers have now turned their 
talents to guided missiles. 

Thompson has blazed new trails not 
only in the sky, but on the ground (for 
the automotive business), in the ground 
(for agriculture), and even under the 
ground (for mining)—not to mention 
dozens of other industries. 


From Thompson’s 21 research centers and factories in 18 cities, come, each year, 
important new advances in mechanics, electronics, hydraulics, pneumatics, aero- 
dynamics, thermodynamics and nucleonics. 
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If you're considering the develop- 
ment of an advanced new product, 
why not call the Thompson people 
and let them help you get it on the 
assembly line? 


)\ Thompson 
Lp. Products 


as a partner in solving the design and production 
problems of an advancing technology 


General Oftices, Cleveland 17, Ohio 





Wenney 
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, 10980 SPRINGFIELD ROAD, UNION, WN. J 
PLANTS: UNION, N.-J. AND BALTIMORE, MD THERE IS A TENNEY CHAMBEF 
OLt HUMIDITY VACUUM EXPLOSI@N SANE c 
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Plexiglas 
aviation s standard 
transparent plastic 


Boeing 707’s 98 windows are triple-glazed with PLEXIGLAS. Outer and middle panels are made of stretched PLEXIGLAS 55. 


“Where there’s Progress, there’s Plexiglas” 


the Western Hemisphere. 
ROHM £ HAAS 


Canedian Distributor: Crystal Glass ¢ Plastics, Lid., 130 Queen’s Quay East, 
Toronto, Ontario, Canada, ——— COM PAWY 


WASHINGTON SQUARE, PHILADELPHIA 5, PA. 


Representatives in principal foreign countnes 


Puexictas is a trademark, Reg. U.S. Pat. Off. and in principal countries in PP Chemicals for Industry 
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If you can use custom quality 


at commercial prices 


-then check on HUDSON... 


4-stage 
service 


HUDSON precision quality metal components 

are produced by cost-reducing mass 

production methods. The HUDSON 

production department is equipped 

with batteries of standard and special 

presses ranging up to 300 tons. 

HUDSON performs a wide range of 

operations to meet your needs. Standardized cases include over 
1400 different sizes, with both 

inside and outside covers, in six 

standard metals. Hudson offers 


the engineer a range of closures 
unequalied in the industry. 
Cases 


and covers now offered by 
HUDSON from types AF to OA 
inclusive. Immediate shipment 
from large stock supplies. Cover 
assemblies to MIL-T speci- 
fications also available. 


HUDSON'S 
newly installed 10 station 
automatic presses speed 

production on your transistor 
caps. Closures for transistors, 

diodes and other miniature 
components to specifications 


HUDSON 

is now able to supply MU Metal 

closures in all standard sizes : . : :. 

and shapes. Stock supply HUDSON service is 
assures prompt delivery complete ... includes sheet 


todtadi aan cnbeen. metal fabrication, spot welding, 
heliare welding and silver solder- 
ing. HUDSON designers and pro- 
duction engineers will be happy to 
help work’ out your problems. 


HUDSON 


TOOL & DIE CO-INC 


18-38 Malvern Street, Newark 5, New Jersey 
Telephone—MArket 3-7584 Teletype—NK 1066 


/ 


Expert Fabrication in Steel, Stainless Steel, Aluminum, Brass, Copper and MU Metal 
Precision Metal Components for Electronics, Nucieonics, Avionics and Rocketry 
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RMC-LINDSAY ONLY GAUGE TO STAND THIS TEST — This photograph shows vibration 
testing of RMC-Lindsay pressure gauges on the 3200 force pounds Calidyne Vibrator to 50 G 
output, amplitude .010 to .20. Cycling frequencies to 2,000 cps. The test is conducted so as to 
parallel actual installation conditions, with gauges subjected to 350°F under operating pres- 
sures. Complete test reports are available on request. 


THE RMC-LINDSAY GAUGE 
IS RADICALLY DIFFERENT 


from ordinary high pressure gauges 


HERE’S WHY... 


The RMC-Lindsay gauge is a multiple coil, helical 
bourdon tube type, restricted for overpressure. 


The pointer is attached directly to the end of the coil, 
with no linkages or pivots to be affected by vibration. 


Superior techniques in coiling, heat treatment, calibra- 
tion, and material specification are new and exclusive 
with RMC. 


No other gauge can match RMC-Lindsay specifications: 


PRESSURE RANGE: Pressures in ranges 0 to 1,000 p.s.i. up 
to 15,000 p.s.i. with retard scales available. OVERLOAD 
PRESSURE: Nominal overload pressure factor of 2.0 times 
the maximum dial reading (higher factors available). BURST 
PRESSURE: Normally 3.0 times the maximum dial reading. 
TEMPERATURE: Not affected by temperatures up to 350°F. 
VIBRATION: Qualification test report available on pressure 
tests showing cycling, vibration, to 2,000 cps. at 25 G's, and 
resonant frequency vibration tests at 25 G's. SHOCK: Data 
available on MIL-E-5272 shock test. PULSATION: Practically 
unaffected by line pulsations of 3% of the full dial reading. 
ENDURANCE: To 250,000 cycles or higher depending on 
application. ACCURACY: Hysteresis friction and backlash 
are below readable limits. Absolute gauge accuracy to ex- 
tremely low limits as required. 


Write to either plant, or contact one of the RMC representatives listed at right. 


ROCHESTER MFG. CO. OF CALIFORNIA 
99 Beacon Place, Pasadena, California 


ROCHESTER MANUFACTURING CO., INC. 
225 Rockwood Street, Rochester 10, N. Y. 
7, 
A 


—LINDSAY PRESSURE GAUGES 
Y 











RMC ot CALIFORNIA 
REPRESENTATIVES 


William Rubly 

Rubly Engineering Co. 

2140 Westwood Biv? 
CALIFORNIA, Los Angeles 25 
Granite 7-6744 


Gordon E. Bennett 

G. R. Schumann Co. 

1355 Market St 
CALIFORNIA, San Francisco 
Underhill 1-6317 


J. H. Bertram 

J. H. Bertram & Co., Inc. 

998 Farmington Ave 
CONNECTICUT, West Hartford 7 
Adams 3-9823 


Barry S. Foley 

The Foley-Sinciair Co. 
1718 Eye Street, N.W. 
D. C., Washington 6 
Executive 3-4688 


Rochester Mfg. Co., Inc. 
12143 S. Halsted St. 
ILLINOIS, Chicago 28 
Interocean 8-8608 


John E. Fahriander 
Benson Engineering Co. 
2902 W. 72nd Terrace 
KANSAS, Prairie Village 15 
Endicott 2-2843 


Don W. Bruner 

Benson Engineering Co. 
519 S. Broadway 
KANSAS, Wichita 2 
Amburst 2-6971 


Donald Tate 

Tate Engineering, Inc. 
516 S. Eutaw Street 
MARYLAND, Baltimore 1 
Lexington 9-0787 


Charles Shea 

J. H. Bertram & Co., Inc. 

570 Hillside Ave 

MASSACHUSETTS, Needham Heights 94 
Hillcrest 4-7304 


Ben J. Gerker 

6625 Delmar Bivd 
MISSOURI, St. Louis 5 
Parkview 7-7550 


J. Neill Armstrong 

J. Neill Armstrong, Inc. 
205 Sharrow Vale Road 
NEW JERSEY, Haddonfield 
Hazel 8-3500 


George Gibson 

J. Neill Armstrong, Inc. 

1 East 42nd Street 

NEW YORK, New York 17 
Murray Hill 7-1240 


Raiph M. Nelson 
Sil Marshall Bidg 
OHIO, Cleveland 13 
Cherry 1-4581 


Howard Snyder 

Benson Engineering Co. 

2514 West Mockingbird Lane 
TEXAS, Dalias 35 

Fleetwood 2-7541 
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calls for control... 








Votor opera ted Mass Flow Pressure Regulator 
Hot Air Butterfly Valves Control Valve & Anti-Icing Valve 


‘ 


the answer is right in this family) 


The featured player on this page is one of the latest additions to Hydro-Aire’s 
family of pneumatic controls: a fast acting (less than a second) D.C. solenoid 
operated hot air shutoff valve. All dressed up in a precision casting (for low weight 

it is ready to handle 250 psig at operating temperatures up to 900 degrees F. Because 
it is pilot operated, it’s easy on current drain, and it can be supplied to fail safe 
open or closed. Below ...some of its distinguished colleagues. If you don’t see the 
one for your requirement, let us know. We're always happy to add to this family. 
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Producing Controls for Every 
Basic Airborne System 

















SEQUENCE VALVES—HYDRAULIC OR PNEUMATIC 





4-WAY SOLENOID SELECTOR 
VALVES— PNEUMATIC 





4-WAY SOLENOID SELECTOR VALVES—HYDRAULIC 





f QUADRUPLE 3-WAY SOLENOID SELECTORS— 
i PNEUMATIC OR HYDRAULIC 





AUTOPILOT SERVO AMPLIFIERS — PNEUMATIC 





3-WAY SOLENOID SELECTOR VALVES—HYDRAULIC 






POWER BRAKE VALVES— 
HYDRAULIC OR PNEUMATIC 


MEMO TO AIRCRAFT AND MISSILE DESIGNERS: 


Call on Tactair for dependable 
hydraulic and pneumatic components 


CONTROLLABLE VALVES— HYDRAULIC : : , . 
as we Does your job include the design or procurement of hydraulic and 
pneumatic components for aircraft or missile control systems? 








If so, it will pay you to investigate the advantages of working with 
Tactair. Solving the unusual problem, meeting ultra-critical performance 
specifications, providing precision, high-pressure, high-performance 
valves of the utmost dependability is our job. To do this requires a rare 
combination of creative engineering and specialized manufacturing skills. 
To these must be added precision equipment and long experience with 
weapons system components. Tactair has all these essentials. 





A wide variety of Tactair valves and components are performing 
essential functions in today’s aircraft and missiles. Typical components 
produced by Tactair include: solenoid selectors, brake controls, master 
brake cylinders, sequence valves, manual selectors, controllable checks, 
restrictors and check valves. Tactair has also developed a servo amplifier 
for the first completely pneumatic autopilot for business aircraft 

and is the sole producer of a commercial pitot-static tester—a portable 
laboratory of indicating instruments that makes possible the flightline 
testing of pitot and static systems in aircraft. 


RESTRICTORS AND CHECK VALVES 


We welcome the opportunity of assisting you with your next precision 
valve problem. Every job we do is done on a personalized basis; it has 
been that way for 18 years. Tactair Valve Division, Aircraft Products 
Company, Bridgeport, Pa., BRoadway 5-1000. 


curs sat esr. COE AN f FQ 


D-176 Circle Number 109 on Reader-Service Card Circle Number 95 on Reader-Service Card 





PITOT-STATIC TESTERS 








Eastern Aviation Hydraulic Pumps set new standards for performance, yet are 
the smallest, most lightweight ever made. 


By meeting customer requirements and government specifications with precise 
detail, Eastern Pumps give reliable long-term service. 
Hundreds of models, close-coupled to electric motors with speeds to 24,000 
RPM, can be furnished for your special systems. You gain the advantage of 
economical mass-produced components custom-engineered into whatever 
configuration is needed. Performance is from .015 to 1.5 GPM, 0 to 3000 PSIG, 
with theoretical displacements from .0021 to .0419 cubic inches per revolution. 
A variety of bearing combinations handle different types of fluid and 
operating pressures. 
Missile and aircraft system engineers have discovered Eastern Pumps do the same 
job as units that use greater space and weigh far more. Applications have 
included circulating coolant in bomber guidance system, providing hydraulic 
power for ground control of jet, charging accumulator in an in-flight refueling 
system, furnishing an APU system with power to a missile, and countless others. 
For your next project, contact Eastern for creative engineering help that really helps. 
Write for NEW Aviation Bulletin 350 describing 
the above units and larger-capacity pumps 


100 Skiff Street * Hamden 14, Conn. West Coast Office: 1608 Centinela Avenve * ingleweood 3, California 
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SPS SELF-LOCKING BOLTS 
WITH NYLOK* 


All male-threaded SPS fasteners 
are available with Nylok self- 
locking element. Integral nylon 
pellet assures positive self-lock- 
ing, eliminates lock washers, jam 
nuts, cotter pins, and wiring. 


FLEXLOC SELF-LOCKING NUTS 


AN-363, 363C, 365. Sizes 4-40 
through 114-12. Specifications 
AN-N-10a, 5b, NAS-1021, MS- 
20365. Cadmium plated steel (to 
550°F);\corrosion-resistant steel, 
silver plated (to 800°F); brass 
and aluminum. Microsizes +0-4, 


SEL-LOK SPRING PINS 


.062 through .500 in. nom. diam. 
Specifications MS 9047, 9048, 
and 171401 through 171900. Ma- 
terial Specifications AMS 5506, 
5120, 5121. Corrosion-resistant 
or carbon steel, zinc or cadmium 
plate. Also beryllium copper. 


FLEXLOC SELF-LOCKING 
NUTS, THIN, AN 364 


Sizes 6-32 through 114-12. Speci- 
fications AN-N-5b, NAS-1022, 
MS-20364. Made of steel, cadmi- 
um plated, for service to 550°F. 
Act as locknuts o: stop nuts; 
lock wherever wrenching stops. 
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PRELOAD INDICATING WASHERS 


PLI washers are more accurate 
than torque wrenches, assure 
precisely correct preload. Fasten- 
er is tightened properly when 
compressible inner ring is de- 
formed to same thickness as 
Outer ring. All standard sizes. 
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SPS PRESSURE PLUGS 


Sizes 4g through 14% ANPT. 
Specification MIL-F-5509. Heat 
treated alloy steel, aluminum 
alloy, or magnesium. Provide a 
positive seal without compound. 
Cadmium or zinc plated. Mag- 
nesium plugs unplated. 





SPS SPECIAL-DESIGN FASTENERS 


Above, special high-strength en- 
gine bolts offering tensiles up to 
240,000 psi. We are equipped to 
make special screw machine 
products as well as fasteners 
from all appropriate metals and 
alloys, including titanium. 


More reliable fastening for 
aircraft and missiles 


. ». proved in application 
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High Reliability 


on 
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At SPS we apply a dynamic standard of quality 
—continually refined—so that our fasteners 
will always have the high reliability factor re- 
quired by today’s faster speeds, higher temper- 
atures, and greater dynamic forces. 


This emphasis on reliability has resulted in de- 
‘ velopment of fasteners with increasingly higher 
strength-to-weight ratios, longer fatigue life, 
and better resistance to the deteriorating effects 


of heat. Notable examples include SPS Hi Ti bolts—the first successful 
titanium fasteners for aircraft; EWB-22 bolts—a 220,000 psi replacement for 
conventional! MS 20004 types; and Hi Tm 9 fasteners—a unique bolt and 
locknut combination providing 170,000 psi at Mach 3-4 skin temperatures. 


For complete information on standard or special SPS fasteners, write Aircraft/ 
Missiles Division, STANDARD Pressep Steet Co., Jenkintown 3, Pa. 


Jenkintown 


« Pennsylvania 





Standard Pressed Steel Co. ¢ The Cleveland 


Columbia Stee! Equipment Co. @ Nation 
SPS Western @ Standc 


@ WNutt-Shel Co. e 
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Unbrako Socket Screw Co., ltd 


*T.M.Reg. U.S. Pat. Off., The Nylok Corporation 


HI-TORQUE 100° FLUSH HEAD 


SHEAR BOLTS Pat. Nos. 2.977.985 


Sizes 10-32 through %-18. Cad- 
mium plated alloy steel. NAS 
498. Also AMS 5735 high- 
temperature material, 4 AL:4Mn 
and 6AL:4V titanium. Patent 
recess permits high torquing. 


MS 20004 SERIES 
INTERNAL WRENCHING BOLTS 


Sizes 44-28 through 114-12. Pro- 
curement Specification MIL-B- 
7838. Alloy steel, heat treated to 
160,000-180,000 psi. Head-shank 
fillets cold worked for greatly 
increased fatigue life. 


SPS HI Ti TITANIUM LOCKBOLTS 
Licensed under the following Huck patent 
2,527 307, 2,531,046, 2,531,049 and 2,754,703 
Pull or stump type in variety of 
grip lengths. Body diameters 
from % to 1 in. Protruding or 
100° flush head. Help speed pro- 
duction; weigh approx. 43% less 
than alloy steel counterparts. 
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NAS 144 SERIES 
INTERNAL WRENCHING BOLTS 


Sizes 44-28 through 14-12. Pro- 
curement Specification NAS 159. 
Made of aircraft alloy steel, heat 
treated to 160,000-180,000 psi. 
Threads fully formed by rolling 
after heat treatment. 





TORQ-SET 100° FLUSH HEAD SHEAR 
BOLTS Pat. Nos. 494,726; 558,663 


Sizes 10-32 through %-18. Cad- 
mium plated alloy steel. NAS 
498. Also AMS 5735 high- 
temperature material, 4AL:4Mn 
and 6AL:4V titanium. Patented 
recess permits high torquing. 





SPS FEATHERWEIGHT LOCKNUTS, 
FN-12 SERIES 


Sizes + 4-40 through %-24. Alloy 
steel, cadmium plated. Specifica- 
tion MIL-N-25027. Up to 72% 
lighter than comparable lock- 
nuts, equal or better strength 
properties. Rated to 550°F. 


S 


NAS 100° FLUSH HEAD 
SHEAR BOLTS 


Sizes 10-32 through %-18. Pro- 
curement Specification NAS 498. 
Phillips cross recess or internal 
hexagon head. Cadmium plated 
alloy steel. Supplied undrilled or 
with drilled shank. 














NAS 624 SERIES 
EXTERNAL WRENCHING BOLTS 


Sizes 4-28 through 114-12. Air- 
craft alloy steel, heat treated to 
180,000 psi. Plated to your speci- 
fications. Similar to MS 20004 
Series, but offering higher tensile 
and fatigue values, 








FLEXLOC | *TER™?* 
WRENCHING LOCKRUTS 


42 FW, sizes 44-28 through 1\4- 
12. Procurement Specifications 
NAS 353 and others that apply. 
Aircraft alloy steel. Serve as 
locknuts or stop nuts. Approved 
for temperatures up to 550°F, 





FLEXLOC SELF-LOCKING 
CLINCH NUTS 


Sizes 4-40 through 5A¢,-24. Cad- 
mium plated steel, rated to 
550°F. Also stainless, aluminum 
and brass. Knurled shank for 


clinching to thin-section materials. 
Microsizes 0-80 to 4-48. 





FLEXLOC HIGH- 
TEMPERATURE NUTS 


119 FW, sizes 10-32 through 
4-20. Corrosion-resistant, stain- 
less steel, silver plated. With- 
stand temperatures to 1200°F 


without losing high tensile. 
Resist galling and seizing. 


SPS SLEEV-LOCK 
BLIND FASTENERS 


Sizes 3Agthrough % in. diameter 
in 1A¢ in. grip increments. NAS 
1059. Hex head or 100° flush 
head. Alloy steel, stainless or 
titanium. Can be removed witi- 
out drilling and reused. 


FLEXLOC FLW LIGHTWEIGHT, 
HIGH-STRENGTH LOCKNUTS 


Sizes 44-28 through 44-20. Alloy 


steel, cadmium plated. Up to 
40% lighter than comparable 
12-point nuts, yet provide tensile 
strength (180,000 psi) exceeding 
MIL-N-25027 minimum. 


SPS EXTERNAL WRENCHING 
ENGINE BOLTS 


High strength bolts offering ten- 
siles to 220,000 psi. Threads fully 
formed by rolling after heat 
treat. Available in all the newer 
alloys, such as AMS 5735. Also 
made to MS 9038 Series. 





NAS INTERNAL 
WRENCHING LOCKNUTS 


Sizes 4-28 through 14-12. Pro- 
curement Specification AN-N-5, 


except as noted on NAS 353. 
Aircraft alloy steel, cadmium 
plated. Positive locking pro- 


vided by two nonmetallic plugs 
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SPS HIGH-STRENGTH 
AIRFRAME FASTENERS 


Hi Psi EWB-22 airframe bolts 
incorporate new configuration, 
new materials, new heat treat 
methods, new thread form; 
provide 220,000 psi. Use with 
EWN-22 self-locking nuts. 


— 





AN STANDARD 6-DIGIT 
ENGINE BOLTS 


All sizes. External hexagon head 
or internal hexagon socket head 
types. Made of aircraft alloy 
steel or corrosion-resistant steel. 
Supplied with drilled head or 
with drilled shank. 





SPS Hi TI TITANIUM 
AIRCRAFT BOLTS 


43% lighter than 
steel bolts, yet have higher 
strength-to-weight ratio and 
greater fatigue resistance, save 
up to 1000 Ib. per airframe. 
Tension or shear configurations. 


comparable 





SPS EWB HI TM $ HIGH- 
TEMPERATURE FASTENERS 


Provide 170,000 psi tensile at 
900° F. Resist deteriorating effects 
of long exposure to heat. Bolt is 
made of 5 chrome die steel; 
nut of AMS 6304 material. 
Diameters from % to 1% in. 
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the PRESSTITE GUIDE 


to SEALING COMPOUNDS for the AVIATION & MISSILE INDUSTRIES 
the MOST COMPLETE LINE of Sealing and Caulking Compounds in America 


provide efficient aerodynamic smoothne by Two-component, chemically curing type compound. Curing 

108 Smoothing eliminating surface irregularities For use on re has excellent adhesion under all weather and temperature 

c d cessed bolt and rivet pattern nd along nor ush extremes. Good flexibility. Excellent resistance to aromatic 

— butt joints. Complies with Specification BMS-5- fuels and oils. Can be sanded to feather edge. Stands high- 
frequency vibration stresses 





as surface seal on de-icer ducts of aircraf Solvent release plus heat cure. Does not become thermo- 

193.1 High wings. High-temperature pressure seal and gasket- up to 350°F. Does not become brittle at 65°F. Good 

Temperoture ing material. Complies with Specification BMS- adhesion to clean metal surfaces after cure. Good resistance 
5-18, Type 11 » oils, weathering, aromatic fuels, water, and impact 





Used as smoothing airing compour ) 
Z ’ hin fairin n ‘ l ais 4 . enna on sesietance te wate: ntes 
217.5 Metal rregularities in aircraft skin compo s in b ema dhe ze) Ces Go a — MB na — 
Putt used as heat resistant coating. Can be ro yr ymatic fuels, hydraulic fuels, bases and acids. Dries 
vay lich seeker ¥ —* — shit nes rapidly tough. resilbent Mass 
polished after cure 





Structural adhesive on mi > i air frar Two-component material, chemically cured without addi- 
218 Aerodynamic cumpspents Void or seam g compound wher tion of heat. Excellent adhesion to metal, excellent com- 
flexibility is not necessary. Applications her pressive strength at 500°F. Very hard and rigid after cure 
Compound compressive strength at high temperatures is an Good resistance to milk acids and bases, aromatic solvents 
absolute requisite and fuels, oils and wate: 





Used as protective coating f . 
. Air-drying ty; ure. Excell 
sealants. As secondary cor? } it ! . th ~ 

195.32 Top Coat for inside integral tanks. Complie ith Speci - — . a ~ old Go 


€ ai 
tion MIL-S-4383B 





as taying surtace I ou 
590 Series Oil d a sealer for glass and acrylic window e lo- ) uring, plastic _ available in extruded beads an 
t IIL-S- ik. Excellent resistance to water, gas 


sures in pressurized a ymplies w 


I i eas j it N 8 ar 
Resistant Sealer 7124, MIL-S-7126, MIL-P-8116, MIL-S-11030B, BMS- matic fuels and oils. Flexible at high and low temperatt 


}- 
o-i 





ym-temperature curing type. During ap- 
not flow or sag from filled hole ever 
’ 


1094 Hole Filling Used as ill not 
cre mp Excellent resistance to water, gasoline 
Compound aromatic fi d oils. Flexible at high and low tempera- 





1150 Potting For use as rigid encapsulating two-componen aterial 1ich chemically 


20uUNnNC w ere LOW iscosity cnaré ‘ Tr : < ul é room terlrT peTatul asiiy urs into connectors Or 
i t viscosit t rat ) . “tor 
Compound necessary lating molds 





Two-compone chemically-cured compound which needs 

1100 Tank Pressure Cabin Sealing Compound. Compli wit no additional heat to set ip Maintai a water-tight, pres- 

I S794 . . _ sure-t t seal when applied to seams of fuselage skins 

Sealant . _— Exce nt fuel resistance, good flexibility under all weather 
extremes y 





» , Two-component hemically-cure mpound, needs no ad- 
| Electrical potting compound for use in electronic [J JNo;camponent. chemically -cured compound, needs no ad- 
1156 Potting connectors and components as a rubber-like di- snes SST S up. G adhesion to connector cor 
alias "an oe a ponent and wires Resilient rubber-like cure Hig 
Compound electric cushion to seal against water, fuels 


s pes nsu resistance, surface and volume resistivity. and 
re +] tie h N -S-8516 . 
foreign partieles. Complies with MIL 516B tielectric constant values. Pourable consistency 





1170 Closs A For use in integral fuel tanks, for pressure cabin Two-Component, chemical cure. Excellent adhesion to 
Cless B sealing, for window sealing and for access doo! primed and unprimed metal surfaces. Excellent salt wate 
sealing. Complies with MIL-S-7502B aromatic fuel resistance. Both brush grade and non-sag gun 

Integral Fuel Class A, '4, '2,2 grade. Excellent flexibility at high and low temperatures 


Tank Sealant Class B, ‘4. '2 2, 4, 8, 12 Good tensile strength and elongation 





OVER 400 SEALANTS for Every Sealing Need FREE TECHNICAL SERVICE 


Presstite-Keystone produces a comprehensive line of more ur technical facilities and personnel are always at your 
than 400 sealing and caulking compounds—to meet the disposal for consultation, recommendations and sugges- 
specific needs of scores of American industries. New prod- tions. There's never any cost or obligation for this service 
ucts are being added and existing products improved For a quick appraisal of your sealing problem, just tell us 
through a program of continuous research, in order to the product involved, area of application, problem en- 
keep pace with growing needs, revisions or improvements countered, characteristics required and, if possible, send 
in sealing techniques. us a drawing of your product 


SALES OFFICES: Atlanta, Baltimore, Buffalo, PRESSTITE-KEYSTONE 


Chicago, Dallas, Dayton, Detroit, Los Angeles, ENGINEERING rProovucTs 


Minneapolis, Newark, St. Louis COMPANY 


CORRES Comcnee Sirigt, Sig Cactnen, Micha A DIVISION OF AMERICAN-MARIETTA COMPANY 
St. Louis, Mo. 
wen GENERAL OFFICE: 3784 Chouteau Avenue, St. Louis 10, Mo., MOhawk 4-6000 
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FROM THE CHINA CLIPPER 


THIOKOL polysulfide type sealants have helped-make 
possible long distance and high altitude flight 


For many years, the unique ability of THIOKOL liquid 
polymers to turn from a free-flowing viscous liquid to a 
formed-in-place, tough elastomeric seal has played an 
important role in the progress of aviation. 

Back in 1942, sealants based on THIOKOL polymers 
were used to seal the gas tanks of the then-giant China 
Clipper . . . permitting storage of the enormous quantity 
of fuel needed to fly the vast Pacific. 

Through the years, their availability has made possible 
ever-new aircraft design and construction techniques. 

Today, virtually every commercial airplane produced 
goes airborne with several hundred pounds of THIOKOL 


. Theoko€ : 


CHEMICAL CORPORATION 


liquid polymer base sealants in its wings, fuselage and 
cabins. 

[heir super adherence to aluminum and other aircraft 
building materials under normal flight stress . . . their high 
resistance to ozone, moisture, gasoline, oil and tempera- 
ture extremes . . . these characteristics suit them ideally 
to the sealing of fuel tank seams, body seams and joints 
— both exterior and interior. 

As the jet age in commercial flight comes closer. . . 
introduced by great aircraft like the Boeing 707 Strato- 
liner . . . THIOKOL liquid polymer base sealants help 


to enlarge man’s mastery of time and distance. 


TO THE BOEING 707 


FOR MORE INFORMATION: 

Mail coupon to Dept. 92, Thiokol Chemical Corp., 780 N. Clinton 
Ave., Trenton 7, New Jersey. 

Gentlemen: Please send me further details about elastomeric- 
type sealants based on THIOKOL liquid polymers 


Firm. 


Street__ 


City 


Your Name _— 
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America’s 
most complete line of 
arc-welding equipment 
and electrodes... 


AC-DC Weiders 


AC or DC welding current at 
the flip of a switch! Dial-lectric 
Control for instantaneous 
heat selection. Available with 
high frequency, spot gun, 

and gas and water controls. 


Welding Electrodes 


Whatever the job, there is a 
P&H Electrode to give you 
cleaner, sounder welds at lower 
cost: Iron Powder, Low 
Hydrogen, mild steel, alloy steel, 
stainless, and Hard Surfacing. 


DC Rectifier Weider 


Four sizes... 200, 300, 400 
and 500 amps. No bearings, 


brushes, commutator, etc. . . . 


no moving coils. Fingertip 
Dial-lectric heat control. Auto- 
matic open-circuit voltage. 


AC Welders 


Available in full range of 
sizes up to 680 amps. All 
connectable to 230 or 460 volts 

. special voltages on request. 
Dial-lectric Remote Control 
gives you any heat you want 
... Fright at the work. 


Welding Positioners 


For faster, economical down- 
hand welding. Standard models 
have 360° rotation, 135° tilt, 
and power elevation, enabling 
largest weldments to be handled 
with ease. Capacities from 100 
to 100,000 Ibs. 


HARNISCHFEGER 


MILWAUKEE 46, WISCONSIN 


WELDERS « ELECTRODES ° POSITIONERS 
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Get Bruning’s GUIDE TO RELIABILITY 


Design function carries full Engineers with hydraulic design functions are meeting 
responsibility for reliability of this responsibility by specifying hydraulic, pneumatic 
ALL components of the system... and fuel system components from Bruning’s new catalog 


it's a good guide to reliability 


FUEL SYSTEM 
QUICK DISCONNECT COMPONENTS 
COUPLERS Educated vee ratios , 


Self-seeling and open flow for 
aircraft, automotive, industria! 
and ordnance applications. Spe- 
cial series for liquid oxygen and 
remote actuation applications. 


” 


CYLINDERS CUSTOMER SPECIALS 
Design - Development - Production 
Hydraulic and pneumatic for air- Comprehensive experimental and 
craft, automotive, industrial and test facilities are maintained tc 
ordnance applications. *%” to 4” develop and evaluate new de 
bores —w yrking pressure in ex- signs, new ideas and new pro 
cess of 3000 p.s.i. ‘ cesses. These facilities are avail 
able to our customers as required 


ge Sa . 7 


| WRITE TODsY 


Rae vavEe for your FREE Bruning catalog. 


Broad range of AN and commer- 
cial types — All popular fitting oe —, 
configurations. Full check or UALIAIE 
“restrictor” check. Special series 

4 \ j COMPANY 


for “zero” leakage applications. 
617 So. 9th Street « Lincoln, Nebraska 


| THE 
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Liquefied Oxygen, Nitrogen, 
Argon Containers 


Stationary or Portable Types—30 To 5000 Gallons 
SY delilielult: Matiicuil-lilae Geass fut 


wr we rE? TF rwe reer wre te 
=F a 


Fully Enclosed—Requires No External Power 
Deliver Liquid or Gaseous Vapor - 
Vacuum Insulation 

Fabricated To Code—ICC Approved For Safety 
Standard Fittings—Valved and Gauged 


Qualified Engineering Assistance Available At 
Your Request 


30 and 50 gallon porta- 
bles for operational and 


research laboratory uses. 


In-plant facility for pro 
duction runs of alumi 
num missile propellant 
tanks 


RYAN INDUSTRIES, INC. 


862 E. 70th St., Cleveland 3, Ohio UTah 1-6878 
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FLEXIBLE 
SHAFTS 


The simplest, most 
economical way to 
transmit power drive 
or remote control to 
instruments or parts, 
REGARDLESS OF LO- 
CATION OR OBSTA- 
CLES! 


e A complete range 
of sizes supplied 
complete, ready to 
install, ready to go 
to work for you! 


e Only one part... for 
easier installation, 
easier servicing, 
lower production 
and maintenance 
costs! 


WRITE FOR BULLETIN 


economical + dependable 


§.5.WHITE FLEXIBLE SHAFTS 
AND ACCESSORIES FOR AIRCRAFT 


S.S.White Flexible Shafts and Accessories for aircraft 
have been developed in close collaboration with aircraft 
industry . . . tested . . . proved in use. They are the ideal 
solution to critical weight, space and performance prob- 
lems in military, commercial and private planes. 


ENGINEERING SERVICE-—The experienced aid of 
our engineering staff is always available to answer any 
questions and help you work out application problems. 
Just write us. No obligation . . . and all information you 
submit is held in strictest confidence. 


¢ 
CJ 
LM INDUSTRIAL DIVISION 


First Name in Flexible Shafts & Accessories for Aircraft 





Dept. D, 10 East 40th Street, New York 16, New York 
Western Office: 1839 West Pico Bivd., Los Angeles 6, Calif. 


ANGLES 
ADAPTERS 


e Where space limi- 
tations prevent a di- 
rect connection, 
S.S.White Angle 
Adapters make it 
easy to attach flex- 
ible shafts to parts. 


e Available in 90°, 
135° and straight 
styles for remote 
control or power- 
drive applications. 


WRITE FOR BULLETIN 





PRESSURE 
BULKHEAD 
FITTINGS 


e To assure an ef- 
fective air seal when 
flexible shaft con- 
trols pass through 
bulkheads of pres- 
surized cabins. 


e Low operating tor- 
que, lightweight, 
maintain excellent 
pressure tightness. 


WRITE FOR BULLETIN 





MECHANICAL 
SCREW JACKS 


e For use with flex- 
ible shafts or direct 
motor drive. 


e Provide safe oper- 
ating axial load of 
390 Ibs. 


e Precision made, 
lightweight, mini- 
mum end shake. 


WRITE FOR BULLETIN 
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easy to apply, 
easy to remove 


PROTECTIVE 
PLASTIC 
PLUGS AND CAPS 


¢ Protect openings 
and studs against 
damage, dirt, damp- 
ness, loss of lubri- 
cants. 


¢Two lines to 
choose from — THE 
QUALITY LINE of 
Rigid Acetate (tough, 
rigid, impervious to 
petroleum-base oils 
and greases); and 
THE ECONOMY LINE 
Elastoplastic Vinyl- 
ite (same advan- 
tages at lower cost). 
WILL NOT SHRED, 
GIVE FULL PROTEC- 
TION! 


e Available with 
N.P.T., Machine 
Screw or Metric 
threads . . . or plain 
unthreaded. 


WRITE FOR BULLETIN 
P5708 





GD60 AND 80 SERIES 
GD700 SERIES 


Control gases safely, accurately 


sono want VICTOR REGULATORS 


You get precise regulation of high pressure gases with large 
pressure to control the regulating diaphragm. The result is a 
inlet pressures to 15,000 psi .. . plus ability to obtain 
inlet and outlet pressures. Chart below shows 
MODEL MAK. INLET MAX. OUTLET FEATURES 

NO. PS! PS! 
GD10 3,600 
GD30 2,500 
GD31 


GD6IC 
.. . Yours for the asking enese 


Take advantage of Victor's GD65 
long experience with high GD65C 


“Oo 
> © 


NWO WKH W ADD 
o> 
= 


pressure gas regulation to GD80A 

GD81A 

GD86R 

GD100R 

rates, delivery pressures, GD100 

corrosive fluids and tem- GD700 

perature compensation. SRIO 

Write, wire or phone us LR20B 

today. No obligation. Operating temperature range 


So oO MW 


help solve your spec al 


problems involving flow 


SO O&O 


— 


“~ 


All models listed are field proved. Most are de 
late all non-corrosive gases, including oxyger 
pressures above 10,000 psi. For complete specifications 


VIETGR EGUDWENT COMPIRY 


rs Mfrs. of High Pressure and Large Volume 
biasting nozzies; cobait & tungst 


0< ingsten ca 








844 Folsom St., San Francisco 7 * 3821 Santa Fe Avenue, Los Angeles 5! 
§. C. Menzie 
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GROUND SUPPORT EQUIPMENT 


AND TEAMWORK 


It takes the teamwork of a complex group of organizations, 
devoting thousands of manhours of effort, to solve the 
problems of ground support. But teamwork implies “know- 
how” — capability in problem solving — on the part of each 
unit contributing to the group effort. 


Weatherhead capability is founded in a history of successful 
development and production of hydraulic and fluid system 
components. Such experience is hard to come by, especially 
with the accelerated complexities of the missile age, where 
“teamwork” becomes the other side of “know-how.” 





lf you're in GSE or missile design, cevelopment or manu- 
facture, call Weatherhead for teamwor\ . . . today ! 


D--. Sinead 


eee Seahie tomorrow 
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3 ways to design 





bleaibility into. 


tendion dutling sydtemd —\ V% 


Compare 


all these factors 


PRODUCT 


of flexibility 


ae 


TIE-ROD 


deve lopme 


aN 
 - 


ree types Of Sti 


mm | 


rownhead § 


GIMBAL JOINT 


answel 


tension duct) 


PVaeeh Aalto Malt Melelalet-ialie-ti-i> Melmeil 


I nless steel fle 


iS Deen rehin 


and wel 
§ to VOUT 


ysitem 


PIN JOINT 





TENSION MEMBER 


Struts and linkage 


Gimbal ring 


Side pin hinge _ 





ENVELOPE SIZE 


Sniallest 


Largest 


_Medium__ 





WEIGHT 


Low 


Heavier 


ee 





PRESSURE DROP 


Approx. 7x AP St. Tube 


Approx. 3x AP St. Tube 


Approx. 24x AP St. Tub 


o 





FLEXIBILITY 


Angular movement 
in all directions 


Angular movement 
in.all directions 


Movement in one plane only 
Absorbs load on axis 
perpendicular to deflection 





DEFLECTION FORCE 





Lowest 





Low 





The relationships above will vary with combined factors of temperature, pressure and size 


A fourth tension device — Arrowhead braided bellows— was not compared because of the wide variatior 


Arrowhead tie-rods, gimbal joints 
and pin joints are available in all 
aircraft ducting sizes. Designed to 
meet the most stringent aircraft 
requirements. 


Write for complete information and 
technical data. 


a 





im its ct 


Arrowhead 


FPRODUCTS 


~ 2330 Curry Street, Long Beach, California 
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Division of 
Federal-Mogu!-Bower 
Bearings, inc. 





worid’s most popular 


airborne compressors... 

















It’s no mere coincidence that Cornelius has 
manufactured more airborne compressors than 
all other makes combined — in fact, of all air- 





craft carrying compressors, 98% use Cornelius. 





Engineers who specify them tell us the reason is 
clear: Cornelius compressors have what it takes — 
efficiency-wise and performance-wise. Model for mod- 
el, they are the smallest, lightest and coolest running 





of any made. Cornelius compressors give you a 
choice of hydraulic, AC, DC, or engine drive. Some 
models weigh only 9 pounds comlete with motor 
They will deliver from 0.5 to 10 SCFM at pressures 
up to 3000 PSI, through a full range of altitudes and 
temperatures. 5000 PSI models are also available for 


special applications. 





For complete information consult a Cornelius cata- 
log or discuss your requirements with a Cornelius 
Sales Engineer. He has the experience and informa- 
tion that will save you time and money. 


il 
THE (omelius COMPANY 


554 — 39th Avenve N.E. @ Mi polis 21, Mi it 








*Photographs show but 10 of the 36 


different Cornelius compressors available. ( . 


WHEN IT COMES TO COMPRESSORS... THERE IS NO SUBSTITUTE FOR, EXPERIENCE 
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Bia Surge Vaives 
Al RBORN E Designed to prevent sudden 
HYDRAULICS 


pumps ...fluid motors... wo 
systems 


A complete line of hydraulic pumps and 
motors ranging from 0.06 to 1.77 cubic inches 
per revolution (c.i.p.r.) with variable 

or constant delivery. 


These compact and lightweight hydraulic 
components have been developed from the 
basic designs provided by the Denison 
Engineering Division of the American Brake 
Shoe Company and are built to meet today’s 
demands for high performance. 


General range: 0.6 to 1.77 c.i.p.r., 
—65° to 450° F., to 4000 psi, to 12,000 rpm. 
Individual designs for special requirements. 


For information on hydraulic components 

or complete hydraulic systems, contact our 

engineering representatives, Airsupply Fluid Motors 

Company vor Aero Engineering Company, Reversible, capable of high speeds 
Divisions of The Garrett Corporation, and temperatures. 

with offices in major cities. 





KELLOGG DIVISION, rocue: 


ts and hyd 
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Pumps 
Extremely high 
horsepower- 
to-weight ratio 
combined with 
exceptionally 
high efficiency. 


pressure surges to eliminate shock. 





WIRE, ANTENNA 
(Continued from page D-157) 


Amphenol Canada Ltd., 300 Campbell Ave Toronto 9, 
dntario, Canada 

Andrew California Corp., 942 E. Marylind, Claremont, 
alif 

Atlantic & Pacific Wire & Cable Co., 137 Grand St 

York 13 . 

Mfg, Co., 4647 West Van Buren St., Chicago 


am Brand & Co., Inc., 106 Valley St., Willimantic, 

Lone 

hester Cable © . ¢ 
“hester N ¥ 

Copperweld Stee 
Pa 

Dayton Aircraft Products, Inc., 
t., Ft. Lauderdale, Fla 

Dominion Wire Rope, Ltd., 175 St. Joseph St 
lontreal 32, Quebec, Canada 

General Cable Corp., 420 Lexington Ave., New York 17, 


Miami Copper Co 


Cable Div., Giassport 


812 North West First 


Lachine 


N ¥ 

HACKENSACK CABLE CORP., 99 Orchard St., Hacker- 
sack, WN SEE ADV. 0-199 

Page Stee! & Wire Div., American Chain & Cable Co 
Inc., ?. 0. Box 692, Monessen, Pa 
os Dodge Copper Products Corp., 
New York 22, N 

Rockbestos Products Corp., Nico 


300 Park Ave., 

& Canner Sts., New 

Haven 4, Conn 

STANDARD WIRE & CABLE CO., 3440 Overland Ave., 
% Angeles 34, Calif. SEE ADV. C-104 

Warren re Co., Pownal, Vt 


Western cernationa 45 Vesey 
\ ¥ 


St., New York, 


° 
Wire, Brass 
Inc., 139 Grand St., New 
rch St., Philadelphia, Pa 
2 Co Waterbury, Conn 
Metallurgical-Chemical Co., 820 65th Ave., 
adeiphia 26, Pa 
® Div., Titan Metal Mfg. Co., Belle- 
Co.. Reliance Div., 25 Charles Ave. S E., 
Dio 
Cable Corp., 420 Lexington Ave., New York 17, 
y 
The Gilbert & Bennett Mfg. Co., Georgetown Conn 
Industrial Products, Bridgeport Brass Co., 30 Grand 
t., Bridgeport 2, Conn 


Olin Mathieson Chemical Corp., 460 Park Ave., New 
York 22, N.Y 
Phelps Dodge Copper 
New York 22, N.Y 
Reynolds Wire Div., Nationa 
Riverside-Alloy Meta! Div H. K 

Riverside, N. J 
Surprenant Mfg. Co., 1 
Western Internationa 

N.Y 


Products Corp., 300 Park Ave 
Standard Co., Dixon 
Porter Co., Inc 


72 Sterling St., Clinton Mass 
C New York 


45 Vesey St 


Wire, Ceramic Insulated 


Aero Research Instrument C 315 WN. Aberdeen St 
Chicago 7, I 

Allied Wire & Cable Co 139 Grand St New 
York 13. WN ¥ 

Atlant & Pacific Wire & t *. 137 Grand 5t., 
New York 13, N. Y 

Consolidated Electrodynamics rp 300 WN. Sier 
Madrevilla, Pasadena 15 

Hitemp Wires in 120 

Phelps Dodge Copper Product Corp 300 Park 
New York 22, N.Y 

Rea Magnet Wire Co 
Fort Wayne 4, Inc 

Secon Metals Corp 


Westbury ’ 
0 Ave., 


Se 


cy 


Sprague Electr North Adams, Mass 
STANDARD WIRE & CABLE CO. 344 ve 
s, Calif. SEE ADV. C-104 


Angeles 
n West Main 


Wire, Copper 


Allied Wire & Cabie Co 
York 13, WN 

Aimo Radio 

Alpha Wire Corporation 
New York 


Amn 
A 














Save Sensitive 
Components! 


American Stee! & Wire Div 
Atlantic & Pacifc Wire & 
Belden Mfg. Co. 4647 West 


Berkshire Electric Cable Co 


Mass n, Ohio 
ELECTRIC AUTO-LITE CO 
P f lich. SEE 








COOL THAT CABINET 
with McLEAN FANS & BLOWERS 


RACK MOUNTED FOR EASY ASSEMBLY - FIT STANDARD 19” RACKS 


STANDARD MODELS FOR OTHER RACK WI 


gitable 
over 15 models av 4 
in panel heights h-8 
to 12%" in to 
1a”. « range © 


1200 CFM 


pated? 





DTHS AND ANY ANGLE OF AIR DISCHARGE 


install McLean Fans and Blowers in computers, control 
units, etc. McLean’s small packaged units pressurize cab- 
inet with cool filtered air, keeping dust out. Complete in 
one unit and ready for use. Standard RETMA notching 
allows mounting on rack 
Smart stainiess steel grilles .. - 


without cutting or fitting. 
easily rernovable filters. 
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United States Stee! Corp., 
Rockfeller Bidy., Cleveland C 
Grand St., 
New York 13, N. Y 
Buren St Chicago 
44,1 
Leeds, Mas 
Dist. Canada, Ltd 1 Cote des Neiges Rd., 
Quet ec, Canada 
urg cal-Chemic 
adeiphia 2, Pa 
nester Cable ‘orp Subd > V iar copper 
Chester, N. Y 
opperweld Stee! Co fir C Div., Glassport, Pa 
ston Mig. Co elia Div., 25 Charles Ave 


$20 65th Ave., 


WIRE & CABLE DIV 
ADV. D-158 


THE ELECTRIC AUTO-LITE CO., Toledo 1, OF 
Vv 


ADV. 0-158 


General Gable Co p., 420 Lexingt 


The Gilbert & Bennett 


nductrial Products 
? 


Bridgeport 


New England Electr 


sbon. N. H 
konite The 


Mathieso 
r N 


STANDARD WIRE & CABLE CO., 3440 Ov 
Angeles 34, Calif. SEE AOV. C- 


taker \ : iS 
Kansas City 1 Mo 
kwire-Spencer Stee 


he S75 Madis 


What itis... 
What to use. 
How to doit... 


For free 24-page book, 
ask for Bulletin S-200 


BRANSON ULTRASONIC CORPORATION 
16 Brown House Rd. * Stamford, Conn. 
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Wire, Insulated 
Allied Wire & Cable Co., Inc., 139 Grand St., New 


York 13, N. Y 
Aimo Radio Co., 913 Arch St., Philadelphia, Pa af 


Alpha Wire Corporation, 200 Varick St., New York 14 


New York \ 
Aluminum Co. of America, 1501 Aicoa Bidg., Pitts VALVES . SOLENOIDS 


burgh 19, Pa 
Amalgamated Electr Corp 46 Elgin St Otta 
Ontario, Canada ~~ 
The Ame Wire Co., New Haven, Conn " 
American Electric Cable Co 181 Appleton t nd 
Holyoke, Mas 
Amarten See hh We hy -  —ieel Custom designed components ‘ se 


Corp., Rockefeller Cleviand 13, Oh 





An - Canada Ltd 300 Campbell Ave. Toront for the severe environmental ™ Manufacturing Division of 
Ca . 
AMPHENOL ELECTRONICS CORP., 1830 th § conditions of aircraft and missile 


nicago 5 SEE ADV. C1060 operation. Con7z ([Jacner 


¢ & Pacific Wire & Cable C 137 





ELECTRIC COMPANY INCORPORATED 
516 N. MICHIGAN ST., SOUTH BEND, IND. 
~ 
SOLENOIDS My 
High Temperature os Auge 
— eat ee haw ee DC and 400 cycle 
C ddiesex St., Harrison, N. J 
ELECTRIC AUTO- lite ‘co WIRE & CABLE DIV Power and Miniature 
Mich. SEE ADV. D-158 
THE ELECTRIC AUTO-LITE CO., Toledo 1 
ADV. 0-158 
sex Wir 


Genera 
7 =. 


ites 


VALVES 
Manifold Mounting Oxygen 
Propellant Air Deicing 


na 


High Pressure Miniature Fuel 
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WRITE FOR THIS INFORMATIVE FOLDER 
IT EXPLAINS HOW .. 


SOHIO REFUELS 


AT CLEVELAND’S MULTI-MILLION 
doch Cait SEE iow. cages * GALLON REFUELING OPERATION . . 


mole Insite “Wire Go. Inc, West Main . . SHOWS HOW SOHIO UP-GRADED 

+ Stee! Corp., $25 William Penn Pl, Pittsburg WITH BRIGGS . . without lavish 

change-over costs . . packed with rs ae 
pictures and information. 99.% DIRT 
REMOVAL 











With very little interruption in service with no “hot work” 
° | d Hi h . no additional piping Sohio converte,’ their old dehy- IN ACCORDANCE 
Wire, Insu ate ig drator tanks to modern high efficiency standards. 99.9% water WITH MIL-F-3508A 


Temperature removal . . . 99.% dirt removal in routine there now Regardless PERFORMANCE 
of the size of your operation there is a Briggs wnit thot will fit 
REQUIREMENTS 


your needs. Write for folder now, no cost 


FILTER 
SEPARATORS 


PIONEERS IN MODERN AND 
Ou FuTRATION 














THE BRIGGS FILTRATION COMPANY, DEPT. 279, WASHINGTON 16, D. C 
WITHOUT OBLIGATION, PLEASE SEND THE SOHIO FOLDER. 


Canada 


Canada 


AMPHENOL ee CORP., 183¢ 
Ave Chicago 50 i EE ADV C- 106 

Atlantic & Pacific Wire & Cable Co., 137 
New York 13, N. ¥ 

Belden Mfg. Co., 4647 West Van Bure t., Chicag Address 
44, 1 


Nome 


Company 
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ENVIRONMENTAL TESTINC| 


Certified to Industrial and Government Specifications 


o Altitude 

e High Temperature 

e Low Temperature 

e@ Temperature 
Shock 


e Sand and Dust 
e Expicsion Proof 
e Mechanical Shock 
Acceleration 

eo Fuel Resistance 
o Rain 

e Accelerated Life 
e All Related Tests 


Rapid, accurate, dependable testing on contin- 
Salt spray test being set ap = me Ds - P- 
for performance te MIL-E-S272A uous basis within 24 hours after receipt of your unit. 


ASSOCIATED TESTING 
LABORATORIES, INC. 


123 Clinton Road, Coldwell, N. J. 
TELEPHONE CApita!l 6-7407 


y¥ ve! MANUFACTURING DIVISION builds chambers and 


“equipment to meet all environmental conditions 
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INERTIAL GUIDANCE 


Represents 
one of 
many 
applications 


utocollimation 


to solve 
Alignment 
Problems 
of a highly 


precise 
nature. The KERN DKM2 


When equipped with the new No. 356 Autocollimating Eyepiece, 
this famous one-second theodolite has a total magnification of 23x and 
an operating range from zero to at least 100 feet for autocollimation. 











Write for 
technical data 
and 
specifications 





The FINEST in SURVEYING EQUIPMENT 


KERN INSTRUMENTS INC. 


120 Grand St., White Plains, N. Y. 
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Jaleh s-m ial 
way to 


NOISE SUPPRESSION 
Tamil Wi dee late 
ROCKET AGE 


ACOU-STACK 


silencing system 


Designed for Service Where 
Intense Heat Is Not A Factor! 


Photo shows 
exhaust end 
ef Acou- 
STACK instal- 
lation in the 
Lewis Unitary 
Wind Tunnel. 


DURA-STACK 


the ALL-STEEL Muffler Developed 
for Jet and Rocket Engines! 


Gn 


Dura-STACK 
Ground Run- 
Up Mufflers 


Dura-STACK 
Muffler for 
Test Cells 


The Proven Lightweight Portable Jet 
Engine Noise Suppressor for Militory 
& Commercial Jet Aircraft. 


wlti-JET 
mounted on 
eutdoor tes! 
stand at 
Republic Air 
craft Corp. 


Fale Mm celsilelagel 
, ¢ 


terature available 


request 
pon request 


341 Jackson Avenue, New York 54 
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Shurch St.. N. Y. 7. N. Y 
ELECTRIC AUTO- LITE CO., ‘WIRE & CABLE DIV 
SEE ADV. D-1 58 
THE ELECTRIC AUTO- LITE CO., 
SEE ADV D- 158 


LEWIS ENGINEERING CO.. 52 Rubve 
SEE ADV. C-102 


REVERE "CORP. OF A AMERICA, 64 
SEE ADV. B- 38. 


STANDARD WIRE & CABLE CO., 34 
Angeles 34, Calif. SEE ADV. C 
prenant Mfg. C 172 Sterling 


ELECTRIC "AUTO: LITE CO.. WIRE & CABLE DIV 
SEE ADV. D-158 


ted Met v.. American 


New York 


. ted States 
eveland 13, Ohio 


dustrial Ave Little Fe 


CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV oor Mich. SEE ADV. A-52 


Sq 
Dr 


Page Steel & Wir 0 merican Chain 
Co., Inc., P. 0. Box 692, Monessen, Pa 

Riverside-A 7 Metal Div H. K. Porter *) 
Riverside 

STANDARD wire & CABLE CO., 3440 Overland Ave 
Los Angeles 34, Calif. SEE ADV. C-104 

Too! Development Co., 11334 Burbank Bivd., North 
Hollywood, Calif 


WIRE, LOCKING 


Helicop-Hut* Communication Stations in Flight Flight test of AN/MRC-60 Radio Set in $ 


Here's mobility for any system! 


Craig designs and build h stren 
nents for all types of con 
specifications. 

Craig leadership in this highly s] lized field is refi 


exclusive aluminum and poured-in-place foam plastic shelter cor 


insulation properties ... in lightweight aluminum telescoping 
many other advances all of which assure y 1 of maxim 
minimum weight and bulk 

And Craig’s experience and engincering cap 


Cc ymplete system integration “ 


SYSTEMS, INC. 


Write today for information on any of these products or services: 
Dept. Fl, 360 Merrimack St.. Lawrence, Mas: 


. Ite railer ent ~s : 
CRAIG PRODUCTS: Shelters ¢ Trailer Vans ® Antenna Tel: MUrdock 8.6961 
Masts * Transit Cases * Spare Parts Cabinets ; a 
Los Angeles 45 f 214 W. Manchester 
CRAIG SERVICES: Complete system layout and instal- Ave. SPring 6-0025 
lation ® Shock Isolation ¢ Air Conditioning ¢ Heating Haddonfield, New Jersey, 1016 Be 
e System test and checkout HAzel 8-2400 


* TRADEMARK AND COPYRIGHT Washington, D. C., The LaSalle Suit 
1028 Connecticut Ave., N.W 
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50 to 10 P 
000 Gallon Capaci*' 


hobiiacime 


LIQUID OXYGEN 


and 


NITROGEN UNITS 


For In-Plant Storage 


and Transportation 


Model 48-500 Liquid Oxygen — Nitrogen Unit 


These low-loss storage and transport units liquid level gauge, vacuum valve and filter, 
are skid, caster, wheel and trailer mounted thermocouple vacuum gauge, pressure gauge, 
and are available in capacities to 3500 gal- A.S.M.E. code stamped inner vessels, quick 
lons. Larger vessels for bulk liquid storage 
are sized to 10,000 gallon capacities. All 
units feature standard equipment as follows valves on liquid lines, ending with Hofman 
bottom fill and discharge line, top fill line, quick couplings. 


pressure build-up system, extended stem 


Send for our new 16 page catalog LOW TEMPERATURE APPARATUS 


Laboratories, Inc. 


Dept. H. 5 Evans Terminal, Hillside, N. J 
WESTERN 
AGENT BLAIR-MARTIN CO 5 Mission asad alif ‘ 
aa AIRCO CO.. Inter f 
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oy Meta 


Secon 
N.Y 


WIRE, NICKEL 
Wire, Nickel 


Allied Wire & \ eee Co., Inc., 


Clinton 
Bridgeville, Pa 


Surprenant Mfg. Co., 172 Sterling St 
niversal-Cyclops Stee! Corp 
Warren Wire Co., Pownal, Vt 
139 Grand St., New Wright, P. M., Electrical Co., 1327 Do 

rk 3 N Montreal 25, Quebec, Canada 

Sales Ltd., 181 Fleet Street East, Toronto 

tario, Canada 
Nicke! Alloy 

\ A 


rchester >t 


f Corp 3 4 2 
Mfg. Corp, 30 Vesey St. New Wire, Miscellaneous 
Wire & Cable Co 137 Grand St., 
rk 1 N. Y Allied Wire & Cable Co 
& Co » Works, Malvern, Pa York 13, N. Y 
Metallurgical-Chemica Co 820 65th Ave Aimo Radio Co., 913 Arch St., Ph 
adelphia 26, Pa Amalgamated Electric Corp 46 Elgin 
Co. of America, Henry W. Oliver Bidg Ontario, Canada 
Pi = 30, Pa America _~ 
201 Middlesex St., Harrison, WN. J nd 
“1875 McCarter Hwy., Newark 4, AMERICAN “SUPER- TEMPERATURE WIRES 
W. Canal St., V SE 
npheno 
Intar 


39 Grand St 


Platinur 


& w ve Div. — States 


woks 


N 
ELECTRIC AUTO-LITE CO., WIRE CABLE DIV., Port Ave 
H Mich. SEE ADV. 0-58 


ernational Nickel Co., Inc., The, 67 Wall St., New 


New York 38, N. Y 
Dixon 
Co., Inc 


198 Br 


oadway 
onal Standard Co 

H. K. Porter 
White Plains 


Metals Corp., Intervale St., 


adeiphia, Pa 


INC 
E ADV c- 4 


Mass 


W., 


tawa 


Steel 





QUALIFICATION TEST REPORT BY 
AEROTEST LABS: VITAL STEP TOWARD 
RELIABILITY AND ACCEPTANCE 


In today’s highly technical and competitive aeronautical equipment busi- 
ness, a certified qualification test report from Aerotest Laboratories serves 
many important purposes. it proves that your product meets all specifica- 
tion requirements. It is evidence that your designers have achieved built-in 
reliability. And it adds a mighty big gun to your sales ammunition, because 
all leading contractors and Government agencies recognize Aerotest as a 
leading independent source for reliable, impartial testing of aircraft, 
missile and spacecraft equipment. Aerotest is an approved prime con- 
tractor to the U.S. Nayy and Air Force. Complete, modern facilities and 
creative test engineering for all functional and environmental tests on 
electronic, mechanical, pneumatic, hydraulic and avionic equipment. 
LOW TEMPERATURE HUMIDITY RAIN ACCELERATED CORROSION 
HIGH TEMPERATURE SALT SPRAY SUNSHINE RADIO INTERFERENCE 
HOT FUEL FLOW MERSION ENDURANCE CONTAMINATED | FUEL 
HIGH ALTITUDE SHOCK EXPLOSION FUEL RESISTAN 
SAND AND DUST ACCELERATION FUNGUS ENVIRONMENTAL VIBRATION 

Pius — High pressure flow testing of equipment 

with rocket and missile fuels and oxidizers. 


Complete test program proposals submitted without obligation. 
Aerotest Laboratories, Inc. 129-11 18th Avenue, College Point 56, N.Y. 


For the full story on 
Aerotest’s facilities and 
services, send for free 
illustrated brochure. 
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~adre Industrie 


York 
Chester Cable 
Chester, N 
Copperweid Stee 
Pa 
cible Stee 


nessen 
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orp., 1441 Repub 
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STANDARD wine & CABLE CO 
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from ideas 
to instruments 


The sum total of the skills involved 
in the conception, design, develop- 
ment and manufacture of complete 
optical systems frequently cuts 
across many fields. Kollmorgen com- 
bines technical skill and complete 
facilities for highly precise work in 
optics, mechanics and electronics. 
These combined skills can help you 
solve your viewing, testing and in- 
spection problems. For literature, 
write to Department 20D. 


KOLLMORGEN 


optical corporation 
NORTHAMPTON, MASSACHUSETTS 
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ELECTRIC AUTO-LITE CO., WIRE & CABLE DIV 
Port Huron, M SEE ADV. D-158 

THE ELECTRIC AUTO-LITE CO., Toledo 1, OF SEE 
ADV. 0-158 


850 Passa Ave, East Newark 
Smelting & Refining Co 111 North 
h 2, Iilinoi 


New York 
ton St., New York 
198 Broadway, New 


ntrols seneral Plate Div 

est S Attleboro, Mass 

M. Ney P Box 990, Hartford 1, C 

on Metals i , ntervale St White Plains 

N.Y 

Sigmund Cohn Corp 121 S. Columbus Ave Mt 
Vernon, N. Y 


Western Gold & Plat : 25° Hart 
Belmont, Calif 
Wire, Stainless Steel 
ver Bid 
In 139% -Grand 


| Sales Ltd., 181 Fleet Street East 


4 . 
he Gilbert & Bennett 
Jones & Laughiin tee 
Pittsburgh 30, Pennsylvan 





global vision 


Accurate, detailed viewing under 
adverse conditions on land, in the 


air and under the sea presents spe- 
cial problems. Kollmorgen observa- 
tion systems, some incorporating 
television or special photographic 
equipment and measuring devices 
are solving these problems in in 
dustry and defense. For literature, 
write to Department 20D. 


KOLLMORGEN 


optical corporation 
NORTHAMPTON, MASSACHUSETTS 
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WIRE, STITCHING 


DESIGNED FOR 
PRECISION 
PERFORMANCE 


SIMMONS PACITRON LIQUID QUANTITY MEASUREMENT AND 
MANAGEMENT SYSTEMS feature the latest technological 
improvements. Provide accurate gaging of fuel, oil, 
liquid oxygen and other conductive and non-conduc- 
tive liquids, as well as many fuel and liquid manage- 
ment functions. Pacitron is currently utilized to control 
center of gravity within desired limits and to transmit 
voltage signals for telemetering purposes. Can be 
adapted to many additional functions which require 
control within specified limits. 


SIMMONDS LIQUID LEVEL SENSING SYSTEMS provide accu- 
level indication of hydrocarbon and synthetic liquid 
fuels, aqua ammonia, 1.OX, liquid nitrogen, anhydrous 
ammonia and other liquids. Can be used to operate 
a warning light or to actuate pumps and valves to 
transfer liquid at specified levels. System is rugged, 
has no tubes or moving parts. 


SIMMONDS SU FUEL INJECTION SYSTEMS, the only ad- 
vanced type of fuel injection system in production for 
gasoline engines. Offers improved fuel economy and 
fuel distribution; better starting, idling, acceleration 
and deceleration; improved cold starts; eliminates 
icing problems. Ideal for aircraft and drone engine 
applications. 


SIMMONDS PUSH-PULL CONTROLS are positive, precise and 
rugged. Simple to install and easy to inspect; require 
negligible maintenance. Capable of handling heavy 
loads under extreme vibration and temperature condi- 
tions. Variety of sizes and weights available with a 
wide selection of end fittings and attachments. 


SIMMONDS FLUSH-FITTING LATCHES are flush-fitting on 
either flat or curved surfaces. General purpose latches 
for skin mounting or high strength latches for 
structural mounting. Wide selection of housings and 
fittings are available. Ideal for securing precision equip- 
ment, access panels, nose cones and missile sections 


SIMMONDS BEACONRY is designed to meet the urgent 
need for greater reliability in missile location and re- 
covery equipment. Beacon transmits continual signal 
to permit location and homing. Advantages include in- 
creased reliability, greater range, longer operating life 


immonds 


AEROCESSORIES, INC. 

General Offices: Tarrytown, New York 

Branch Offices: Glendale, California + San BDiege, California + Setreit, Michigan 
o + Sete 


Dallas, Texas + Dayton, Ome + St. Lewis, Missouri + Washiagter 
Canadian Licensee Simmonds Aerecesseries of Canada Limited, Hamitten. Ontarne 
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WIRE, WELDING 


U. S. Steel Corp., 525 William Penn Pi., Pittsburgh 
30, Pa 
Wickwire-Spencer Stee! Div., 


Corp., The, 575 Madison Ave., 


Wire, Welding 


Air Reduction Sales Co., 150 E. 42nd St., N. Y. 17, 
N.Y 
All-State Welding Alloys Co 
White Piains, N. Y 
minum C of America, 1501 Alcoa Bidg Pitts 
burgh 1 
The American Brass Co., Waterbury, Conn 
America Stee! & Wire Div., United States Steel 
Rockefeller Bidg., Cleveland 13, Ohio 
tlantic & Pacific Wire & Cable Co., 137 Grand St 
New York 13, N. Y 
Champion Rivet Co 
Cleveland 5 hio 
Chester Cable Corp Su of Miami Coppe 
ee N.Y 
a cible — Co. of America, Henry W. Oliver Bidg 
Pittsburgh 30, Pa 
ELECTRIC. AuTo- LITE CO. WIRE & CABLE DIV 
1, Mich. SEE ADV. D-158 


Colorado Fuel & Iron 
New York, N. Y 


249-55 Ferris Ave., 


Harvard Ave. & E 108 St., 





ITM can do 
-and many ot 


From this Refueling Boom 
Trailer to Insulated Food 
Boxes, our unique 
Manufacturing and 
Engineering facilities 
produce a variety of ground 
support equipment to Military, 
and Airline specifications. 


General Cable C 
General Electric 


Broadway 
Pittsburgh 
steway Center, P. 0 


ado | «Fue & Iron 
New York, WN. Y 


Nevada St 


Hartford 1 


TRAILERS 


cialized jobs. 


Trailer Specifications 
27’ Wheelbase 
32’ 0.A. Length 
Weight 1875 Ibs. 
Welded Aluminum Tubing 
Frame 


Aluminum Castings 
Machined to Blueprints 


Running Gear of Stee! 


INDUSTRIAL TOOLS MANUFACTUR 


Buckeye Tools Corp., 5048 Springboro Pike, Dayton 1 
Ohio 
cago, Hartford, Western Divs., Standard Screw Co 
701 Washington Bivd Be! iwood 
pntinenta! Technica! Service, In A aft C 29 
W. Apple St., Dayton, Ohio 
Brothers & Co. (Canada 
Nontreal 6, P. Q., Canada 
reene, Tweed & Co., North Wales 
ter Tools, 9851 Aiburtis St Santa 
= : 


Ltd., 1 1 Greene Ave 


d 1 Gway, New Y 
INDUSTRIAL Toot MFG. “CORP SUB. PENDLETON 
TOOL INDUSTRIES, INC 81 a Ave 

vt Park, Calif. SEE ADV. D- 196 


8442 Otis & Southgate, Calif 


Zinc (Plates, Slabs, Sheet, 
& Strip) 


Beir 
Ave., Bro 
Eagie-Piche C 
Federated Meta 
. 120 8 


National Lead 
New Jersey z 


Zippers 


Zirconium Metal 
(Sheet, Wire & Rod) 


Foote Minera 
44, Pa 

Hamilton Watch Co 
Ave., Lancaster, Pa 

Harvey Aluminum, 19200 South Weste 
Calif 

Industria! Products, Bridgeport Brass 
St., 6r dgepor t 2, Conr 

A. D. Mackay 198 Broadway, 

P R. Mallory Co Inc 50 
Indianapolis 6, Ind 

Maliory Sharon Metals Corp Niles 

Meta! Hydrides, Inc., 
Mass 

Metals & Contro!s Corp 
St., Attleboro, Mass 

Nationa! Lead Co., 111 Broadway, New York 6, N. Y 

Products Inc., 1740 Broadway, New 


12-24 Congress 


General Plate Div 


Sylvania Electric 
York 19, N. Y 
Westinghouse Electric Corp., 3 Gateway Center, 


P. 0. 


8150 Marbrisa Avenue, Huntington Park, Calif. 
Box 868, Pittsburgh 30, Pa 
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MVOW seurr-seconn accuracy 
IN AIRCRAFT CLOCKS 


LITECLOCK 


from the plant of one of the world's 
foremost makers of precision products 


* 


W 
models 
with 

12 or 
24-hour 
dials 


© 13-jewel precision eight-day movement 
® High quality, lightweight, unbreckable 
cluminum case designed to fit standard 
panel openings; 234 inch dial @ Full sweep 
second hand @ Lower diol is synchronized 
with second hand to record total minutes 
elapsed up to 1 hour @ Upper dial records 
tote! elapsed time up to 12 hours time 
out device for accurately logging flying time 
@ Built to airline standards @ Tested and 
regulated in accordance with MIL C 9196 
USAF and fully guaranteed @ Easy to instoll 
ond operate 
Write, wire, phone TODAY 


for catolog and prices 


COMPLETE LINE OF REFUELING 


EQUIPMENT FOR... 


OVERWING REFUELING 


No. 9162 high capacity nozzle features 
easy opening, soft closing, minimum 
shock, during refueling operations. Also 
No. 8385 Non-Drip oil nozzle for deliver- 
ing lube oil. Features sure shut-off, non- 
drip valve in end of tube. 


UNDERWING REFUELING 


No. 4092 valve is easily connected to air- 
craft fueling adapters. Makes a positive, 
leakproof connection. Basic mechanism 
designed to deliver 600 g.p.m. at pressure 
drop of 8 PSI through valve and adapter. 
Several different models available. 





f) 


\ 
Me. 9162 
Overwing 
Nozzle 








No. 4092 
Underwing 
Nozzle 


I. 


5 








HYDRANT SYSTEMS 


No. 13200 Emergency Shut-off valve can 
be remotely controlled. Adapter poppet 
valve and emergency shut-off valve work 
independently of each other. 

Also No. 4096 series standard hydrant 
adapters; No. 4093 series hydrant coupling 
valves. 


Sphins -Americ an corp 


our Guarantee of Reliable Accu 
42 Cherry Lane + Floral Park, N. Y. + HUnter 8-2600 
Circle Number 126 on Reader-Service Card 


SEE “HIDDEN AREAS” 


Piston and Jet 
Engines, Wings, Gun 
Barrels, Missiles, 
Rockets 


Ne. 13200 
Hydrant 
Emergency 
Valve 











BUCKEYE IRON & BRASS WORKS 
DEPT. Aw. BOX 883, DAYTON 1, OHIO 


Please send complete information on Buckeye aviation refueling equipment to 


Name 
Title 
Company 
Address 
City 
State 
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FINDINGS...ATTACHING MACHINES 
SMALL STAMPINGS 


ad | 4 i FROM CARBIDE DIES 
ae AND MACHINES FOR 
An } ATTACHING TO YOUR PRODUCT. 
ole ae [Sro4. « COMPANY, INC 
a AkaA 
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with EDER INSPECTROSCOPE 


This Flexible Inspectroscope is the same as 
vsed for inspecting the human stomach by a 
physician Allows additional areas to be 
inspected not possible fo observe with a rigid, 
straight instrument. Although shorp right angle 
bends are not possible, the Inspectroscope 
goes around curves. Powerful illumination is 
provided. Used by: Aero Jet General Corp., 
American Airlines, Anatomic Energy Commis 
sion, Convair, Douglas, General Elec tric, Gen 
eral Motors, Swedish Air Force, U.S.A.F 





Write for Inspectroscope Folder W-12. 


EDER INSTRUMENT CO. 


2293 WN. Clybourn Ave., Chicago, Ill. 
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Continuous-Line Facilities 


For Any Sheet Metal Production.) 


Heat-treating 
pre-notching 
pre-punching 
roll forming 
bending 

spot welding 


Fast, dependable delivery, of precision parts at lowest 
possible cost is yours through Woodside’s modern, con- 
tinuous-line plant. Over 153,000 different shapes available 
from stock tools. Currently engaged in high-standard pro- 
duction for the aircraft industry. Complete and competent 
engineering service. May we bid on your next job? 

Write for illustrated brochure A103 describ- 

ing our plant, equipment and operation. 


CwoonsiD9E) = =WOODSIDE 


© 1958 Engineering Company ne. 
9208 W. Grand Ave., Franklin Park, Ill. iy 


data 














H For forty years, New York Tasting tabs has set a standard for 
accuracy and quolity . . . whatever the testing need, you'll find 
the experienced research and testing staff you want here. 


Electronic testing on Switches,*Plugs, Transformers, Resistors, Capacitors, 
Relays, Servo Units, Connectors, Potentiometers, Jacks, etc 


Environmental testing in accordance with MIL-E-5272A Vibration, Shock, 
Explosion, Acceleration, Altitude, Cold, Humidity, Heot, Sand, Dust, 
Explosion, Fungus, Salt Spray, etc 


Industry Complete Chemical, X-Ray, Physical, Metallurgical Testing Facilities, En- 
gineering, Research and Development, Product Evaluation. 


Since 1919” Write or call for our free Facilities Brochure 


47 WEST STREET, NEW YORK 6, N.Y. # BOwling Green 9-6220-9 
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Specifically 


Designed 


WORK-HOLDING 
DEMANDS!... 


Here are four of many quick- 
acting powerful DE-STA-CO 
Clamps which aircraft-missile 
manufacturers have called on us 
to design and build. 

These Clamps (and many others) 
have solved countless work- 
holding problems particular to 
the aircraft-missile field. 

It’s 100 to 1 you'll find your 
work-holding answers among 
DE-STA-CO’'s 120 models and 
scores of spindle accessories! 
Write for ovr 40-page 
DE-STA-CO Catolog .... 

<Kk> 

TOGGLE CLAMPS 

LIKE THESE... 


MODEL 261-A xz: » 
ip 


_ 
OCF = MODEL 441 
to , : 


MODEL 225-U 


DETROIT 
Stamping Company 


Manufacturer of 
America’s FIRST Line of TOGGLE CLAMPS 
302 Midland Avenve, Detroit 3, Michigan 


TOGGLE 


CLAMPS 
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“must reading 
for the 


AVIATION INDUSTRY ! 


Why do thé nation’s major (and 
minor) producers of aviation and 
missile equipment rely on 
Smithofaft Pabrication for all kinds 
of diversified and complex metal 
fabrication products —- especially 
re-usable shipping containers’ 
You'll find the answer in this 
_special brochure. Discover how a 
company with 60 years of 
experience in metal fabrication can 
give you the best design, 
development and manufacturing 
services available, Write today! 


Smithenaft- N 


FABRICATION DIVISION. aviction ~ 
A. L. Smith tron Company : 
200 Bent Street, Combridge 41, Mass. 
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HACKENSACK 


he one dependable single 
source for all standard and 
special cables for aircraft and 
components. 


CALL ON US FOR 


*Galvanized and Tinned Control 
Cable 


* Stainless Steel Cable Standard 
and Non-magnetic 


* Bronze Antenna Cable 
* Monel Cable 


* Extra-flexible Fine-diameter 
Cable 


*Armored Towing Cable 
*Nylon and Vinyl Covered Cable 


Dial 


See our catalog in Sweet's 
Product Design File or 


Send for your own copy 


aR Be — oF pp sein 2 SS 
HACKENSACK C720-¢2 CORPORATION 
Hackensack, N. J 
Hubbard 7-1100 


99 Orchard Street 
Telephone 
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SEND FOR FIVE HONING 
BOOKLETS — CHECK 
READER SERVICE CARD 


_— a 
SUNNEN 


PReavcrs ComPranr 


HONING 


7929-¥ Manchester Ave. * St. Lowis 17, Me 
Canadian Factory: Chatham. Ontano 


ADDS ULTIMATE-PRECISION 
TO GUIDED MISSILE PARTS 


If you're producing control valves, power packs 
or servo-mechanisms for guided missiles . 


. you need equipment that will hold ultra- 
precision tolerances and controlled surface 
finishes on both internal and external diameters. 


More and more manufacturers of control 
systems have specified SUNNEN HONING 
because it gives them the ultimate in accuracy 
at lowest capital and operating cost. 

SUNNEN HONING assures leak-proof controls 
with instant, friction-free responses under 

It will hold 
tolerances as close as .000020”—with surface 


extreme temperature variations. 


finish to 2 micro-inches if desired. 


Our field engineers will gladly demonstrate 
this ultra-precision process on your parts .. .i 
your plant. Or, we'll work out your problem 
in our customer honing service department. 
Why not write us for more information? 
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BOLD ‘safety-sight” 


HIGH VISIBILITY FLUORESCENT COLORS FOR 


AIRCRAFT AND AIRPORT USE 


Circle Number 134 on Reader-Service Card 


Coest Guard, Army 
types of oircroft 


« Used at Novy 
country on mony 

boundary, morkers 

and momtenance equipment 


¢ High visibility sofety point for runways 


towers, ow morkers, wind 


e Moximum weoatherability eaty-to-apply with brush e 
spray equipment 

Uniform high visibility on from co monvufecturer with 
yeors experience in the fuore 


pigmentat, 
scent field 
Available in 8 “safety-sight™ colors: Yellow-Orange, Red 

Red, Cerise Red, Pink, Gold Yellow, Lemon Yellow and Greer 


Write for fluorescent -olored brochure with complete information 


Chicago 45, II! 
San Leandro, Calif. 


LAWTER CHEMICALS, 
3550 Touhy Ave. . 
South Kearny, N.J. ¢ 


D-199 
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what do you mean, ‘‘RELIABILITY?” 


Just this: 
delivery on time. You get all three at Wilding. Our capacity to 


absolute security, maximum technical ability and 


serve you in producing visual tools for your every need 

vamatched in our field. We diligently safeguard all classified 
material and your proprietary rights. And what's more, what 
we promise, we deliver. For two decades Wilding has supplied 
the highest quality visual productions to government and sub- 
contracting agencies. No job is too difficult, too large or too 
small. We will appreciate an opportunity to call on you and 


tell you more about our services. Just address your inquiry to: 


GOVERNMENT SERVICES DEPARTMENT 


WILDING PICTURE PRODUCTIONS, 


1345 ARGYLE STREET — CHICAGO 40, ILLINOIS 


TELEPHONE: LONGBEACH 1-8410 





INC. 


TELETYPE: CG 1058 
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AIRCRAFT 
TUBING 


CARBON « ALLOY « STAINLESS 


Tailored to your needs—emergency 
and small quantity requirements 
from warehouse stocks— production 
and special requirements from our 
own mill at Adrian, Mich. 


Serving the Aircraft Industry for 38 years! 
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STANPAT 
SOLVES THE 


—~f 3 


—~ 


—== Sa= 


NEW resin-base STANPAT 
ELIMINATES GHOSTING, 


offers better adhesion qualities 
on specific drafting papers! 
THE PROBLEM 


Some of our longtime customers first colled our 
ottention to the ghosting” problem. Certain 
tracing papers contein an oil which could be 
leeched out by the STANPAT adhesive (green 
bock) cousing o ghost 


THE SOLUTION 

A new STANPAT wos developed (red back), utiliz 
ing @ resin bose which did not disturb the oils 
ond eliminotes the ghost. However, for many spe- 
cific drafting popers where there is no ghosting 
problem, the original (green back) STANPAT is 
still preferred. 


WHICH ONE IS BEST FOR YOU? 

Send samples of your drawing paper and we wil! 
help you specify. Remember, STANPAT is the 
remorkable tri-acetate pre-printed with your stand- 
ard and repetitive biveprint items— designed to 
save you hundreds of hours of expensive drofting 
time 


SO SIMPLE TO USE 


1. PEEL 
the tri-acetate odhe- 
sive from its bocking. 


the tri-ecetote in 
position on the troc 


into position, will 
not wrinkle or come 
off 


STANPAT CO. 
WHITESTONE 57, N. Y., Dept. 77 
Phone: Flushing 9-1693-1611 


Enclosed are samples of the drafting 
paper(s) | wse (identify monufoc 

turer). Please specify whether Rub 

ber Bose or Resin Bose STANPAT 
compatible with these somples 


*s most 
C) Send literature ond somples of STANPAT 
~) Please quote price on our enclosed sketches 


which we ore considering to hove pre-printed 


NAME 





FIRM 





ADDRESS. 
a 


OOS EEE 


yee 








Leewe wee @ eo 
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licrhtweight 


Nlissile and 
\ircraft 


systems 


components 


Check Out 
PROTOTYPE’S 
PRODUCTS... 


if size, weight, and consisten 
high performance are important 
in your missile and 

aircraft system designs 


HYDRAULIC AND AIR ACCUMULATOR 
1500 p.s.i. 40 cubic inch volume 


SOLENOID 

SHUT OFF VALVE 
0 to 3000 p.s.i. 
Zero leakage in 
line design 


 <e— 


HI-TEMP ACTUATING CYLINDER 


1000° F. temperature 
1500 to 3000 p.s.i 


Design Problems? 
If you have a special problem, 
call on our design engineers for 
help. They will modify and test 
our standard products to your 
new specifications. We are also 
experts in developing new com- 


ponents for your special needs, 


For literature write ... 


PROTOTYPE 


Research, Inc. 
1201 Rio Vista Avenue 
Los Angeles 23, California 
Telephone: ANgeles 3-2171 
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YOUR DEPENDABLE SOURCE FOR 
ALL ELECTRICAL CONNECTORS— 
INCLUDING THE PYGMY TYPES 


Airwork has the largest stock of Bendix factory-new 
electrical connector parts in the South. We can assemble 
the connectors you need, test them, and ship them to you 
in minimum time. 


Only genuine Bendix parts and Bendix approved assembly 
methods are used. Our quality control procedures assure 
strict adherence to the latest specifications. 

We are accustomed to precision workmanship, careful 
attention to detail, and the maintenance of a comprehensive 
stock of parts that our customers might need. Save yourself 
trouble. Call or write our F. H. Lee today. 


irwork @ 


ORPORATION 


5245 N. W. 36th Street 
Miami Springs, Florida 
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Ground Support Specialists 


AIR CONDITIONING 


COMMERCIAL AVIATION © MILITARY AIRCRAFT 
MISSILES and SPACECRAFT 


Design e Engineering e Manufacturing 


Write for ovr brochures: 1. Lotest developments in support 
equipment for the Thor, Titon, Polaris, and Snork missiles 
2. H-35 mobile ground air conditioner for commercial airliners 
and military oircroft. 


Cc. G. HOKANSON COMPANY, INC. 


2140 Pontius Avenue * Los Angeles 25, California 
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Heli-Coil stainiess steel! Screw-LOCK Insert is easily 
wound into tapped hole in aluminum housing. Spring ten- 
sion of the locking coil retains the screw securely, meets 
military specifications for locking torque and vibration. 


How Carrier Corporation 


Saves 40% in weight - 30% in assembly time 
..With AAVCON * screw-Lock* INSERTS 


...and assures maximum perform- 
ance of threaded connections in 
the refrigeration system for air 
conditioning the giant Douglas 
DC-8 jetliner. 

In assembling aluminum alloy 
compressor castings, Carrier en- 
gineers needed reliable threaded 
connections that could resist the 
heat and vibration encountered at 
600 mph. They selected Heli-Coil’s 
one-piece, internal locking Screw- 
LOCK Insert. 

The results: design simplified, 
boss areas minimized, weight re- 


duced as much as 40%, lock nuts 
and lock wiring eliminated. Now 
one man assembles the entire unit 
in 30% less time than before .. . 
and danger of thread failure has 
ended! 

It’s a typical example of why 
manufacturers in every field are 
turning to precision formed, stain- 
less steel Heli-Coil Screw-LOCK 
Inserts to meet torque and vibra- 
tion specs . . . to protect threads 
against wear, stripping, galling and 
corrosion ... to save costs, space 
and weight. *Pat. Applied For 


HELI-COIL CORPORATION 


® 


DANBURY, CONNECTICUT 


Re re ee ee ee a ee a = — — 


HELI-COIL CORPORATION, 3358Shelter Rock Lane, Danbury, Connecticut 


I'd like more information on Heli-Coil Screw-LOCK Inserts 


NAME 





FIRM 





ADDRESS 





city 


ZONE 


STATE 





G@ 1582 


ee ee es ee ee ee ee ee es es se ee ee es ee es es eS 
IN CANADA: W. R. WATKINS CO., Ltd., 41 Kipling Ave., S., Toronto 18, Ont. 
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ULTRASONIC 
IMMERSION 
TESTING. 


oa ik @ 


an essential 
inspection tool in 
aviation industry 


In engine and airframe manufacture 
where parts are irregular in contour, 
Sperry Ultrasonic Imme: ‘on Testing 
is the ideal inspection technique. 
Sperry Ultrasonic Immersion Testing 
systems not only locate internal flaws 
accurately and with the greatest reli- 
ability, but also result in great savings 
in material and inspection time. One 
Sperry tape-programmed automatic 
installation is estimated to have cut 
inspection time by more than 80% at a 
large jet rotor plant. 

Based on the Ultrasonic Reflecto- 
scope, equipment ranges from simple 
manually operated instruments to com- 
pletely automated tape-programmed 
devices. Immersion tanks are made by 
Sperry in several standard sizes or are 
custom-built to your specifications. 

fo") 


Sperry Ultrasonic Immersion Testing 
can save you time and money... write 
today for details. 


SPERRY PRODUCTS, INC. 
800 Shelter Rock Road 
Danbury, Conn. 

FIRST IN ULTRASONIC INSPECTION 
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PNEUMATIC 
POWER PACKAGE 


Designed, developed and 
manufactured exclusively by 
Randall Engineering Corpora- 
tion, for use in a flight control 
system for a space vehicle and 
integrates the following 
components: 


filler valve 

high pressure GN: storage tank 
filter 

high pressure relief valve 

high pressure regulator 

low pressure relief valve 

2 position solenoid controlled 
shut-off valve 

low pressure plenum chamber 
high & low pressure transducers 


Pa a priceless ingredient — 


ATTITUDE 


DESIGNERS & MANUFACTURERS OF 


high pressure pneumatic equipment 

high temperature and bleed air equipment 
hydraulic exotic fluids, gas and cryogenic 
equipment 

integrated hydraulic and pneumatic systems 


R.E.C’S extensive test facilities have made possible 
the development of these components and systems 


represented nationally 
and in canada 


RANDALL 
ENGINEERING 
CORPORATION 


5933 Bowcroft Street 


Los Angeles 16, California TExas 0-8533 
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Miniature Time 





Delay Relays... 


W heaton electronic timers 















































ELECTRONIC 


@ Time Delay Range .....025 to 100 seconds 
@ Accuracy cenecee- 5% of +10% 
@ Contact Rating ..2 Amp. Res. 1 Amp. Ind. 
@lLife .. . 100,000 operation min. 
@ Voltage Range .... 18 to 30 V, DOC 
@ Weight from 1.5 ounces 
@ Temperature Range .—65°F. to +2500°F. 
@ Vibration 10 to 80 CPS .06 in dbi. 

amplitude 80 to 2,000 CPS at 20 G's 
@ Applicable Specifications MIL-E-5272 


Wheaton Engineering 


CALIFORNIA — Velond & Burke Asso- 
ciotes, 39 S. Euclid, Pasadena |, Califor 
nia—RYan 11-9186 


COLORADO — Aviation Products Co., Box 
1985, Denver, Colorado—EMpire 6-765! 


COLORADO —Aviction Products Co. 1056 
Yubo St., Avrora, Colo.—EMpire 6-265! 


GEORGIA -Avtry, Rushin & Dane, Inc., 
43 Irby Ave., N. W. Atlanta 5, Georgio— 
CEder 7-297! 


HMLINOIS — R. W. Hank, St Chortes 
Township, St. Charles, Ilinois—St. Charles 
2729 


KANSAS — Aviation Products Co., Box 
1955, Wichita 4, Konsas——AMherst 5-7955 


MASSACHUSETTS — Eltron Ergineering 
Soles iInc., 246 Walnut St., Newtonville 
60, Mass.—DEcatur 2-6975 


WHEATON 


operate over 1,000,000 cycles 


ELECTRO-MECHAWNICAL 
Time Delay Range 1 to 30 seconds 
Accuracy . 10% 
Contact Rating Amp. Res. 3 Amp. Ind. 
Life .5,000 operations, min. 
Voltage Range 18 to 30 V, DC 
Weight oe 7 ounces 
Temperature Range —65°F. to + 165°F. 
Vibration 10— to 80 CPS .06 in dbi. 
amplitude 80 to 2,000 CPS at 20 G’s 
Applicable Specifications ...MIL-E-5272 


Corp. Representatives 


MICHIGAN — J. F. Wood, 1314 Mason 
St., Flint, Michigon—CEdor 5-9504 


MISSOURI — Pem Soles Co., 8618 Brook 
shire Lane, University City 24, Missouri— 
WYdown 1539 


NEW JERSEY — Armstrong Engineering 
Consultants, inc 490 Pepperidge Tree Ter 
roce-Smoke Rise, Butler, N. J. — BUtler 
9-2012 


OHIO — Dayton-Anderson Electronics Co., 
136 W. Second Street, Dayton, Ohio— 
BAldwin 3-962! 


PENNSYLVANIA — John R. Schmit, 215 
Ford Rood, Bala-Cynwyd, Pa. — MOhowk 
4-2270 


TEXAS — Aviation Products Co., 6115 
Denton Drive, Room 214, Dallas 35, Texas 
—Fleetwood 7-1129 


WASHINGTON — Hal! Engineering Co., 
1430—130th N. E. Bellevue, Washington 
—Glencourt 4-9511 


ENGINEERING CORP. 


920 MANCHESTER ROAD-—-WHEATON, ILLINOIS 
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HIGH-PERFORMANCE 
“FLOW REGULATORS | 


WILL PROVIDE 


¢ GREATER FLOW CAPACITY 


Up to 2-12 times more than MIL H 5440 
for a given line size. 


COMPACT DESIGN 


Smaller diameter, shorter and lighter 
than the comparable MS Standard. 


EXCEPTIONAL ACCURACY 


Exceeds all performance requirements 
of MIL V 8566 through —65° to 275°F. 


THE RIGHT UNIT FOR YOUR APPLICATION 


Available in tube sizes —4 through 
—16 precisely calibrated to your 
specific flow requirements. 


FREE REVERSE FLOW 





Waterman can also supply your re- 
quirements for qualified MS 28886 


flow regulators in any line size. 











FLOW RATE CONTROL IS OUR BUSINESS 


Also suppliers of similor items and other Hy- 
dravlic Components for Industrial usage. 


WATERMAN ENGINEERING CO. 


P.O. Box 391 


725 Custer Ave. Evanston, Ill. 
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NOW! 


3 STAGE 
PROGRESSIVE 
ECONOMY 
DIES 


1 PIERCE, NOTCH and 
ENGRAVE 


2 EXTRUDE and 
LANCE 


3 CURL and 
CUT OFF 


YOU CAN SEE— 


die material cost _ $63 

tooling time 45 hours! 

set-up time 10 minutes! 
over 5000 pieces per day! 
(hand feed, 8x6", 20 ga. CRS) 











Now you can benefit from 
economy tooling for com- 
pound, progressive and other 
types of tool designs. 


Parts are produced in any 
gauge or material by means 
of Templet tooling processes 
— at substantial savings. 


Submit prints 
for quotations 





‘TEMDLEIT 


INDUSTRIES INCORPORATED 
or authorized licensees 


701 Atkins Ave., Brooklyn, N. Y. 


The Templet Process (Pat. Nos. 2,495,221 and 2,850,096) 
is also available for use in your own shop. Now 
licensed to more than 150 major U.S. manufacturers 


| Write for details. 
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kY FOR INTERNAL INSPECTION 


@ 0.10° AND UP... That's the point 
of entry requirement .. . to provide your 
inspectors the chance to use the out- 
standing National Fontar Borescope and 
thus give them the brightest, distortion 
free; close-up view of the defect in “‘in- 
accessible’ interior surfaces of the cast, 
drawn, welded or molded product’... 
from inches deep to many feet. 


Find out how its.uSe can be atime and 
cost saver while it up-grades your Qual- , 
ity Control. Just send for our “Bore 
scope Catalog.” Dept. A 7 





ENGELAARO (NOUETR/IED INE ) 


NATIONAL ELECTRIC INSTRUMENT DIVISION 





92—21 Corone Avenue * Elmhurst 73, New York,“ 


“ 
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HERMAN NELSON 
PORTABLE HEATERS 
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& 3rd Avenue 


3rd Street 
Rock Island, I!linois 


Defense Products Division 


“‘cold weather friend”’ at all U.S. Air Force cold weather bases . 


Air Heater is a reliable 


The Herman Nelson Portabk 


afe space heat anywhere 
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HIGH PERFORMANCE 
Altitude—Temperature—Humidity Chamber 8’ 
wide x 8 high x 12’ deep 
Automatic door lowers into floor providing 
entrance ramp 


ENVIRONMENTAL MISSILE TESTING 


of Systems, Components and Fuels 


Altitude Simulation: 10—*° mm. Hg. Temperature Simu- 
lation: —200° F to +1600° F. 

Humidity in accordance with Mil Specification E-5272-B. 
Test profiles can be accomplished between the limits 
above stated and at the required rates. 

High temperature — high altitude units (walk in and 
reach in types) are fabricated from proper alloys and 
finishes to reduce to a minimum outgassing at high 
vacuum conditions. 

Any suitable vibration equipment now available can 
be installed in Guardite equipment so as not to affect 
high altitude or temperature conditions during testing. 
Guardite Company has a capable engineering staff to 
develop equipment for your specific requirements, com- 
plete shop fabricating facilities, and a competent field 
force to install environmental testing equipment. 

28 years’ experience in building quality high vacuum 
process equipment. 

We will be pleased to have an application engineer 
visit you at your request. 


GUARDITE COMPANY 


Division of American-Marietta Company 
Wheeling Road and Commercial Drive | 
Wheeling, Illinois LEhigh 7-1000 | 
Circle Number 154 on Reader-Service Card 
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- Filters 
- Strainers 
- Screen Assemblies 


Our all-metal filter 

element provides the 

best stack-type filter per- 

formance for lubricating oil, hydraulic 

fluid, water methanol and other liquid 

applications. The thousands of assem- 

blies now used in various military and 

commercial aircraft applications dem- 

onstrate their reliability, wide operating 
range and outstanding performance. 


Our design, engineering, manufacturing 
facilities are available to service you. 


SCREEN PRODUCTS Incorporated 
Product Sales Division = 
P. 0. Box 430 js 
Caldwell, New Jersey 
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PHASE 


PHAZOR METER 


MODEL 200A 


Measures phase shift in transformers 

amplifiers, filters, and phase dis- 

placement networks 

® Measures from 0 to 360 degrees 

® Readings not affected by noise 
and harmonics 
Phase shifts of the order of .0] 
degree can be measured employ- 
ing special circuit techniques 
Measures in-phase and quadrature 
components separately 

Monvufacturers of 

PHASE METERS * NULL DETECTORS + IMPEDANCE 

COMPARATORS + POWER OSCILLATORS + VACUUM 

TUBE VOLTMETERS * FREQUENCY STANDARDS - 


AUTOMATIC HI-POT 
Other Electronic Test Equipment 





Write for Brochure 


INDUSTRIAL TEST EQUIPMENT CO 


55 EAST llth ST.. N. Y. 3- Tel: GR. 3-4684 
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problem. for the Space-Age 


€ 
| STAINLESS STEEL FLAT BAND CLAMPS 


Complete range of sizes from 2%” to 10” diameter 


pens em CLAMP Sy wire 


— Quick-Latch Clamp—Series 10QL 
Meets rigid military standards where easy 
installation and removal are important. The 
patented latch construction gives positive assurance 


against accidental disconnect. Basic materials and 


a 
B l G like this 


model used in, the 
Stratocruiser 


components meet MS requirements governing 


Part MS21920R. 


'@q SMALL 


like this model used 
on numerous elec- 
tronic instaliations 
for tube cooling. 


of housing 
configuration to 

suit space limitations. 
Models for: 27 Volt, D.C. permanent applications. Meets MS 


115/200 VAC, 400 cps a 
115 VAC, 60 cps ) requirements governing Part MS21920, 


T-Bolt Clamp—Series 10T 
HAPE ——-> 
suare — A Same as 10QL but without patented 


quick-latch, and recommended for more 


At Dynamic your needs receive 
the experienced analysis and 
careful recommendations gained 
from over 15 years of research 
and manufacturing experience, 
devoted exclusively to aircraft 


and airborne equipment. In many 

instances the modification of one | STAINLESS STEEL AIRCRAFT CLAMPS 
of Dynamic’s proven active Complete range of sizes 

models will save you weeks, or p ge of 

even months of time and remove ’ 

the uncertainties which enter } 

into a new installation. ; 

Remember too, Dynamic makes - 

the entire unit including the 

motor, so responsibility for 


warranty rests squarely with us 
and schedules are met. j 
ey 


nvVAl : 
ULIN Type AN737-TW Type AN737-TWLS Type AN737-RM 
: (with shoe) (without shoe) (floating bridge) 


E N G Descriptive literature or recommendations for any clamping requirements upon request. 


7412 Maie Avenue, Los Angeles 1, Californi | ee ee Ree 2 uty Coty 
ie Avenue, , California 
, WITTEK MANUFACTURING CO. 
e825 


SPECIALISTS IN AIRCRAFT AND 
ELECTRONIC BLOWER APPLICATIONS 4308 West 24th Place, Chicago 23, Illinois 
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PIONEERING IS OUR BUSINESS 


CRYOGENIC SYSTEMS 


Pioneer in the field of air-borne cryogenic systems, Pioneer- 
Central offers a complete line of liquid gas converters, 
valving, and capacitance gaging for artificial atmosphere 
equipment and compartment cooling and pressurization. 


‘eeet) 


ALTITUDE SURVIVAL SYSTEMS 
se 
Finest in breathing regulators—from mask mounted * 
through pressure suit and capsule controllers, global 


survival kits and emergency equipment to support man 
in the high performance air vehicle. 


nO) = eo OR A) A oe 


Pioneer vane type fuel flow systems, long the standard 
of the industry, have now been augmented by new, true 
mass flow systems of unexcelled accuracy and flexibility 
as required for jet aircraft and missile applications. 


FLIGHT INSTRUMENTS 


Pioneer accuracy and dependability are exemplified in 
the complete line of Airspeed, Mach-Airspeed, Vertical 
Velocity and Turn and Slip Indicators, Accelerometers 
as well as Altimeters, both compensated and stand-by. 


MISSILE COMPONENTS 


Pioneer-Central’s cryogenic and instrument design and 
production experience is now being utilized in the 
e production of cryogenic valves, pressure sensing probes 


and liquid level sensors for advanced missile systems, 
; 


ULTRASONIC CLEANING SYSTEMS 


Pioneer in the application of ultrasonics to the volume 
cleaning of parts and assemblies, Pioneer-Central is the 
first to offer a fully integrated, cabinetized type of 


ultrasonic cleaning system. 


West Coast Office: 117 East Providencia, Burbank, Calif 
Export Sales and Service: Bendix international Division, 205 East 42nd St., New York 17, N.Y. 
Canadian Affiliate, Aviation Electric Ltd., 200 Laurentien Bivd., Montreal, Que 


Pioneer-Central Division “ondix7 


DAVENPORT, IOWA 
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AUBURN IGNITION 
ACCESSORIES 


Teflon and 
Alumina 
CONNECTORS 


CONNECTORS 
with Stainless Steel 
Coil Springs, from 
Steatite, Mycalex, 
Alumina, Phenolic 


SPRING AND EYELET ASSEMBLIES 


| (Used with 3-48 Stud) 
AUBURN SPARK PLUG CO., INC. 
1258 York St. Auburn, N. Y. 
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= CONDIESEL 


Uninterrupted 
Power 
Supplies... 


in addition to other diesel and 
gasoline powered units, portable 
and stationary, 5 KW to 200 KW 
and larger, standard and special 
voltages. Continuous duty, or with 
automatic standby and uninter- 
rupted power supply features. 








UPS 100 | 
DR NCGLINATED DIESEL OY ELECTRICAL CONNECTIONS 
(25 Seong i lem ete) ite) -F Bale). | fer AIRBORNE & SUPPORTING 


Ww GROUND EQUIPMENT! 


LUDLOW 4&4 CANAL STS . STAMFORD. CONN 


For more than a generation, JOY has been closely 

associated with the external electrical power con- 
necting requirements of the Aviation Industry. Beginning with 
jumper and receptacle sets developed to connect auxiliary starting 
power fo the old China Clippers... JOY’'S line of electrical connectors 
for the highly specialized needs of air-borne equipment now covers 
all standard, and many non-standard, external electrical power con- 
necting requirements. Dimensionally and electrically JOY connectors 
conform to A.N. and M.S. standards — and MIL specs. . . . however, 
when the need arises, and conditions permit deviations, JOY is 
equipped to provide them quickly and economically. Why be satisfied 
with less... take a tip from the thumbs-up salute of America’s 


a Od, cian hie N leading technicians . . . dermand the best JOY connectors! 
aircraft quality, fixed or 
quick-release style... available lor extreme temperatures 
* BAND CLAMPS 
* V-BAND COUPLINGS 
* SUPPORT CLAMPS watertight and moisture resistant 
* STRAP ASSEMBLIES. 
* SPECIAL DESIGNS 


Y= 


@® —— eae 


distortion proof and wear resistant 


oil, acid, flame and ozone resistant 
supplied in many styles and sizes 
... and little affected by the abuses of man, nature or work- 
ing conditions. 
& 
e CD 158.2 FREE BULLETIN B65. Ask us for your copy! 
Specialty Aviation’s Favor- 


PRODUCTS CORPORATION ile Blectrical Pugs JOY MANUFACTURING COMPANY. 


29960 LAKELAND BLVD. & Receptacles .. . ELECTRICAL PRODUCTS DIV., 1201 MACKLIND AVE. ST. LOUIS 10, MO. 


tn poate: Since 1935 EXECUTIVE OFFICES — HENRY W. OLIVER BLOG., PITTSBURGH 27, PA 
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AIRCRAFT 


FLEXIBLE FLUID LINES 


STRATOFLEX hose fittings and 

complete hose assemblies, in a wide 

range of sizes and types, allow engineers exceptional 
freedom in equipment design. Stratoflex flexible hose and 
fittings are available for most fluid applications and for 
a wide range of pressures. New Super-T Teflon® is 
designed for extreme temperature applications. 


Write for Aircraft Cataleg or for new $-3 Bulletin describing Super-T Tefion. 


113026-S-L 


Thinner wall construction, lighter weight wire braid make Stratoflex “113” 
Hose up to 40% lighter than conventional MIL-H-8794. 


MS 28759 Hose Assembly 
MIL-H-8788 Hose 
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MS 28762 Hose Assembly 
MIL-H-8788 Hose 
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” MS 28741 (MIL-H-8795) 
; Hose Assembly 
MIL-H-8794 Hose 
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AN-6270 Hose Assembly 
MIL-H-5593 Hose 
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Above hose assemblies conform in 
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